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PREFATORY  NOTE. 

This  was  the  Conference  of  the  Society  of  Medical  Officers 
of  Health,  the  Sanitary  Institute  of  Great  Britain,  and 
the  Parkes  Museum  of  Hygiene,  and  was  organized  by 
a  Joint-Committee  of  the  three  societies  at  the  request 
of  the  Executive  Council  of  the  International  Health 
Exhibition. 
The  Joint-Committee  was  constituted  as  follows  :— 


Alfred  Carpenter,  M.D.,  J.P. 

W.  H.  CORFIELD,  M.A.,  M.D. 

Ernest  Turner,  F.R.I.B.A. 


Representing  the  Sanitary  Insti- 
tute of  Great  Britain, 


Douglas  Galton,  Capt.  R.E.,  C.B.,  F.R.S.)  „ 

Rogers  Field,  M.  Inst.  C.E.,  B. A.  \Representtng  the  Parkes 
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The  Papers  read  were  as  follows : — 

Monday y  June  gth,  "  The  Domestic  Sanitary  Arrangements  of  the 
Metropolitan  Poor.  By  JOHN  W.  Tripe,  M.D.,  Medical  Officer  of 
Health  for  Hackney.  "  The  Improvement  of  the  Sanitary  Arrange- 
ments of  Metropolitan  Houses."  By  Ernest  Turner,  F.R.I.B.A- 
CAairman,  T.  Orme  Dudfield,  Esq.,  M.D,,  President  of  the  Society  of 
Medical  Officers  of  Health,  Medical  Officer  of  Health  for  Kensington. 

Tuesday,  June  lo/A.  "  Domestic  Sanitation  in  Rural  Districts," 
By  George  Wilson,  M.A.,  M.D.,  Medical  Officer  of  Health  for  the 
Mid-Warwick  District.  "  Sanitary  Houses  for  the  Working  Classes 
in  Urban  Districts."  By  Percy  Boulnois,  M.  Inst.  C.E.,  Borough 
Engineer,  Portsmouth.  Chairman,  Captain  Douglas  Galton,  C.B., 
F.R.S.,  Chairman  of  Council,  Parkes  Museum  of  Hygiene. 

Wednesday^  June  lUA,  "Industrial  Diseases."  By  John  Syer 
Bristowe,  M.D.,  F.R.S.,  Medical  Officer  of  Health  for  Camberwell. 
Chairman,  Edwin  Chadwick,  Esq.,  C.B.,  Vice-President  of  the 
Sanitary  Institute  of  Great  Britain  (in  the  absence,  through  illness,  of 
His  Grace  the  Duke  of  Northumberland,  D.C.L,,  LL.D.,  Presi- 
dent of  tho  Institute). 

Thursday,  June  12th,  "  How  Infectious  Diseases  are  Spread."  By 
W.  H.  CORFIELD,  M.A.,  M.D.,  Medical  Officer  of  Health  for  St. 
George's,  Hanover  Square.  "  Cow's  Milk  as  a  Vehicle  of  Infectious 
and  Epidemic  Disease  to  the  Community,  with  suggestions  for  the 
more  effectual  Prevention  of  such  Outbreaks."  By  W.  N.  Thurs- 
FIELD,  M.D.,  Medical  Officer  of  Health,  Shropshire  Comb.  District. 
Chairman,  Dr.  Alfred  Carpenter,  J.P.,  Chairman  of  Council, 
Sanitary  Institute  of  Great  Britain. 

Friday,  June  13/A.  "  The  Right  of  the  State  to  enforce  Notifica- 
tion of  Infectious  Diseases,  and  the  best  method  of  doing  it."  By 
Alfred  Carpenter,  M.D.,  J.P.  "The  Notification  of  Infectious 
Diseases;  its  Importance  and  its  Difficulties."  By  Alfred  Hill, 
M.D.,  Medical  Officer  of  Health  for  Birmingham.  Chairman,  The 
Right  Hon.  Earl  Fortescue,  Vice-President  of  the  Parkes  Museum 
of  Hygiene. 

Saturday,  June  14/A.  "The  Disposal  of  the  Dead."  By  A. 
Wynter  Blyth,  M.R.C.S.,  Medical  Officer  of  Health  for  St.  Mary- 
lebone.  "  Cremation."  By  W.  Eassie,  C.E.  Chairman,  Sir  James 
McGarel  Hogg,  Bart.,  M.P.,  K.C.B.,  Chairman  of  the  Metropolitan 
Board  of  Works. 
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The   Conferences  were  largely  attended   and   the   dis- 
cussions on  the  several  Papers  well  sustained :  the  follow- 
ing gentlemen  taking  part  in  them  : — 
AcLAND,  Sir  Henrv,  K.C.B.,  M.D.,  Regius  Professor  of  Medicine, 

Oxford, 
AcLAWD,  Sir  T.  Dyke,  Bart.,  M.P. 
Anderson,  Dr.  A. 

AbmISTead,  Dr.  W.,  Medical  Officer  of  Health,  Cambridgeshire. 
Akmstkong,  Mr.  H.  E.,  Medical  Officer  of  Health,  Newcastle-on' 

Tyne. 
Bartlett,  Dr.  H.  C,  Ph.D.,  F.CS. 
BaILV,  Mr.  J.,  Secretary  to  the  Vigilance  Comraittee. 
Bernavs,  Dr. 

Blashill,  Mr.  T.,  F.R.I.B.A. 
Blyth,  Mr.  A.  WvNTER,  M.R.C.S.,  Medical  Officer  of  Health,  St. 

Marylcboae. 
Buckingham  and  Chandos,  His  Grace  the  Duke  of,  K.G. 
Burns,  Mr.  J.  Cleland,  Chairman  of  the  Glasgow  Charily  Organiu- 

tion  Society. 
Cameron,  Dr.  Charles,  M.P. 
Carpenter,  Dr.  A.,  J. P. 

Carter,  Dr.  W.,  Medical  Officer  of  Health,  West  Derby. 
Chadwick,  Mr.  Edwin,  C.B. 
Corfield,  Professor  W.  H.,  M.A,,  M.D.,  Medical  Officer  of  Health, 

Si-  George's,  Hanover  Square. 
DE  ChaumonT,  Professor  K.,  M.D.,  F.R.S.,  Army  Medical  School, 

Netley, 
Dixon,  Dr.  John,  Medical  Officer  of  Health,  Bermondsey. 
DODFIELD,  Dr.  T.  Orme,  Medical  Officer  of  Health,  Kensington. 
Farquharson,  Dr.  Robert,  M.P. 
Field,  Mr.  Rogers,  B.A.,  M.  Inst.  C.E. 
Fleming,  Professor,  Principal  Veterinary  Surgeon  to  the  Army. 
FOKTESCUE,  The  Right  Hod.  Earl. 
Calton,  Captain  Douglas,  C.B.,  F.R.S. 
Gibbon,  Mr.  Sept.,  Medical  Officer  of  Health,  Hotbom. 
CREENHOW,  Dr.  E.  Headlam,  F.R.S. 
Hardy,  Mr.  Nelson,  F.R.C.S.Ed.,  Dulwicb. 
Hodgson,  Mr. 
Hoog,  Sir  J.  McGarel,  K.C.B.,  M.P.,  Chairman  of  the  Metropolitai. 

Board  of  Works. 
Jacob,  Mr.  E.   Long,  Medical  Officer  of  Health,  Surrey  Combined 

District. 
Lambert,  Rev.  Brooke,  Vicar  of  Greenwich. 
LiGClNS,  Mr. 

Mahomed,  Dr.  F.,  Physician  to  the  London  Fever  Hospital. 
Morgan,  Dr. 
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Murphy,    Mr.    Shirley,    M.R.C.S.y    Medical   Officer   of   Health, 

Islington. 
Nanson,  Mr.  Tom. 
NuNN,  Mr.  Philip. 
Ogle,  Dr.  William,  Superintendent  of  Statistics,  General  Register 

Office. 
Ord,  Dr.  W.  Miller,  F.R.C.P. 
Priestley,  Dr.  W.  O.,  F.R.CP. 
Pringle,  Dr.  Robert,  Surgeon-Major,  Bengal  Army. 
Rawlinson,  Sir  Robert,  C.B.,  Chief  Inspector,  Local  Government 

Board. 
Robins,  Mr.  E.  C,  F.R.I.B.A. 
Saunders,  Dr.  Sedgwick,  Medical  Officer  of  Health,  Herts  and 

Middlesex  Combined  District. 
Slater,  Mr.  John. 
Smith,  Mr. 

Taaffe,  Dr.  R.,  Medical  Officer  of  Health,  Brighton. 
Thursfield,  Dr.  W.   N.,  Medical  Officer  of  Health,  Shropshire 

Combined  Sanitary  District. 
Vacher,  Dr.  Francis,  Medical  Officer  of  Health,  Birkenhead. 
Walford,  Dr. 

Wells,  Sir  Spencer,  Bart.,  F.R.C.S. 
West,  Dr.  Charles,  F.R.C.P. 

Wilson,  Dr.  George,  M.A.,  Medical  Officer  of  Health,  Mid- Warwick. 
Woodforde,  Dr.  W.,  Medical  Officer  of  Health,  Berks  Combined 

District 
Young,  Mr.  W.,  Secretary  to  Society  for  Abolition  of  Compulsory 

Vaccination. 
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Conference  on  Monday,  June  qth,  1884. 


1.  "  The  Domestic  Sanitary  Arrangements  of  the  Metropolitan  PoorP 

By  John  W.  Tripe,  M.D.,  M.R.C.P.,  Ed.,  &c. 

2.  "  The  Improvement  of  the  Sanitary  Arrangements  of  Metropolitan 

Houses,^    By  Ernest  Turner,  F.R.I.B.A. 


Chairman  : — 
T.  Orme  Dudfield,  Esq.,  M.D. 

Chairman  of  the    Conference  Joint-Committee ;    President  of  the 
Society  of  Medical  Officers  of  Health;  Medical  Officer  of  Health 
for  Kensington,  &»c. 


The  Chairman,  in  opening  the  proceedings,  stated  that 
the  Conference  had  been  organised,  at  the  request  of  the 
Executive  Council  of  the  Health  Exhibition,  by  the  Parkes 
Museum  of  Hygiene,  the  Sanitary  Institute  of  Great  Britain, 
and  the  Society  of  Medical  Officers  of  Health.  It  was 
intended,  originally,  that  each  society  should  have  a 
Conference  of  its  own,  managed  by  its  own  council,  but  it 
appearing  probable  that  the  subjects  to  be  dealt  with  by 
the  three  societies — which  were  all  working  on  similar 
lines — might  overlap,  it  was  thought  desirable,  by  the 
Executive  Council,  that  the  societies  should  amalgamate 
for  the  purpose  of  holding  a  Conference  in  common.     A 
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Joint-Committee,  therefore,  had  been  appointed  to  make  the 
necessary  arrangements,  and  he  ventured  to  hope  that  the  pro- 
gramme drawn  up,and  which  was  in  the  handsof  most  of  those 
present,  would  be  found  sufficiently  interesting,  embracing 
as  it  did  many  subjects  of  considerable  importance  to 
sanitarians  and  to  the  public  generally,  whether  in  town  or 
country.  After  briefly  referring  to  the  subjects  of  the  papers 
to  be  read  on  the  six  days  over  which  the  Conference 
would  be  continued,  and  to  the  special  qualifications  of  Dr. 
Tripe  and  Mr.  Ernest  Turner  to  deal  with  the  subject 
assigned  to  them,  and  with  which  they  would  deal,  the 
one  from  the  medical  and  the  other  from  the  architectural 
point  of  view,  the  Chairman  called  upon  Dr.  Tripe  to  read 
his  paper. 


THE  DOMESTIC  SANITARY  ARRANGE- 
MENTS OF  THE  METROPOLITAN 
POOR. 

By  John  W.  Tripe,  M.D.,  M.R.C.P.,  Ed.,  &a 

When  I  was  requested  to  read  a  brief  Paper  on  this  well- 
worn  subject  in  conjunction  with  Mr.  Ernest  Turner,  the 
first  question  which  suggested  itself  to  me  was.  Who  are 
the  poor  concerning  whom  I  have  to  address  you  ?  The 
word  embraces  a  very  great  variety,  I  may  say  not  only  of 
persons  but  of  classes ;  not  merely  the  two  great  classes 
of  the  deserving  and  the  undeserving  poor,  that  is  to  say, 
(a)  those  who  are  poor  from  the  force  of  circumstances 
over  which  they  have  no  control,  and  (b)  those  who 
are  poor  from  indulgence  in  vice,  and  even  crime,  but 
also  a  multitude  of  others  who  obtain  an  honest  living  as 
hawkers,  costermongers,  needle-women,  matchbox  makers, 
workers  in  manufactories,  and  others.  I  do  not,  however, 
propose  to  mention  the  domestic  arrangements  of  any 
particular  class,  but  to  take  the  word  "  poor  "  in  its  broadest 
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sense  as  including  all  those  who  live  in  very  small  houses 
containing  two  or  three  rooms,  or  in  tenement  houses  when 
they  occupy  perhaps  only  one,  it  may  be  two,  or  at  the  most 
three  rooms,  according  to  the  size  of  their  families.  The 
houses  in  which  many  of  them  live  are  those  to  which 
"Regulations,"  made  under  the  35  th  Section  of  the  Sanitary 
Act  will  apply,  and  differ  very  much  in  various  parts  of 
London,  some  being  very  old  with  low  ceilings,  imperfect 
means  of  ventilation,  rotten  floors  and  staircases ;  and 
are  also  dirty,  dark,  and  generally  dilapidated.  The  sani- 
tary arrangements  usually  correspond  with  the  houses  ;  the 
water-closets  being  dark,  foul  smelling  ;  the  water  supply 
apparatus  frequently  defective,  the  supply  generally  in- 
sufficient ;  the  cisterns  dirty,  being  rarely  cleaned  out ;  the 
dustbins  frequently  broken  and  full,  containing  offensive 
refuse,  even  excrement,  so  that  it  is  dangerous  to  empty 
them.  Houses  in  this  state  are  frequently  occupied  by  the 
residuum,  many  of  whom  are  disgustingly  filthy  and  de- 
stRictive  in  their  habits.  I  have  seen  fairly  good  sanitary 
watercloscts  so  misused  as  to  convert  them  in  a  very  short 
time  into  the  most  filthy  places  it  is  possible  to  conceive. 
Persons  of  this  class  can  scarcely  be  said  to  have  any 
domestic  sanitary  arrangements  whatever ;  they  inhabit 
certain  streets  and  courts  forming  colonics,  and  can 
scarcely  be  reformed,  except  by  breaking  up  and  dis- 
persing them  amongst  a  better  class,  and  by  repeated 
appeals  being  made  to  their  feelings  by  district  visitors 
and  others.  The  word  "  residuum  "  is  now  generally  used 
to  distinguish  the  lowest  classes  who  have  no  definite 
occupation  by  which  to  obtain  a  livelihood. 

There  is  another  kind  of  house,  with  better  sanitary 
arrangements,  much  occupied  by  the  poor,  vi/.,  that 
containing  five  or  six  rooms,  in  which  two  or  more 
families  dwell,  with  rather  low  ceilings,  fairly  good  sani- 
tary appliances,  although  generally  more  or  less  dirty,  but 
rarely,  except  when  occupied  by  the  residuum,  so  dirty  and 
dilapidated  as  the  others.  To  houses  such  as  these  tl 
enforcement  of  the  Regulations  are   of  great   ser\'ice. 


lo  The  Domestic  Sanitary  Arrangements 

there  is  comparatively  little  difficulty  in  getting  the  rooms 
and  passages  whitewashed  and  coloured  once  a  year,  and 
in  obtaining  fairly  good  water-closet  accommodation, 
paving  and  drainage  of  the  yards,  and  in  keeping  the 
water-supply  apparatus  in  good  order.  The  inhabitants 
of  houses  of  this  class,  however,  often  keep  poultry, 
rabbits,  &c.,  in  their  yards,  which  is  undoubtedly  an  in- 
sanitary arrangement,  and  should  always  be  prevented  if 
possible. 

As  very  many  persons  may  not  understand  the  powers 
given  to  the  Local  Sanitary  Authorities  or  the  subjects  on 
which  Regulations  may  be  made,  I  will  state  that  by  the 
provisions  of  the  Sanitary  Act,  1866,  Section  35,  the  Local 
Government  Board  is  empowered,  on  the  application  of  a 
Nuisance  Authority,  by  notice  to  be  published  in  the 
London  Gazette^  to  "  declare  the  following  Enactments  to 
be  in  force  in  the  district  of  such  Nuisance  Authority,  and 
from  and  after  the  publication  of  such  notice  the  Nuisance 
Authority  shall  be  empowered  to  make  Regulations  for 
the  following  matters — that  is  to  say, 

"  I. — For  fixing  the  Number  of  Persons  who  may  occupy 
a  House,  or  Part  of  a  House,  which  is  Let  in 
Lodgings,  or  occupied  by  Members  of  more  than 
One  Family. 

"  2. — For  the  Registration  of  Houses  thus  let  or  occupied 
in  Lodgings. 

"  3. — For  the  Inspection  of  such  Houses,  and  the  keeping 
of  the  same  in  a  cleanly  and  wholesome  state. 

"  4. — For  enforcing  therein  the  provision  of  Privy  Accom- 
modation and  other  appliances  and  means  of 
cleanliness,  in  proportion  to  the  number  of 
Lodgings  and  Occupiers,  and  the  cleansing  and 
ventilation  of  the  Common  Passages  and  Stair- 
cases. 

"  5. — For  the  cleansing  and  lime-whiting  at  stated  times 
of  such  premises." 

The  Sanitary  Law  Amendment  Act,  1874,  Section  47, 
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enables  Regulations  made  under  the  3Sth  Section  of  The 
Sanitary  Act,  1866,  to  extend  to 

"  Ventilation  of  rooms, 

"  Paving  and  drainage  of  premises, 

"  The  separation  of  the  sexes,  and  to 

"  Notices  to  be  given,  and  precautions  to  be  taken  in 

case  of  any  dangerously  infectious  or  contagious 

disease,  under  the  powers  of  this  Act,  or  of  the 

principal  Act,  or  of  the  Acts  therein  mentioned." 

The  Nuisance  Authority  (i>.  the  Vestries  and  District 

Boards)  may  provide  for  the  enforcement  of  the  Regulations 

by  penalties. 

There  is  considerable  doubt  in  my  mind  as  to  the  extent 
to  which  the  Regulations  should  be  enforced  in  providing 
and  keeping  the  sanitary  arrangements  of  the  poor  in  an 
efficient  state,  as  if  frequent  inspections  are  made,  and  the 
owners  or  rent-collectors  are  put  to  comparatively  a  large 
expense,  the  ordinary  rent,  which  could  with  difficulty  be 
paid,  is  increased,  and  if  the  additional  rent  be  not  paid 
the  tenants  are  ejected,  to  carry  a  bad  example  elsewhere. 
In  some  instances  in  Hackney  occupied  by  the  residuum  a 
whole  street  has  been  closed  before  the  required  repairs 
were  done  ;  the  rents  were  raised,  and  the  streets  occupied 
by  a  better  class  of  poor,  when  the  destructive  poor  do  not 
return  to  it  On  the  other  hand,  if  due  regard  be  not 
paid  to  the  sanitary  arrangements,  including  periodical 
cleansing,  repair,  &c.,  disease  may  arise  in  the  streets  and 
spread  to  the  adjoining  neighbourhood  Due  care  must 
therefore  be  taken  by  the  inspector  that  whilst  too  much 
zeal  is  not  displayed,  yet  nuisances  injurious  to  health  are 
not  allowed  to  remain.  The  position  of  the  landlord  or 
middle-man  is  often  by  no  means  an  enviable  one,  as  it  is 
most  disheartening  for  him  to  find  dust-bins  broken,  the 
water-supply  apparatus  damaged,  the  walls  defaced,  and 
his  property  injured  almost  immediately  after  it  has  been 
put  into  good  order.  If  these  houses  are  kept  in  a  good 
sanitary  condition  no  reasonable  rent  will  pay  the  cost,  so 
that  either  the  inhabitants  must  remain  for  an  uncc^rl^vcv 
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period  in  unsanitary  lioiiscs,  or  the  destructive  poor  must 
be  taught  by  the  force  of  circumstances  that  they  must 
i"cform  their  habits,  or  else  will  be  driven  from  house  to 
house,  as  they  cannot  pay  such  a  rent  as  will  make  them 
desirable  tenants. 

Having  thus  briefly  noticed  the  various  kinds  of  poor 
with  whom  we  have  to  deal,  and  the  general  condition  of 
their  dwellings,  I  shall  now  discuss  in  detail  some  of 
their  domestic  sanitary  arrangements,  and  especially  the 
water-supply  apparatus.  I  do  not  propose  again  mentioning 
their  dwellings,  or  expressing  any  opinion  on  the  buildings 
most  suitable  for  them,  especially  as  what  is  suited  for  some 
is  not  fit  for  others  (for  instance,  costermongers  with  don- 
keys and  barrows),  as  these  subjects  fall  within  the  scope 
of  Mr.  Turner's  Paper,  but  I  desire  to  express  my  belief 
that  the  Peabody  and  other  similar  buildings  are  not  suit- 
able for  what  I  call  the  poor.  I  prefer,  when  the  cost  of 
ground  is  not  too  high,  four,  five,  or  six  roomed  houses, 
with  an  outbuilding  for  use  by  the  various  inmates,  as  a 
scullery  and  washhouse.  There  are  numerous  houses  of 
this  kind  in  Hack-ney  which  are  occupied  by  the  poor,  and 
are  provided  with  fairly  good  sanitary  arrangements.  These 
are  kept  in  pretty  good  order  by  an  annual  inspection,  and 
the  subsequent  visits  necessary  to  obtain  the  removal  of  any 
nuisances  existing  on  the  premises. 

The  most  important  of  the  sanitary  arrangements  of  the 
poor  is  the  water-supply  and  water-supply  apparatus.  In 
some  London  parishes  the  supply  is  almost  entirely  derived 
from  what  is  termed  the  constant,  such  as  that  of  the  East 
London  Waterworks  Company  ;  whilst  in  others  only  a 
comparatively  small  proportion  is  so  given.  A  constant  is 
much  preferable  to  an  intermittent  supply,  as  by  a  trifling 
alteration  of  the  pipes  water  can  be  drawn  from  the  main 
instead  of  from  a  cistern.  I  am  also  informed  by  an  engi- 
neer to  a  company  that  the  waste  of  water  is  less  on  this 
plan,  as  the  fittings  differ  to  a  certain  extent  from  those 
used  with  an  intermittent  supply.  In  many  poor  houses 
thcic  is  not  a  cisteni  when  the  supply  is  on  the  constant 


of  the  Metropolitan  Poor,  1 3 

This  is  objectionable,  as  when  the  water  is  shut  off  for  the 
insertion  of  or  repairs  to  the  stop-cock  on  the  supply-pipe 
of  adjoining  houses,  or  any  alterations  or  repairs  outside 
this  stop-cock,  the  inhabitants  of  a  whole  street  are  sometimes 
left  without  water.  Repairs  to  a  pumping-engine  also  cause 
the  same  inconvenience.  As  many  houses  in  the  constant 
have  not  even  yet  a  screw-down  tap  on  the  supply-pipe,  a 
stoppage  in  the  supply  of  water  is  perhaps  more  frequent 
than  it  will  be  hereafter  when  these  are  universally  em- 
ployed ;  but  after  much  experience,  partly  as  regards  my  own 
house,  I  strongly  urge  the  necessity  for  a  cistern  in  all  cases. 
It  is  true  that  when  the  cistern  supplies  the  water-closet  with 
water,  if  the  pipe  and  tap  connected  with  it  remain  in  the 
usual  place  over  the  sink,  dirty,  or  otherwise  contaminated 
water,  may  be  used  instead  of  that  from  the  main,  but  with 
due  care  this  ought  not  to  occur.  I  find  that  the  best  way 
of  obtaining  a  supply  of  good  water  is  to  have  a  length  of 
pipe  connected  with  the  supply-pipe  before  it  reaches  the 
cistern,  with  a  screw-down  tap  placed  over  the  sink,  so  that 
water  can  then  be  drawn  from  the  main  instead  of  from  the 
cistern.  This  arrangement  has  been  extensively  carried 
out  in  the  Hackney  district  amongst  the  poor,  although 
owners  have  in  many  instances  made  great  opposition  to  it, 
and  indeed  in  some  instances  have  refused  to  carry  out  the 
suggestion.  It  is  much  to  be  regretted  that  the  powers  of 
the  Vestries  and  District  Boards  of  the  Metropolis  are  not 
sufficient  to  enforce  a  proper  water  supply  for  drinking  and 
domestic  purposes,  as  well  as  for  flushing  closets.  It  is  tnie 
that  the  cistern  which  is  provided  for  flushing  water-closets, 
is  furnished  with  a  pipe  and  tap  for  drawing  off  water  for 
domestic  purposes  and  for  drinking  ;  but  this  is  not  enough, 
there  should  be  power  to  compel  owners  to  disassociate  the 
drinking  water  from  that  used  for  other  purposes.  When  the 
water  supply  is  on  the  constant  this  can  be  done  as  above- 
mentioned  at  a  trifling  expense,  and  when  it  is  not  on  the 
constant  by  the  intervention  of  a  flushing-box  between  the 
cistern  and  the  closet  This  however  is  not,  in  my  opinion, 
sufficient,  as  the  cistern  is  often  placed  in  or  above  VVve 
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closet,  forming  part  of  its  roof,  as  so  frequently  obtains 
amongst  a  majority  of  the  small  houses  in  Hackney  and 
elsewhere.  The  arrangement  is  also  most  objectionable,  as 
the  cistern  cannot  be  readily  cleaned  out,  is  exposed  to  frost, 
and  if  there  be  not  a  water-closet  service-box  or  flushing- 
cistern,  the  water  may  be  contaminated  by  effluvia  from 
the  pan,  which  is  often  very  dirty.  Many  persons  will  not 
believe  that  air  passes  into  the  cistern  when  the  handle  of 
the  closet  is  raised,  but  I  have  seen  this  happen  on  many 
occasions,  and  met  with  two  severe  cases  of  diphtheria  in  a 
large  house  where  none  of  the  other  sanitary  arrangements 
were  defective. 

The  flushing-box  is  often  by  no  means  of  a  satisfactory 
make  or  properly  fixed,  being  usually  of  too  thin  a  material, 
whilst  from  its  shape  it  is  likely  to  crack  when  the  contained 
water  freezes,  and  is  also  often  fixed  in  so  slight  a  manner 
as  to  be  readily  pulled  down.  I  have  often  seen  it  placed 
so  low,  to  avoid  the  cost  of  a  couple  of  feet  of  down  pipe, 
that  children  climbed  on  the  seat  and  interfered  with  its 
working.  The  ball-tap  often  ceases  to  shut  off"  the  water  in 
consequence  of  the  arm  connecting  the  ball  with  the  tap 
becoming  straightened  from  use,  so  that  the  poor  will  often 
put  a  stick  under  it  to  keep  the  ball  up  and  shut  ofl*  the 
water.  I  have  under  such  circumstances  known  the  pipe 
to  be  knocked  together,  and  the  closet  kept  without  water 
for  a  lengthened  period  rather  than  inform  the  owner.  A 
little  grit  getting  on  the  leather  or  india-rubber  in  the  old 
ball-tap  and  in  the  kind  of  draw-ofl"  tap  commonly  used 
at  present,  causes  a  leak,  and  consequent  loss  of  water,  which 
might  be  easily  prevented  by  a  more  frequent  inspection  of 
the  water  apparatus  by  the  company's  officers.  I  also  feel 
persuaded  that  if  the  water  companies'  officers  would  take 
out  the  defective  leathers  from  the  taps,  and  put  in  new 
ones,  much  waste  of  water  would  be  prevented.  I  shall  not 
suggest  any  make  or  pattern  of  flushing-box,  as  perhaps 
Mr.  Turner  will  refer  to  these,  but  I  think  I  am  not  going 
out  of  the  way  to  mention  that  a  flushing-box  fitted  with  a 
syphon  is  a  most  efficient  kind,  as  it  admits  of  the  whole 
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flush  being  delivered  after  children  or  others  have  used  the 
closet,  and  have  not  kept  the  handle  up  for  a  sufficiently  long 
time  This  box,  if  fitted  with  a  down-pipe  having  an  internal 
diameter  of  an  inch  and  a  quarter,  will  give  a  sufficient  flush 
provided  at  least  two  gallons  are  discharged  at  once  The 
down-pipe  in  the  poorer  class  of  houses  is  usually  too  small, 
and  the  handle  is  not  held  up  long  enough  for  the  pan  and 
drain  to  be  sufficiently  flushed.  This  is  one  of  the  causes 
of  the  drains  in  poor  houses  getting  blocked  up,  but  as  a 
rule  choked  pans  and  drains  occur  either  from  neglect,  or 
too  often  from  stones,  tins,  sticks,  and  other  things  being 
put  into  the  pan  by  children.  To  remove  these  obstruc- 
tions it  was  by  no  means  uncommon  for  the  poker  or  a 
stout  stick  to  be  taken  and  the  fancied  obstruction 
rammed  at  until  the  trap  was  broken.  This  is  one  of  the 
instances  in  which  a  little  less  energy  and  a  little  more 
knowledge  would  be  useful. 

There  has  been  a  great  discussion,  which  I  think  has  now 
nearly  terminated,  as  to  the  relative  merits  of  hand  (pail) 
flushing  and  a  supply  of  water  from  a  proper  apparatus. 
When  poor  persons  did  not  generally  understand  the  use  of 
a  water-closet  (which,  by-the-bye,  seems  but  little  known  to 
immigrants  from  rural  districts),  there  might  have  been  some 
ground  upon  which  those  who  recommend  pail-flushing 
could  stand,  but  now  there  seems  to  be  no  reason  why  ever>' 
water-closet  should  not  have  a  proper  supply  of  water  laid 
on.  There  is  no  doubt  that  as  a  rule  the  closets  which 
have  a  water  supply  are  rarely  so  filthy  as  those  that  are 
cleansed  by  hand-flushing  ;  and  that  the  proportion  of  dirty 
pans  is  much  larger  amongst  hand-flushed  than  closets 
provided  with  a  proper  apparatus. 

When  an  intermittent  is  changed  to  a  constant  supply, 
the  size  of  the  ferule  in  the  main,  which  is  usually 
very  small,  should  be  increased  so  as  to  admit  of  a 
pailful  of  water  being  obtained  from  the  draw-off"  tap 
as  quickly  as  could  be  done  under  the  old  system  from 
the  cistern.  This  is  a  matter  of  considerable  importance, 
as  in  many  cases  the  owners  request  the  water  company's 
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officials  to  put  in  a  smaller  sized  ferule  than  that  pro- 
vided by  the  bye-laws.  This  is  quite  regular  provided 
the  owner  obtains  the  occupier's  consent  in  writing,  but  is 
probably  often  done  without  that  formality.  The  chief 
object  of  this  is  to  lessen  the  strain  on  the  fittings  and 
diminish  the  cost  of  keeping  the  apparatus,  especially  the 
draw-taps,  in  proper  order,  so  as  to  prevent  the  waste  of 
water.  Numerous  complaints  were  made  to  me,  when  the 
constant  service  was  introduced,  of  the  "dribble"  instead  of 
a  full  stream  of  water  that  flowed  from  the  draw-taps.  On 
the  other  hand,  weak  pipes  and  taps  will  not  stand  the 
pi-cssure  attending  the  use  of  a  full-sized  ferule,  and  much 
waste  consequently  resulta  I  find  that  an  etghth-of-an-inch 
ferule,  if  the  pressure  at  the  watcrivorks  be  good,  and  the 
house  be  not  on  an  elevated  part  of  the  district,  affords  "Us 
yood  a  supply  as  is  ordinarily  required,  except  perhaps  by 
washerwomen.  Water-waste  preventers,  which  discharge 
a  pailful  of  water  each  time,  are  extensively  used  in  the 
poorer  courts  of  Whilcchapel  and  some  other  parishes 
instead  of  cisterns.  The  plan  answers  well  in  most  cases, 
and  as  the  water  is  obtained  direct  from  the  main,  there  is 
no  fear  of  contamination,  but  they  are  objectionable  in 
consequence  of  the  time  occupied  in  filling  the  receiver 
after  each  discharge. 

The  direct  connection  so  often  found  to  exist  between 
the  sink-waste  and  the  house-drain  is  often  injurious,  as 
when  the  cover  of  the  bell-trap  is  left  off  or  broken  a  current 
_of  sewer-gas  can,  and  often  does,  pass  into  the  room.  As  the 
room  is  often  used  for  living  in,  as  well  as  for  cooking  and 
washing,  ihe  entrance  of  sewer-gas,  often  in  a  full  stream, 
causes  much  disease.  This  sometimes  consists  only  of  head- 
ache, loss  of  appetite,  malaise,  and  a  disinclination  for  work, 
but  neuralgia  and  other  ailments  frequently  occur  which  in- 
terfere very  much  with  the  usefulness  and  enjoyment  of  life. 
Indeed  I  scarcely  know  of  a  greater  source  of  discomfort 
than  such  sink-wastes.  A  bell-trap  in  the  sink  and  other 
places  is  often  worse  than  useless,  as  the  cover  is  usually 
left  off;  and  even  when  on  they  afford  no  protection,  except 
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when  full  of  water,  so  that  in  yards  and  other  places  where 
they  depend  for  the  small  efficiency  they  possess  on  an 
uncertain  supply  of  water  from  rain  or  occasional  sluicing- 
down  of  the  yard,  they  deceive  those  who  trust  in  them« 
In  Hackney  I  recommend  that  a  grating  of  some  kind  or 
other  be  fixed  over  the  opening  to  the  waste  in  the  sink, 
and  that  the  pipe  be  carried  through  the  wall  into  a  yard- 
gully  having  an  opening  in  it  for  that  purpose.  If  the 
room  should  be  so  far  underground  that  the  pipe  cannot 
be  carried  through  the  wall,  it  is  connected  with  a  P.-  or 
S-trap.  This  is  not  satisfactory,  but  cannot  always  be 
helped  When  there  is  a  bell-trap  in  the  sink,  and  it 
is  left  off,  and  the  attention  of  the  occupier  of  the  house 
is  consequently  called  to  it,  the  inspector  is  usually  con- 
sidered to  be  more  nice  than  useful.  The  heads  of  the 
rain-water  pipes  are,  especially  in  poor  houses,  often 
placed  near  windows,  so  that  sewer-gas  can  make  its  way 
into  the  bed  and  living  rooms  without  being  suspected.  In 
very  many  instances  cases  of  severe  sore  throat  have 
occurred  time  after  time  in  the  same  room  until  this  defect 
has  been  remedied,  when  it  has  ceased  to  recur.  This 
remark  applies  with  as  much  force  to  high-class  houses  as 
to  those  of  the  poor.  Diphtheria,  often  fatal,  also  occurs 
apparently  from  the  same  cause,  and  I  have  met  with 
typhoid  fever  in  rooms  where  the  pipes  were  similarly 
situated.  I  aui  in  the  habit  of  having  rain-water  pipes 
so  placed  cut  off  from  the  drains,  and  made  to  discharge 
the  rain-water  over  or  into  a  yard-gully.  The  latter  is 
the  best  arrangement,  as  the  top  or  grating  of  the  yard- 
gully  in  dry  weather  is  apt  to  become  blocked  up  with 
drift  of  various  kinds  or  the  holes  filled  up  by  children. 
The  latter  occurs  so  frequently,  that  a  few  words  from 
district  visitors  and  others  to  occupiers  of  poor  houses 
would  often  be  useful. 

The  paving  and  drainage  of  the  yard  in  poor  houses  are 
often  bad,  to  a  great  extent,  however,  owing  to  the  care- 
lessness of  the  inhabitants,  who  often  chop  blocks  of  wood 
on  brick  or  concrete  paving,  or    even    on    the   hearth- 
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stones.  The  difficulty  in  many  houses  of  the  poor 
in  Hackney  is  to  define  absolutely  what  is  the  yard, 
as  small  houses  were  often  built  with  gardens  behind 
them,  and  the  owners  will  not  pave  any  portion  of  the 
small  garden,  and  magistrates  also  object  to  make  an 
order  for  them  to  do  so.  If  all  that  may  be  called  yard 
is  covered  with  York  or  Victoria  stone,  or  even  with  good 
concrete  and  bricks,  the  cost  is  comparatively  so  large 
that  rents  are  raised,  but  if  they  remain  unpaved,  they  are 
a  source  of  great  discomfort  to  children,  and  a  cause  of 
dirt  in  the  house.  Even  when  hard  bricks  have  been  laid 
down,  the  house  refuse  or  garden  mould  is  often  thrown 
on  the  paving  to  so  great  a  thickness  that  it  is  necessary 
to  scrape  the  surface  before  its  structure  can  be  seen.  It 
is  true  that  this  only  occurs  amongst  dirty  people,  or  in 
tenement  houses  where  anything  that  has  to  be  done  for 
the  common  good  is  neglected.  Regulations  made  under 
the  Sanitary  Act  will  assist  inspectors  in  their  efforts  to 
have  yards,  water-closets  and  other  places  kept  clean,  but 
if  the  person  letting  the  house  in  tenements  will  have  to 
do  this  and  other  work  for  the  benefit  of  his  tenants,  he 
will  increase  the  rent  to  pay  himself  for  the  time  so 
expended.  In  carrying  out  these  regulations  difficulties 
have  often  arisen  regarding  the  amount  of  work  to  be 
done  by  the  owner  or  middleman,  because  whilst  every 
thing  necessary  for  the  preservation  of  health  must  be 
done,  yet  more  than  that  should  not  be  asked  for,  as  the 
tenant  is  usually  made  to  pay  for  every  improvement 
The  cost  of  keeping  houses  in  a  cleanly  state  as  regards 
the  walls  and  ceilings  is  sometimes  undertaken  by  the 
occupier  of  the  rooms  or  the  tenant  holding  from  the 
owner,  who  is  allowed  a  slight  reduction  in  the  rent ;  it  is 
amongst  these  that  the  greatest  difficulty  exists  i  .  obtaining 
repairs  or  even  whitewashing.  I  may  say  that  Regulations 
have  been  in  force  in  Hackney  and  carried  out  since  1866. 
The  drains  of  the  houses  occupied  by  the  poor,  especially 
when  the  houses  are  old,  are  very  often  structurally  defec- 
tive, being  often  made  of  bricks  with  open  joints  from 
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which  sewer  gas  and  rats  can  escape.  It  is  also  a  very 
common  plan  for  several  houses  to  be  drained  through  an 
outlet  common  to  many  houses,  to  save  expense  and 
carrying  the  drain  under  houses.  In  practice  I  find  this 
very  objectionable,  as  the  stoppage  of  the  outlet  causes 
great  discomfort,  and  often  injury  to  health,  before  the 
obstruction  is  removed  or  the  outlet  reconstructed,  and  I 
cannot  see  what  injury  to  health  can  accrue  if  the  drains 
under  the  houses  are  of  pipes,  and  laid  in  concrete.  As  to 
brick  drains  under  or  near  houses,  I  hold  a  strong  opinion 
as  to  the  necessity  of  their  reconstruction  with  pipes,  and 
being  surrounded  with  concrete,  even  although  they  may 
then  be  in  a  sound  condition. 

The  arrangements  for  the  drying  and  washing  of  clothes 
are  much  better  in  the  comparatively  new  houses  than  in 
the  old,  as  a  small  washhouse  and  scullery  common  to  all 
the  tenants  for  this  purpose  is  usually  attached  to  the 
house.  When  there  are  several  families  in  a  house  the 
occupants  of  a  certain  room  or  rooms  have  the  right  to 
use  it  on  a  particular  day  in  order  that  the  tenants  may 
not  clash  with  one  another,  so  that  the  objectionable  plan 
of  washing  and  drying  clothes  in  the  living  and  perhaps 
sleeping  room  much  more  rarely  obtains  now  than  formerly. 
I  cannot  say  much  about  this  in  more  than  two  or  three 
parishes,  but  many  years  ago,  when  practising  at  the  East 
End  of  London,  I  have  frequently  attended  sick  persons 
in  a  room  where  wet  clothes  were  hanging  up  to  dry. 
This  is  most  objectionable,  not  only  on  sanitary  grounds, 
but  because  in  such  cases  when  the  husband  comes  home 
to  a  meal  he  may  find  the  room  little  better  than  a 
laundry.  It  is  of  course  more  objcctionabie  in  a  sleeping- 
room,  as  the  beds  and  bedclothes  arc  rendered  damp  by 
the  watery  vapour  given  off  in  drying,  especially  as  the 
poor  have  a  great  objection  to  opening  their  windows  for 
ventilation.  The  free  admission  of  pure  air  into  their 
rooms  ordinarily  forms  no  part  of  the  domestic  arrange- 
ments of  the  poor. 

The  dust-bins  are  very  often — indeed  usually — a  source  of 
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some  discomfort,  and  I  believe  sometimes  of  disease.  The 
poor  rarely  bum  their  vegetable  refuse,  or  the  shells  of 
crabs  and  other  shell-fish  they  consume,  partly  owing 
to  the  fires  and  fireplaces  being  too  small  to  burn  the 
refuse  without  creating  an  offensive  smell.  Most  of  the 
fireplaces  are  open,  very  few  kitcheners  being  used,  so  that 
if  the  vegetable  and  other  refuse  be  not  removed  every 
week  it  becomes  offensive,  and  undoubtedly  in  summer 
predisposes  to  diarrhoea  amongst  the  children  who  play  in 
the  small  gardens  or  back  yards.  The  covers  to  the  dust- 
bins, if  of  wood,  are,  amongst  the  residuum,  very  frequently 
chopped  up  and  burnt,  and  the  bins  themselves  are  ruined, 
apparently  in  many  cases  out  of  wanton  mischief.  The 
best  kind  of  dust-bin  with  which  I  am  acquainted  is  made 
of  iron,  ^^^th  of  an  inch  thick,  well  rivetted  together,  with 
strong  hinges  to  the  lid,  and  without  a  bottom,  so  that  the 
bin  can  be  lifted  off,  and  the  dust,  &c.,  be  easily  removed. 
These  bins,  which  will  hold  about  a  fortnight's  dust,  &c.,  for 
a  small  house,  are  neither  easily  destroyed  nor  injured,  and 
are  by  no  means  costly.  Of  course  larger  ones  can  be 
procured.  The  arrangements  for  the  removal  of  dust  and 
house  refuse  are  generally  by  no  means  good,  as  the 
system  of  asking  for  gratuities  is  very  common,  and  acts  as 
a  check  on  its  frequent  collection  amongst  the  poon 
Besides  this,  in  many  metropolitan  parishes,  the  contracts 
are  entered  into  for  their  removal  at  a  lump  sum,  so  that  it 
is  in  the  interest  of  the  contractor — especially  at  present, 
when  dust  is  not  saleable — ^to  remove  it  as  rarely  as 
possible.  Several  of  the  metropolitan  parishes  have  their 
own  wharves  and  plant,  and  employ  their  own  men  not 
only  in  removing  the  refuse,  but  in  making  it  useful  for 
farmers  or  for  sale  as  breeze.  Others,  again,  hire  the 
necessary  plant,  &c,  whilst  one  or  two,  including  Hackney, 
pay  for  the  work  being  done  under  the  personal  super- 
vision of  their  own  officers  at  a  certain  price  per  load, 
the  matters  collected  being  taken  to  a  wharf  or  shoot  out- 
side or  on  the  confines  of  the  parish.  In  this  way,  as 
a  ticket  is  given  for  each  load  collected,  payment  is  only 
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Some  seven  years  since  I  was  employed  by  a  leading 
sanitary  journal  to  institute  a  thorough  survey  of  the  milk 
shops  of  the  metropolis,  and  I  trust  I  shall  not  be 
suspected  of  any  arrikre  pensie  in  saying  that  the  water 
supply  formed  necessarily  an  important  feature  of  the 
inquiry.  Its  results  were  too  extensive  to  be  even  glanced 
at  here.  It  may  be  found  by  anyone  interested  in  such 
matters,  in  the  Sanitary  Record  of  1877.  I  will  only  say 
now  that  they  thoroughly  bear  out  Dr.  Tripe's  obser- 
vations. 

I  am  afraid  that  in  dealing  with  this  subject  of  house- 
room  for  the  poor,  we  do  not  always  formulate  with 
sufficient  accuracy  our  notions  of  the  class  for  whom  we 
are  catering.  The  London  poor  do  not  occupy  houses  or 
suites,  with  bedrooms,  sitting-rooms,  kitchen,  nursery, 
and  so  forth.  They  could  not  afford  to  pay  for  them  in 
the  first  place,  and  would  not  if  they  could  in  the  second. 
Hence  the  work  which  has  so  far  been  done  in  this  direc- 
tion, excellent  as  it  is,  has  not  really  had  much  practical 
bearing  on  that  particular  problem.  The  artisan  has  had 
his  accommodation  immensely  improved,  but  the  artisan  is 
not,  unless  by  grace  of  the  gin  bottle  he  takes  pains  to 
render  himself  so,  what  can  properly  be  termed  poor. 
There  are,  indeed,  some  who  even  go  so  far  as  to  think 
that  he  has  been  a  little  too  well  looked  after,  and  has  in 
fact  come  in,  on  somewhat  false  pretences,  for  an  undue 
proportion  of  the  help  intended  for  his  less  fortunately 
placed  brethren.  The  real  problem  before  us  is  the 
sanitary  housing,  not  of  the  artisan,  but  of  the  labourer. 
And  if  we  mean  to  solve  it,  we  must  face  its  conditions  as 
they  come  before  us,  not  invent  them  for  ourselves.  And 
the  first  and  plainest  and  most  inexorable  of  these  condi- 
tions is  just  the  one  condition  that  many  have  hitherto 
devoutly  refused  to  accept  The  labourer  has  to  live  in 
one  room,  and  it  is  no  good  endeavouring  to  persuade 
either  him  or  ourselves  that  he  can  or  will  occupy  more. 
From  3s.  6d  to  4s.  a  week  is  all  that  he  can  pay,  and  more 
than  he  can  afford.     And  for  3s.  6d.  or  4s.  a  week,  more 


Arrangetnents  of  Metropolitan  Houses.  23 

than  one  room  is  not  to  be  had.  Not  to  be  had,  that  is  to 
say,  on  the  principle  so  dear  to  the  British  mind,  even  when 
most  gallantly  indifferent  to  every  other  consideration  of 
decency  or  self-respect,  that  of  the  castcllar  character  of  the 
Englishman's  domicile.  Whether  there  might  be  haply  a  pos- 
sibility of  so  far  modifying  this  Britannic  boast  as  to  admit 
of  the  introduction  of  common  kitchens,  and  dormitories 
either  undivided  or  divided  into  cubicles,  is  a  question  well 
worthy  of  the  consideration  of  the  new  Royal  Commission, 
Certainly  what  are  known  as  common  lodging-houses  are, 
in  these  days  of  systematic  inspection,  by  far  the  most 
sanitaiy  of  any  dwellings  of  the  poor.  It  may  be  a  ques- 
tion, too,  how  far  tliis  serious  prejudice,  which  undoubtedly 
exists  in  the  minds  of  the  poor  against  the  huge  new  blocks 
of  model  buildings,  and  which  of  course  arises  out  of  the 
castellar  tlieory,  may  not  sooner  or  later  wear  out,  as  the 
kindred  prejudice  against  what  are  known  as  "flats"  has 
already  pretty  nearly  worn  out  among  the  wealtliy  classes. 
Perhaps,  were  model  lodging-houses  constructed  to  look  a 
shade  less  like  mode!  prisons,  and  an  occasional  grass  plot, 
a  scrub  or  two  of  lilac  or  laburnum,  or  possibly,  in  some 
festive  situation,  even  a  gratcfully-palulous  plane-tree 
substituted  for  the  present  somewhat  severe  virtue  of 
the  stone-flagged  courtyard,  this  desirable  consummation 
might  be  a  little  hastened.  But,  be  that  as  it  may, 
there  can  be  no  question  as  to  the  pure  and  un- 
adulterated idiocy  of  the  plan  upon  which  the  British 
labourer's  lath  and  plaster  castle  is  at  present  arranged. 
Anybody  who  builds  a  house  or  a  street  of  houses  for  his 
occupation,  knows  perfectly  well  that  every  house  in  it 
will  be  occupied,  and  is  practically  intended  by  himself  to 
be  occupied  by  pretty  nearly  as  many  different  families  as 
it  contains  rooms.  Yet  to  no  one  does  it  ever  occur  to 
construct  his  houses  on  any  other  plan  than  such  as  he 
would  adopt,  were  each  house  to  be  exclusively  occupied 
by  a  single  family,  with  the  dining-room  and  the  master's 
study  on  the  ground  floor,  a  couple  of  drawing-rooms  on 
tlie  first,  and  a  quantum  in-suff  of  bedrooms  above.     The 
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utmost  concession  he  will  make  to  circumstances  is  to 
omit  the  folding-doors  between  the  drawing-rooms,  and 
give  a  choice  of  nurseries  by  introducing  kitchen  boilers 
into  unexpected  bedrooms.  But  when  he  has  achieved 
this  much,  his  adaptivity  is  exhausted,  and  the  scarcely- 
completed  house  at  once  assumes  that  air  of  having  "seen 
better  days,"  like  the  antique  furniture  of  Wardour  Street, 
with  the  worm-holes  carefully  bradawled  before  the  stain 
and  varnish  are  put  on.  At  least,  one  would  think,  these 
eccentric  tenements  might  be  built  double-fronted,  so  that 
one  passage  and  staircase  might  serve  for  two.  In  a  street 
of  a  hundred  houses  there  would  in  this  manner  be  effected 
a  trifling  saving  of  say,  200  feet  of  frontage.  That  is  to 
say,  a  space  suflicient  to  build  about  a  dozen  houses  more, 
or  rather  not  to  build  them,  for  no  more  bricks,  mortar,  or 
labour  would  be  required  than  at  present.  But  simply  to 
have  a  dozen  more  rents  per  week  coming  in. 

I  shall,  perhaps,  be  told  that  this  would  be  no  advan- 
tage to  the  labourer-tenant,  but  only  to  the  landlord,  who 
already  gets  quite  enough  out  of  him,  and  with  whom  I 
confess  my  sympathies  are  not  sufficiently  strong  to  induce 
me  to  make  him  a  present  of  the  suggestion. 

But  this  would  be  a  mistaken  view.  The  great  difficulty 
for  the  poor  man  is  cost  The  great  factor  in  cost  is 
shortness  of  space.  The  man  who  can  make  five  houses 
grow  where  four  grew  before,  confers  as  great  a  boon  on 
the  houseless  as  he  who  works  a  similar  increase  with 
ears  of  com  upon  the  hungry. 

Another  excellent  economy  is  that  of  putting  the  wash- 
house  on  the  top,  which  both  saves  space  and  conduces 
to  dryness,  ventilation,  and  other  sanitary  desiderata. 

But  half  my  time  is  already  gone,  and  I  must  con- 
dense. 

Upon  the  great  question  of  sanitary  fittings,  therefore, 
I  will  not  attempt  to  touch,  further,  than  by  strongly 
endorsing  Dr.  Tripe's  views  as  to  the  supreme  advantage 
of  absolute  simplicity.  I  will  only  further,  in  this  con- 
nection,  ask   your  attention    to  these   plans,   of   a   really 
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admirable  block  of  buildings  recently  erected  at  West- 
minster, by  a  most  uncharacteristic  member  of  that  class 
too  generally  known  as  the  common  enemy  of  mankind 
the  **  speculative  builder."  These  blocks  are  admirably 
plamied,  substantially  built,  and  thoroughly  "sanitated" 
throughout  The  partitions  are  solid,  the  skirtings  of 
cement,  the  floors  and  staircases  fire-proof,  the  waste 
pipes  disconnected  from  the  drains,  the  soil-pipes  outside 
the  building  and  thoroughly  ventilated,  the  drains  properly 
laid,  with  access  and  disconnecting  chambers ;  and  they 
are  paying  more  than  7  per  centl 

An  important  improvement  is  now  being  introduced  in 
the  partitions  between  rooms.  These,  as  unless  you  are 
speculative  builders  yourselves,  you  probably  don't  know, 
usually  consist  of  two  flimsy  screens  of  lathwork,  daubed 
over  with  a  thin  fllm  of  mud,  euphemistically  termed 
plaster,  and  with  a  space  between,  admirably  calculated  to 
fulfll  various  purposes,  the  principal  among  which  may  be 
considered  the  accumulation  of  dirt,  the  housing  of  vermin, 
the  conducting  on  occasion  of  fire  from  floor  to  floor,  and 
so  forth.  Further,  being  six  inches  thick,  they  of  course 
deduct  that  space  from  the  area  of  the  room.  Under  the 
new  plan  you  will  find  in  their  stead  two  solid  inches  of  a 
mixture  of  plaster  and  iron,  formed  like  the  feet  of  Nebu- 
chadnezzar's image.  This  ingenious  combination  is  not 
intended  to  support  the  weight  of  the  building,  and  need  not 
therefore  lead  to  fear  of  any  such  catastrophe  as  that  which 
befel  the  Babylonian  giant  But  I  must  own  to  some  slight 
doubt  as  to  the  result  in  case  of  fire.  It  does  seem  to  me 
possible  that  the  expansion  of  the  iron  might  lead  to  a 
solution  of  continuity  on  the  part  of  the  plaster.  This, 
however,  may  easily  be  ascertained  by  experiment,  and 
indeed,  has  been  so  already  to  a  limited  extent  And  k  propos 
of  fire,  let  me  draw  your  attention  to  the  fact  that  cement, 
however  patiently  it  may  stand  the  action  of  fire,  entirely 
loses  Its  equanimity  when  the  engines  take  up  their 
parable  and  begin  to  play  upon  it ;  and  as  your 
engine  is  rather  an  irrepressible  personage  on  tliesc  occa- 
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sions,  this  somewhat  interferes  with  the  beneficial  effects  of 
cement 

Now  of  all  the  odd  things  that  you  would  think  of 
applying  for  the  purpose  of  developing  fire-proof  qualities, 
perhaps  the  oddest  would  be  sulphur.  But  it  is  a  chemical, 
scientific  and  practical  fact,  that  Portland  cement  when 
mixed  with  a  certain  proportion  of  sulphur,  will  stand  both 
fire  and  water  to  any  reasonable  extent  without  perceptible 
change. 

So  much,  then,  for  fire-proofing ;  which,  I  may  add, 
possesses  an  advantage  evjen  greater  than  that  of  security 
from  conflagration.  There  is  no  such  disinfectant  as  fire. 
And  though  it  may  not  be  worth  while  to  burn  your  house 
down  to  roast  a  pig,  it  is  amply  so  to  burn  out  a  room — of 
course  after  removing  your  furniture — to  expel  the  small- 
pox from  the  walls.  The  upholstery  may  be  treated  in  less 
drastic  fashion.  Dr.  Richardson,  in  a  paper  I  heard  him 
read  on  Hospitals  for  Infectious  Diseases,  suggested  the 
use  of  iron  buildings,  so  that  the  walls  might  be  exposed  to 
the  purifying  action  of  fire,  but,  for  many  reasons,  iron 
alone  does  not  lend  itself  conveniently  to  this  purpose. 
How  far  cement  and  sulphur  might  be  used  on  the  surface 
of  walls  of  hospital  wards,  and  how  far  the  combination  of 
iron  and  this  material  may  be  advantageously  employed, 
are  questions  worthy  of  serious  consideration  and  in- 
vestigation. 

Another  excellent  plan  for  obviating  the  danger  of  fire 
arising  from  the  use  of  laths  is  that  patented  by  Mr. 
Hitchins,  and  consisting  of  plaster  screwed  up  in  slabs  and 
faced  with  a  setting  coat.  The  whole  front  of  the  sanitary 
and  insanitary  houses,  shown  at  the  present  Exhibition,  is 
constructed  in  this  way. 

I  need  hardly  tell  you,  that  this  branch  of  my  subject 
is  very  far  from  having  been  exhausted  in  these  few  and 
hurried  remarks.  But  my  friend,  Mr.  Rogers  Field,  has 
unfortunately  been  disabled  by  sickness  from  preparing 
a  paper  we  all  hoped  to  hear  him  read  ;  and  I  have, 
at  his  suggestion,  been  asked  to  touch  briefly  upon  the 
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defects  common  to  almost  all  London  houses,  and  upon 
the  improvements  which  may  be  effected  in  their  sanitary 
arrangements,  short  of  the  drastic  treatment  of  pulling 
down  and  re-building. 

For  the  former,  my  time  will  be  pretty  well  exhausted  in 
reading  you  a  mere  dry  catalogue: — Leaky  drains;  defective 
junctions ;  drains  laid  without  sufficient  fall ;  soil  pipes 
with  slip  joints,  placed  inside  the  house,  unventilated  and 
formed  of  different  materials ;  old  brick  drains  forming 
connection  between  house  drain  and  sewer ;  that  terrible 
enemy  to  a  healthy  house — the  pan  closet  with  its 
attendant  evil,  the  D  trap  ;  waste  pipes  of  baths,  safes, 
lavatories  and  sinks  connected  with  the  drains  ;  cisterns  in 
inaccessible  positions,  where  they  cannot  be  cleaned,  having 
their  overflow  or  waste  pipes  connected  with  the  drain  ; 
bell  traps  to  sinks  and  hell  traps  in  floors,  the  former 
generally  off,  the  letter  generally  dry,  in  either  case 
admitting  air  direct  from  the  sewer. 

These,  and  many  more,  may  with  some  certainty  be 
reckoned  upon  in  any  house  not  built  within  the  last  twenty 
years.  And,  I  am  afraid,  in  an  uncomfortable  proportion 
of  those  of  later  date.  The  most  important  of  them  will  be 
found  practically  illustrated  in  the  model  Insanitary  House 
in  the  present  Exhibition,  whilst  alongside  of  them  the 
model  Sanitary  House  will  show  what  the  corresponding 
arrangements  ought  to  be.  Those  among  you  who  are  not 
practical  architects  or  engineers,  will  probably  be  a  little 
surprised  at  the  very  slight  difference  between  the  two 
which  will  present  itself  to  the  eye.  To  that  more  important 
organ,  the  nose,  I  need  hardly  say,  they  will  in  the  present 
case  present  no  difference  whatever.  It  has  not  been 
thought  advisable  to  carry  realism  to  the  extent  of  turning 
on  actual  sewer  gas,  or  incubating  practical  typhoid.  But 
do  not  let  surprise  degenerate  into  contempt 

When  poor  King  Richard  spoke  of  that  little  pin  with 
which  Death  "  Bores  through  the  castle  wall — and  farewell. 
King ! " — the  wall  to  which  he  was  referring  needs  only  to 
have  been  the  wall  of  a  badly-constructed  sewer,  to  make 
his  poetic  phrase  no  metaphor,  but  a  grim  reality. 


With  that  reality  we  have  more  or  less  to  deal  when- 
ever we  take  possession  of  an  old  house.  But  we  are  apt 
to  embarrass  ourselves  unnecessarily  in  the  dealing  with 
it,  by  jumping  too  hastily  to  the  conclusion  that  there  is 
nothing  to  be  done,  and  that  if  once  you  begin  to  meddle 
with  an  old  house,  you  will  end  in  bringing  it  about  your 
cars  altogether.  This  is  pure  delusion.  An  old  house  is 
often,  too  often,  better  built  and  better  able  to  stand  a 
little  pulling  about  than  a  new  ona  And  one  thing,  at  all 
events,  you  can  always  do  ;  you  can  always  disconnect  the 
drains.  By  which,  it  may  be  as  well  to  explain  for  the 
benefit  of  my  non-technical  hearers,  I  do  not  mean  cutting 
off  the  drainage.  "  Disconnecting  the  drains "  means 
simply  interposing  between  the  house  and  the  sewer,  a 
water  trap,  and  on  the  house  side  of  this  trap  placing  either 
a  short  length  of  open  channel,  or  at  least  some  convenient 
opening  to  the  air  through  which  fresh  air  continually  flows 
along  the  whole  length  of  the  drain  and  up  the  soil  pipe, 
which  should  be  carried  up  full-bore  well  above  the  roof  and 
left  open  at  the  top.  This  you  can  do  at  all  events.  And 
in  doing  it  you  will  cut  off  the  chief  danger  to  health,  and 
at  the  cost  of  a  very  few  pounds.  If  in  the  course  of  the 
operation  you  find  that  the  house  drain  itself  is  con- 
structed of  ill-joined  pipes  or  rotten  bricks,  you  will  most 
probably  be  able,  though  at  a  somewhat  larger  cost,  to 
replace  it  with  properly  laid  and  properly  jointed  pipes. 
All  waste  pipes  can  be  arranged  to  discharge  in  the  open 
air.  The  old-fashioned  and  poisonous  fittings  can  bo  ex- 
changed for  modern  appliances  ;  soil-pipes  can  be  ventilated 
by  carrying  them  up  above  the  roof,  and  cisterns  removed  to 
an  accessible  position,  properly  covered,  systematically 
cleaned,  and  cut  off  once  for  all  from  communication  with 
drains  and  so  forth.  And  don't  be  content  with  doing 
this  to  what  you  are  told  is  tlie  cistern  for  drinking  pur- 
poses, The  cistern  for  drinking  purposes  is,  and  always 
will  be,  the  cistern  from  which  it  is  at  tlie  moment 
most  convenient  for  your  servant  to  fill  your  water- 
bottle.     The   open   gutter,  too,   which    an    exploring  ex- 
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peditiiMi  into  the  cobwebby  re^on  above  the  trap-door 
on  yoar  top-landing  would  pix^iably  discover  r^bt  across 
the  inside  of  the  roof,  may  be  readily  removed  to  a  more 
fitting  position.  And  other  domestic  arrangements,  equally 
misplaced,  under  staircases  and  in  dark  unventilated  comers, 
may,  with  a  little  contrivance  and  a  little  skill  be  trans- 
planted to  more  wholesome  situations,  or  at  least  supplied 
with  some  means  of  \'entilating  themselves,  otherwise  than 
into  the  house.  Even  the  xsthetic  side  of  the  question 
need  not  be  altt^ether  neglected.  And  esthetics  are 
wholesome  when  kept  in  their  proper  sphere,  and  within 
their  pr(^)er  limits.  Perhaps  the  old  lady  who  refused  to 
stay  in  the  Workhouse  infirmary  because  there  was  no 
proper  dado  may  be  thought  to  have  carried  her  views  in 
this  direction  a  little  too  far.  And  I  don't  know  that  I 
myself  coald  very  strongly  urge  the  guardians  to  increase 
the  rate  with  a  view  to  supplying  the  deficiency.  But 
depend  upon  it,  the  body  is  none  the  less  healthful  for  the 
mind's  being  pleasantly  occupied.  And  amongst  the  many 
improvements  of  which  a  good  old  brown  brick  domicile  of 
the  Georgian  era  is  susceptible,  may  be  most  decidedly 
reckoned  that  of  its  personal  appearance, 

DISCUSSION. 

Mr.  Rogers  Field  said  the  observations  of  Dr.  Tripe 
with  regard  to  water  struck  him  as  being  particularly 
valuable  and  worth  studying.  It  might  appear  at  first 
sight  that  the  subject  consisted  of  a  number  of  details 
which  were  not  of  much  importance,  but  a  careful  study 
of  those  details  would  show  that  this  was  not  so.  Two  of 
the  subjects  which  Dr.  Tripe  had  referred  to  were  specially 
important  First  as  to  the  position  of  the  cistern,  which,  it 
was  stated,  was  often  placed  in  or  above  the  closet  This 
arrangement  might  have  a  serious  effect  upon  the  health 
of  the  inhabitants.  If  the  cistern  was  put  in  a  place  where 
il  could  not  be  seen,  and  in  a  place  where  there  must  be 
bad  smells,  it  was  certain  that   the  water  would  become 
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more  or  less  contaminated  and  that  the  cistern  would  not 
be  looked  to  from  one  year's  end  to  another.  With  a  little 
consideration  it  was  always  possible  in  building  new  houses 
to  place  the  cistern  in  such  a  place  that  it  could  be  looked 
after.  One  way  in  which  this  could  be  done  was  shown 
in  the  model  sanitary  house  in  the  Exhibition.  In  old 
houses,  where  it  was  impossible  to  shift  the  ci.stern,  a  great 
deal  might  be  done  by  giving  extra  light  He  knew  of  cases 
where  children  had  been  seriously  ill,  the  cause  of  which 
could  not  be  discovered  for  some  time,  but  aftenvards  the 
cause  was  traced  to,  in  one  case,  a  mouse  in  the  cistern, 
and  in  the  other  a  dead  bird.  Another  detail  to  which 
he  might  refer  was  that  special  arrangements  should  be 
made  for  flushing  water-closets.  One  point  mentioned  by 
Dr.  Tripe  was  of  the  utmost  possible  importance,  namely, 
that  you  should  have  some  arrangements  by  which  one 
touch  discharged  sufficient  water  to  flush  the  closet,  as  a 
great  many  people  would  not  take  the  trouble  to  hold  the 
handle  down  long  enough  for  this  purpose.  With  regard 
to  Mr.  Turner's  paper,  he  could  thoroughly  endorse  what 
had  been  stated  with  reference  to  the  defects  discovered  in 
the  ordinary  house.  Mr.  Turner  stated  that  the  defects 
existed  in  houses  not  built  within  the  last  twenty  years, 
but  he  should  rather  say  that  the  defects  applied  to  houses 
built  within  the  last  ten  years,  and  even  to  houses  which 
were  now  in  course  of  construction.  This  was  a  serious 
and  important  question.  With  reference  to  defects  that 
existed  in  houses  already  built,  it  must  be  of  necessity  a 
very  difScult  problem  how  they  were  to  be  set  right,  and  a 
very  long  and  tedious  process  before  they  were  set  right. 
No  doubt  great  improvements  were  taking  place  in  that 
way.  but  it  would  be  a  long  time  before  they  could  possibly 
hope  that  all  the  existing  defects  of  sanitary  arrangements 
could  be  set  right.  Surely  with  reference  to  houses  that 
were  being  built,  with  the  knowledge  they  now  possessed, 
there  ought  not  to  be  any  difficulty  in  preventing  the  errors 
which  had  been  pointed  out.  The  importance  of  this  would 
be  seen  when  they  recollected  what  was  going  on  in  London. 
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At  the  present  moment  there  were  between  6000  and  7000 
houses  being  built  every  year  in  London,  being  an  average 
of  twenty  per  day ;  and  if  these  buildings  were  not  being 
fitted  with  proper  sanitary  appliances,  or  contained  any  of 
the  defects  which  had  been  mentioned  by  Mr.  Turner, 
what  an  enormous  difference  it  would  make  in  the  future. 
As  London  was  not  under  the  Public  Health  Act  of  1875, 
the  byelaws  drawn  up  under  that  Act  did  not  apply,  and 
the  consequence  was  that  the  metropolis  had  no  series  of 
byelaws  r^^lating  the  sanitary  arrangement  of  houses. 
He  was  perfectly  aware  that  a  great  deal  had  been  done 
by  boards  and  vestries,  though  he  thought  this  was  due 
in  a  great  measure  to  the  action  taken  by  the  medical 
officers  of  health,  rather  than  by  the  engineers,  but  not- 
withstanding that,  the  fact  remained  that  defects  in  con- 
struction and  drainage  were  very  generally  allowed. 
London  was  divided  into  thirty-nine  sanitary  districts,  and 
these  districts  had  not  any  regulations,  or  if  they  had, 
they  did  not  enforce  them.  Though  it  was  very  difficult 
to  generalise,  he  might  safely  say  that  at  least  half 
the  houses  now  being  erected  contained  the  defects  which 
had  been  pointed  out  by  Mr.  Turner,  and  that  matter  ought 
at  once  to  be  taken  into  consideration.  The  cost  of  having 
the  houses  properly  sanitated  was  comparatively  nothing 
in  the  first  place,  though  if  the  defects  had  to  be  remedied 
afterwards,  the  expense  was  considerable.  He  thought 
what  was  wanted  was  a  set  of  byelaws  similar  to  the 
Model  Byelaws  issued  by  the  Local  Government  Board, 
which  were  now  being  adopted  all  over  the  country.  His 
own  experience  with  reference  to  the  byelaws  which  did 
exist  in  the  metropolis  was,  that  they  were  hardly  ever 
enforced,  and  almost  the  only  time  that  he  had  been 
interfered  with  by  the  sanitary  authorities,  was  to  prevent 
him  doing  what  was  right  On  one  occasion  when  he 
wished  to  construct  a  disconnecting  manhole  in  a  mews 
outside  the  house  to  cut  off  the  air  connection  with  the 
public  sewer,  he  was  prevented  from  doing  so  by  the 
Sanitary  Authorities. 
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Prof.  COKFIKLD  wished  to  express  his  feeling  of  gra- 
titude to  the  readers  of  the  two  papers  for  the  very  in- 
teresting and  instructive  addresses  which  they  had  given, 
and  to  bear  them  out  in  several  points  which  they  had 
mentioned.  In  the  first  place  he  should  lilce  to  say  that  he 
agreed  with  Dr.  Tripe — and  he  gathered  from  Mr.  Turner's 
paper  lliat  he  agreed  with  liim  too— that  tlie  question  with 
regard  to  the  poor  was  not  a  question  of  art izans' dwellings, 
but  the  dwellings  of  a  lower  class  than  the  artizans.  The 
artizans  were  perfectly  able  to  take  care  of  thernselves,  and 
they  needed  no  exceptional  regulations  for  them.  With 
regard  to  the  dwellings  of  the  class  still  poorer  than  the 
artizans,  there  was  one  exceedingly  important  thing,  and 
that  was  the  question  of  the  removal  of  dust.  He  con- 
sidered that  one  of  the  most  important  things  in  connection 
with  the  dwellings  of  the  poor,  because  if  the  refuse  which 
was  called  dust — which  included  organic  matter  capable  of 
decomposition  and  putrefaction,  engendering  foul  smells, 
making  the  air  about  the  house  unhealthy — was  allowed  to 
accumulate  in  the  house,  it  was  perfectly  impossible  for  the 
inhabitants  to  be  healthy  or  to  be  clean.  This  habit 
necessarily  made  the  inhabitants  careless  about  other  habits 
of  cleanliness,  and  so  one  important  point  in  their  moral 
education  was  neglected.  The  solution  of  the  dust  ques- 
tion in  London  was  as  simple  as  A  B  C,  The  majority  of 
the  public  authorities  in  London  removed  the  dust — or 
rather  did  not  remove  it — upon  the  system  which  was 
adopted  when  dust  was  a  valuable  commodity.  At  one 
time  the  contractors  competed,  in  order  to  pay  the  local 
authorities  lai^e  sums  a  year  for  the  privilege  of  removing 
the  dust,  and  they  took  very  great  care  that  they  got  the 
dust,  having  paid  so  much  for  it,  for  sometimes  they 
actually  went  so  far  as  to  prosecute,  and  to  prosecute  suc- 
cessfully, people  who  used  the  dust  for  manure  in  their 
gardens.  Under  that  condition  of  things,  the  plan  of 
letting  out  the  dusting  of  towns  to  contractors  was  a  very 
good  plan,  because  it  was  to  the  advantage  of  the  con- 
tractor to  get  all  the  dust  he  paid  for,  and  he  took  care 
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that  he  did.  But  now  the  state  of  things  was  altered,  for 
dust  had  no  value  in  itself,  and  it  cost  a  great  deal  to  get 
rid  of  it  The  parishes  had  now  to  pay  the  contractors 
considerable  sums  every  year  for  collecting  it  and  taking 
it  away,  and  it  was  obviously  therefore  to  the  advantage  of 
the  contractor  to  take  away  as  little  as  he  could.  In  the 
class  of  dwelling-houses  of  which  he  was  speaking,  where 
the  inhabitants  could  not  fee  the  dustmen,  the  dust  was 
not  removed.  He  was  himself  a  medical  officer  of  health 
in  London,  and  as  .such  he  very  much  doubted  whether  he 
could  get  his  dust  removed  without  feeing  the  dustmen. 
As  the  difficulty  was  known,  the  solution  was  perfectly 
clear.  Since  the  dust  was  no  longer  valuable,  it  was  the 
duty  of  the  sanitary  authorities  to  collect  it,  and  get  rid 
of  it,  and  that  was  the  only  way  in  which  it  could  be  pro- 
perly done. 

Mr.  LiGGlNS  observed  that  some  parishes  already  did 
that 

Prof  CORFIELD  said  he  was  quite  aware  of  that;  but 
others  did  not.  He  quite  agreed  with  Dr.  Tripe  that 
what  was  called  combined  drainage  of  houses  was  a  great 
miitake,  for  if  one  drain  was  blocked  up  it  blocked  the 
drainage  of  a  whole  set  of  houses.  He  mentioned  this 
more  particularly,  because  the  practice  had  been  in  one 
particular  form  made,  not  exactly  illegal,  but  so  dis- 
advantageous that  it  came  to  the  same  thing  as  being 
illegal,  for  it  had  lately  been  decided  by  the  Court  of 
Chancery  that  where  the  drainage  of  other  houses  passed 
under  one  particular  house,  the  lease  of  such  a  house  was 
not  valid  unless  it  was  mentioned  in  the  lease  that  there 
was  an  casement  for  soil  as  well  as  water.  Of  all  the  defects 
mentioned  in  connection  with  houses  both  great  and  small, 
the  most  serious  defect  in  his  opinion  was  the  connection 
of  the  waste  pipe  of  the  cistern  containing  drinking  water 
with  the  drain,  for  the  air  from  the  sewer  came  up  into 
the  cistern,  and  as  the  cistern  was  in  the  majority  of 
instances  covered,  the  air  came  up  in  a  vitiated  condition 
into  the  cistern,  the  suspended  matters  fell  into  the  cistern, 
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the  water  was  drunk,  and  frequently  led  to  enteric  fever. 
Some  years  ago  he  took  the  trouble  to  investigate  this 
matter,  and  he  then  found  that  the  vast  majority  of  cases 
of  enteric  fever  occurred  in  houses  where  that  was  the  main 
sanitary  defect  AH  the  sanitary  defects  were  small  as 
compared  with  this  one,  for  the  air  which  came  from  the 
sewer  into  the  cistern  was  not  diluted  at  all,  and  as  the 
water  became  poisoned,  the  people  who  drunk  it  did  so 
with  the  most  pernicious  results.  With  regard  to  the 
siphon  action  water-waste  preventers  which  had  been 
referred  to,  he  thought  that  they  were  great  improvements 
upon  previous  arrangements,  and  that  their  use  should  be 
encouraged.  Some  of  these  preventers  got  out  of  order, 
and  a  certain  number  were  fixed  out  of  order,  and  then 
they  gave  a  worse  flush  than  was  commonly  obtained  in 
the  ordinary  way,  and  hence  it  was  very  important  that 
they  should  see  that  the  arrangements  were  in  order,  and 
for  this  purpose  they  should  be  inspected  from  time  to 
time.  As  to  the  connection  between  rain-water  pipes  and 
the  drain,  he  found  that  in  houses  where  the  rain-water 
pipes  were  near  windows  and  went  down  into  the  drain, 
whether  there  was  a  trap  at  the  bottom  or  not,  if  they 
were  not  disconnected  from  the  drain,  illness  frequently 
occurred.  There  were  many  other  important  points  in 
connection  with  the  papiers,  but  he  would  not  trouble  the 
meeting  with  any  further  remarks,  except  to  express  his 
entire  concurrence  with  the  plans  for  the  disconnection  of 
house  drainage  from  the  sewer.  It  was  necessary  to  do 
this,  though  he  did  not  agree  with  what  Mr.  Field  had 
said,  that  opinion  was  quite  unanimous  upon  the  subject, 
for  he  knew  that  some  persons  whose  opinions  were  en- 
titled to  weight,  were  opposed  to  the  system  of  disconnec- 
tion referred  to. 

Dr.  Alfred  Carpenter  thought  there  was  one  matter 
which  would  probably  strike  all  those  who  had  heard  the 
admirable  papers  which  had  been  read,  and  also  the  ob- 
servations which  had  fallen  from  the  preceding  speakers, 
and  that  was  that  they  might  call  spirits  from  the  vasty 
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deep ;  but  would  Uiey  come  if  they  were  called  ?  They 
had  byelaws  and  certain  sanitary  arrangements  which  were 
said  to  be  absolutely  necessary,  and  yet  they  were  told 
that  at  the  present  moment  a  large  number  of  houses  were 
being  built,  the  sanitary  arrangements  of  which  were  not 
being  carried  out  properly,  and  then,  when  they  met  with 
half  a  dozen  people  interested  in  sanitary  work,  they  would 
find  a  disagreement  as  to  what  was  proper  and  what 
was  not  As  every  one  was  aware,  there  were  sanitarians 
and  sanitarians.  Amongst  those  who  had  paid  a  life's 
attention  to  this  subject,  there  was  not  that  difference 
of  opinion.  Although  on  the  very  point  just  spoken  to 
by  Professor  Corfield  there  might  be  a  difference  of  opinion, 
it  was  of  a  very  modified  form  as  compared  with  the  im- 
portant subjects  which  ought  to  be  carried  out  everywhere, 
and  about  which  there  was  no  difference  of  opinion 
amongst  true  sanitarians.  It  was  only  the  other  day 
that  he  heard  several  architects  express  an  opinion  that 
it  was  not  advantageous  for  an  architect  to  be  known  as 
being  very  well  acquainted  with  sanitary  work,  and  if 
that  was  so,  it  was  evident  that  something  more  was 
wanted  than  simply  byelaws.  What  was  wanted  was  a 
class  of  persons  who  should  do  what  the  readers  of  the 
papers  had  demanded  as  necessary,  namely,  to  inspect 
continuously,  so  as  to  see  that  those  byelaws  were  in 
operation,  and  that  they  were  not  put  out  of  order  by 
architects  and  those  who  did  not  understand  the  first 
principles  of  sanitary  work.  There  was  no  doubt  about 
it  whatever  that  in  districts  where  houses  were  built,  where 
every  kind  of  arrangement  that  was  required  for  the  pur- 
pose of  making  those  houses  healthy  were  properly  carried 
out  under  the  inspection  of  the  local  authority,  before  the 
houses  had  been  occupied  twelve  months  half  a  dozen  of 
the  arrangements  would  have  been  altered  and  the  houses 
became  insanitary.  To  meet  that  difficulty,  it  was  necessary 
that  there  should  be  a  fixed  and  regular  inspection  by  persons 
who  knew  perfectly  well  what  was  wanted,  and  these  in- 
spectors should  be  totally  independent  of  the  owners  atvd 
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occupiers.  These  inspectors  should  be  appointed  by  the 
local  authority.  With  regard  to  some  of  the  points  that 
were  mentioned  by  the  readers  of  the  papers,  he  might  refer 
to  the  question  of  house  refuse,  which  had  been  referred  to 
already  by  Professor  Corfield.  The  removal  of  dust  from 
the  houses  of  the  poor  became  an  absolute  necessity,  if  the 
houses  were  to  be  kept  clean.  This  work  must  be  done  by 
the  local  authorities,  and  it  ought  not  to  be  a  question  of 
pounds,  shillings  and  pence.  There  was  another  thing 
which  ought  to  be  looked  into  in  connection  with  that,  and 
that  was  the  way  in  which  to  diminish  the  amount  of  dust 
It  was  very  important  in  the  interest  of  that  great  metro- 
polis, where  the  expense  of  removing  from  its  centre  a  load 
of  dust  became  enormous,  costing  from  los.  to  I2s,  a  load, 
that  the  amount  of  dust  should  be  diminished  ;  and  there- 
fore, in  carrying  out  any  arrangements  for  the  purpose  of 
making  healthy  homes  for  the  people,  they  must  keep  that 
point  in  mind  with  regard  to  the  construction  of  fire-places 
where  a  certain  amount  of  dust  was  made.  It  was 
important  that  as  far  as  cooking  was  concerned,  that  if 
if  there  could  be  certain  arrangements  by  which  the 
people  could  be  warmed  without  a  fire-place  being  re- 
quired at  all,  it  would  be  far  better  for  their  health  than 
having  that  class  of  fire-place  which  was  commonly 
found  in  the  homes  of  the  poor.  It  was  true  that  fire- 
places promoted  ventilation,  but  the  authorities  should 
take  care  that  proper  ventilation  was  provided  inde- 
pendently of  the  fireplace.  As  far  as  cooking  was 
concerned,  if  they  could  instil  into  the  minds  of  the  lower 
classes  a  knowledge  of  the  cheapness  and  excellence  with 
which  cooking  could  be  carried  on  by  gas  it  would  be  greatly 
advantageous  to  the  welfare  of  the  people  themselves.  There 
could  not  be  a  shadow  of  doubt  but  that  it  would  be  far 
cheaper  to  Have  food  cooked  by  gas,  and  if  the  houses  were 
warmed  in  a  similar  manner  they  would  get  rid  of  the  intro- 
duction of  an  immense  quantity  of  coal,  which  was  now 
brought  into  London  for  the  purpose  of  cooking,  and  which 
helped  to  make  the  houses  filthy  and  to   deteriorate  the 
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value  of  London  as  a  residence  by  poisoning  the  atmosphere. 
If  they  could  get  rid  of  the  800,000  fires  used  in  London  for 
cooking  they  would  be  helping  very  much  to  benefit  the 
pecuniary  side  of  the  question  as  far  as  the  poor  were  con- 
cerned, whilst  they  would  be  helping  very  materially  to 
purify  the  atmosphere  in  which  they  lived.  With  regard 
to  water-waste  preventive  cisterns,  he  was  certain  from 
what  he  had  observed  that  the  twopenny  -  halfpenny 
water-waste  preventers  in  use  in  houses  of  the  poorer 
class  had  a  tendency  to  disgust  people  with  their  use 
and  really  did  more  harm  than  good,  and  he  should 
strongly  advise  those  who  intended  to  put  up  water- 
waste  preventive  cisterns  to  go  to  the  Parkcs  Museum 
and  study  the  specimens  there  exhibited  before  they 
allowed  their  plumber  to  put  in  a  bad  one.  The  way  in 
which  sanitary  work  was  mismanaged,  owing  to  the  igno- 
rance of  what  sanitary  work  ought  to  be,  was  so  manifest  to 
those  engaged  in  the  work,  that  he  could  not  help  but  feel 
pleased  at  these  Conferences  being  held,  because  it  would 
give  an  opportunity  for  disseminating  some  sound  points 
connected  with  sanitary  work,  and  enable  the  public  to 
judge  for  themselves  as  to  what  was  best  to  be  done.  He 
would  advise  every  one  who  was  interested  in  the  work  to 
visit  the  Parkes  Museum,  where  they  would  be  able  to 
judge  of  what  the  arrangements  should  be  with  regard  to 
water-waste  preventive  cisterns  and  traps,  and  everything 
connected  with  sanitation.  Upon  the  subject  of  drying 
clothes  he  thought  it  was  a  very  serious  evil  to  poor  people 
that  they  should  be  called  upon  to  live  in  the  same  rooms 
in  which  clothes  were  being  dried,  for  it  was  evident  that 
whilst  that  arrangement  was  being  carried  on  the  use  of 
dean  clothes  became  the  exception  and  not  the  rule. 
Some  kind  of  arrangement  should  be  made  in  all  the  pro- 
posals for  building  houses  for  the  poor,  by  which  there 
should  be  drying  closets,  or  some  general  place  where 
clothes  could  be  dried,  as  the  unhcalthiness  of  the  practii 
of  drying  clothes  in  the  room  must  be  manifest  to  any 
one  who  went  into  a  washhouse  while  washing  was  goi 
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on.  He  hoped  that  those  who  were  paying  attention  to  tliis 
subject  would  take  care  to  consider  the  point,  and  to 
endeavour  to  meet  the  difficulty  that  necessarily  belonged 
to  it 

Dr.  Bartlett  was  very  pleased  to  find  that  the  dis- 
cussion had  become  a  dusty  one,  for  he  could  speak  very 
feelingly  on  the  subject,  inasmuch  as  although  he  lived 
within  a  hundred  yards  of  Grosvcnor  Square  he  had 
had  great  dilBculty  during  the  last  year  in  getting  rid  of 
the  refuse.  They  had  been  willing  to  pay  handsomely  to 
get  rid  of  the  contents  of  the  dust-bin,  and  the  reason  he 
spoke  feelingly  was  because  in  his  own  immediate  neigh- 
bourhood there  had  been  disease  in  the  dust-bin  ;  the 
accumulation  had  led  to  the  exhalation  of  noxious  gases, 
owing  to  which  a  near  neighbour  had  been  confined  to 
a  bed  of  sickness,  and  he  himself  had  had  to  apply  several 
times  to  the  Vestry  of  St.  George's  before  he  could  get  his 
dust  removed.  If  that  was  true  of  the  West  End  of  the 
metropolis,  what  must  be  the  difficulty  of  removing  the 
refuse  of  what  Dr.  Tripe  had  called  the  residuum  ?  The 
difficulty  would  be  enhanced  by  the  mere  fact  that  these 
people  could  not  afford  to  fee  the  dustman  and  their  dust- 
bins would  be  full  of  refuse,  and  not  only  would  there  be 
disease  in  the  dust-bin,  but  there  would  be  death.  This 
was  the  experience  of  those  who  had  studied  the  matter, 
and  he  was  grateful  to  those  gentlemen  who  had  given 
prominence  to  the  matter.  Still  this  was  not  the  subject 
upon  which  be  came  to  speak  ;  he  came  prepared  to  speak 
upon  a  subject  which  had  been  commented  on  already  by 
Mr.  Field,  Professor  Corficld,  and  Dr.  Carpenter,  and  con- 
sequently much  of  what  he  had  to  say  had  already  been 
dealt  with. 

There  were  two  points  in  Mr.  Turner's  valuable  paper 
which  struck  him  with  very  considerable  force,  namely,  the 
economy  of  lodging  those  who  were  not  of  the  arti^tan 
class  but  the  residuum,  and  making  those  lodgings  so  far 
comfortable  and  suitable  for  tlic  purpose  tliat  you  could 
induce  the  class  whom  you   intended  to  benefit  to  take 
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advantage  of  them.  Unless  you  had  economy  in  the 
building  of  the  houses  the  rental  would  be  inevitably 
beyond  the  means  of  those  who  had  to  occupy  them,  and 
the  first  thing  was  to  be  able  to  erect  the  buildings  com- 
modiously,  and  handsomely  as  far  as  might  be  done  with 
the  means,  and  then  to  insure  that  the  tenants  would  be 
able  to  pay  their  rents  with  regularity,  and  to  do  that  the 
rents  must  be  small.  It  was  scarcely  possible  for  a  man 
with  small  means  to  obtain  a  room  for  less  than  3J.  6d.  or 
4J.  a-week.  His  own  experience  enabled  him  to  state  that 
houses  could  be  built  so  as  to  let  single  rooms  for  less 
than  that,  and  to  give  part  of  the  laundry  and  other  com- 
forts as  well.  Suppose  this  to  be  true,  as  had  been  stated 
over  and  over  again  by  those  who  had  studied  the  subject, 
large  buildings  might  be  built  in  such  a  way  as  neither  to 
offend  the  eye  nor  the  self-respect  of  the  poor,  and  they 
could  be  let  at  from  2s.  to  zs.  6d  a  room.  A  very  im- 
portant element  had  cropped  up  while  Mr.  Turner  was 
reading  his  paper,  and  that  was,  if  these  lat^e  artizan 
dwelling-places  were  erected  there  would  be  fearful  scenes 
in  tlie  event  of  a  conflagration  occurring.  When  great 
economy  of  space  was  effected  the  number  of  exits  would 
not  be  sufficient,  and  there  would  be  very  considerable 
danger  of  the  fire  being  communicated  from  one  floor  to 
another,  and  from  one  part  of  the  building  to  another. 
Just  imagine  the  fearful  loss  of  life  which  would  ensue, 
not  from  the  actual  burning  of  the  building,  but  from  the 
panic,  when  down  the  narrow  staircases  the  people  came, 
not  in  dozens,  but  perhaps  in  hundreds,  all  trying  to  save 
some  poor  articles  of  furniture.  If  they  were  to  reassure 
the  minds  of  those  who  were  to  occupy  such  dwellings  as 
those,  it  would  be  necessary  to  show  the  people  that  they 
were  fireproof;  and  some  complete  experiments  should  be 
made,  tn  order  to  show  that  better  means  could  be  used 
for  rendering  the  walls  fireproof.  The  other  day  Mr. 
Turner  spoke  to  him  about  the  use  of  a  mixture  of^ 
cement  and  sulphur,  and  being  very  much  struck  witf 
the  idea,  he  went  home  and  experimented  upon  the  mfaj 


ture  by  subjecting  it  to  the  heat  of  a  furnace,  and  after- 
wards drenching  it  with  water.  The  effect  was  very 
surprising  ;  the  cement  made  up  without  the  sulphur  was 
broken  up,  and  the  lime  became  desiccated  and  crumbled 
to  dust  when  water  was  put  upon  it,  but  the  cement  made 
with  sulphur  stood  the  test  admirably  well, 

Mr.  E.  COOKWORTHY  ROBINS  observed  that  Dr.  Car- 
penter had  said  there  were  sanitarians  and  sanitarians. 
He  might  have  said  there  were  architects  and  architects, 
for  some  took  greater  interest  than  others  in  particular 
matters  appertaining  to  their  profession.  He  could  not 
say  that  the  public  appreciated  altogether  those  architects 
who  took  up  sanitation,  as  they  were  apt  to  think  that 
their  minds  were  not  filled  sufficiently  witli  the  artistic 
part  of  their  profession,  and  therefore  they  took  up  with 
the  practical  parts  of  it.  Such  a  suggestion  as  that  had 
come  to  his  car ;  but  it  was  a  satisfactory  thing  to  him  to 
know,  as  an  examiner  at  the  Royal  Institute  of  British 
Architects,  that  the  two  men  who  had  passed  best  in 
sanitary  matters  came  out  of  Mr,  Waterhouse's  office. 
There  were  those  who  were  specially  interested  in  this 
question  among  them,  and  they  must  not  be  spoken  of 
as  a  class  who  took  no  interest  in  it  Architects  looked 
to  medical  men  to  give  them  the  principles  which  should 
underlie  their  work,  and  with  the  information  so  obtained 
they  hoped  to  render  great  assistance  to  sanitary  matters. 
The  drawing  on  the  wall  was  a  very  important  one  ;  what 
were  called  manholes  had  been  spoken  of  as  being  neces- 
sary to  place  between  the  house  and  the  sewer,  but  these 
manholes  might  be  of  any  size  and  depth,  and  must  be  put 
in  every  position  where  you  wanted  to  get  a  means  of 
cleansing  the  drains.  At  every  angle  there  ought  to  be 
a  means  of  getting  to  the  drains  without  taking  up  the 
floor,  and  none  of  the  manholes,  if  properly  arranged,  need 
be  in  the  hou.';e.  Another  point  was  tliis,  that  it  was  not 
only  soil  drains  which  caused  injury  to  health,  for  an  un- 
pleasant smell  was  caused  by  bath  water  and  the  like,  all 
of  which  ought  to  be  thrown  into  a  separate  manhole  before 
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enterii^  into  the  soB-fi^ie.  b  was  rsat  maacgr  ^eas  mxxat 
the  house  druo^e  aboat  wfcK&  t&sj  wcte  ifgeafrnrg  was 
intnxliiced,  and  the  qpsteoi  e£  pabfik  sessvers^  was  ^ssstdy  ^ 
system  of  luring  00  Ind  air  to*  aOi  de  bouaess.  fe  wsa  ace 
so  long  ago  that  oesBfiooib  were  is  iiae;.Gsolt»snn^t^^ 
were  now  bound  to  oonaoedt  wM.  tSve:  xx9&:.  rSi&  ruxss^t^ 
had  arisen  kx^saimntftm^tlktnnmiyixa:  SaoaL  iSut  eggia  w&nA 
grewfirooi  the  use  of  tdbe  scgwo^aod  tberdbts:  t&e^inuRt 
now  leconsider  the  bass  of  ^gueodbna..  Ke  ictged  t&tc 
when  soch  men  as  FasQenr  amf  ot&exa  of  t&ac  dasa  &ac£ 
gone  into  the  germ  theosj  soffideatlyv  tfie^  wtycid  he  able 
to  render  great  zsaataaoot:  m  drtectmg  t&t  scuircea  r^  t^ 
pieventaMe  df«asr»  whodt  at  pcttaeat  eamCed. 

Captain  DOCGUIS  GALir^^fr  atxaf  ftecgomi  cs^mrarraf  wtt& 
what  had  fiDcn  firom  Db:.  Bartfatai  a^ 
iqion  tfaesolijcct  of  diittaa)dti&eirexno)V3£(!^(&u^;  but  w&^ 
was  it  there  was  so  noiaicb  ^Aoait!^  xcl  xjscEuanva:^  tile  ^oat, 
from  die  chrcUlii^  of  t&e  poor  ^articaiasiy'^    It  was  Ca  a; 
very  large  extesst  bfrawHr  m  tSos:  omtraX  parta^  <^  IjemxSca^ 
at  least,  the  whole  of  doe  asrcaiBDs&cf  been  ^iXowecf  Qobebmit 
overdie  backs  of  the  lDCkaae%sO'tt&at  there  waa  ocrpcsaibiHtj 
of  gettii^  into  tthcsa  wMoaact  a  ^i«7  grsal  deal  di  trrjibi&. 
If  jrears  ^o  dncy  had  maistgd  ^^^a  fceggXng  opexi  spaces 
behind  die  honscsv  and  had  Ibirbfldideii  t&e  baiLdin^  c^xer  c:/ 
all  the  open  coscrtts  anod  opeist  gardens  wifcfi  there  were  at 
the  badiB  of  the  bowser  they  woadjd  8[a:9e  Sia^d  amch  greater 
fariUftirs  for  the  resEoo^ial  of  doB^  and  Eiarve  Eiad  nnicih.  fcetrer 
arrai^cmcnts  fee  dieGTCsJiatDCjti  of  asT.     He  chnu^-ht  that  a 
great  part  of  the  disease  rafie  of  the  denaefy  mh^hiza!  parts 
of  London  anose  firocm  the  im^osaf&clxt^  of  getting  dsushx- 
tion  of  acr  and  the  cSeaims^  awa^  of  re&se.     la  the  new 
booses  to  be  hmh^  it  wacs  of  the  greatest  gnpcctannre  thadt 
this  sob^edt  i&KjiisBd  recef(»e  the  mrjdt  carefixH  cotirik&srat^otiL 
There  -^fa^imfid  be  nr!>  iMnnMiigT-g  alk>wed  to*  be  erected  oa  any 
open  spa£X:  withm  a  to^wn  wichocdl  tfr*r  sasictson  of  the 
saomitary  aisthovitoes  of  that  VyjsrsL.    He  wa^  stomry  to  €>ib6erve^ 
sn  vailing  rofisnd  the  ExMbctsora  the  otheir  dasy,  a  mtodeH  of 
a  pnsposcd  txEsk&ng  t£>  be  erected   by  the  Metinopc^&asi 
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Railway  Company  in  the  Minories.  This  block  of  buildings 
was  proposed  to  be  nine  stories  high  ;  it  was  to  be  built  in 
the  form  of  a  solid  square,  across  which  another  block  of 
buildings,  of  equal  height,  was  to  be  carried,  which  left, 
therefore,  two  wells  of  nearly  90  feet  deep,  and  25  feet 
wide  by  go  feet  long,  in  the  centre.  That  would  greatly 
exclude  any  possible  sunshine  from  the  dwellings  in  the 
lower  part  of  the  buildings,  and  naturally  prevent  any  circu- 
lation of  air  whatever.  If  they  were  to  rebuild  London  and 
the  dwellings  of  the  poor,  they  must  take  the  best  possible 
steps  to  see  that  in  the  rebuilding  they  did  not  let  these 
past  errors  again  prevail.  Dr.  Carpenter  had  suggested 
that  not  only  should  the  construction  of  the  houses  be 
approved  of  by  sanitary  inspectors,  but  that  every  year  a 
sanitary  inspector  should  visit  them  to  see  that  no  altera- 
tions had  been  made  ;  but  he  could  not  concur  in  that 
view,  because  if  that  view  had  prevailed  some  years  ago, 
they  would  have  had  very  little  improvement  compared 
with  what  had  since  taken  place.  What  he  should  like  to 
do.  and  what  he  believed  was  the  only  means  of  securing 
real  sanitary  progress,  was  to  ensure  that  every  member  of 
the  community  should  be  adequately  educated  in  sanitary 
knowledge. 

Dr.  Bernays  thought  they  all  ought  to  be  very 
thankful  for  the  excellent  papers  and  speeches  to  which 
they  had  listened.  He  wished  he  had  spoken  earlier,  as 
the  bread  had  been  taken  out  of  his  mouth  to  a  great 
extent  Dr.  Tripe,  in  his  admirable  paper,  had  called 
attention  with  reference  to  water  that  the  fittings  should 
be  such  that  it  could  be  drawn  straight  from  the  main 
instead  of  from  the  cistern  ;  and  after  listening  to  the 
remarks  of  so  many  eminent  medical  men,  none  of  whom 
had  made  any  complaint  about  the  water  itself,  but  only 
against  the  source,  it  was  obvious  that  the  defects  which 
existed  might  be  looked  for  in  the  cistern.  He  had  no 
hesitation  whatever  in  saying  that  they  ought  to  be  very 
thankful  to  have  so  good  a  water  supply  as  that  which  was 
meted  out  to  them.     With  regard  to  the  dust  nuisance,  he 
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agreed  with  all  that  had  been  said  if  they  had  only  to  do 
with  dust,  but  the  chief  nuisance  in  the  dust-bin  was  the 
vegetable  matter.  If  dust-bins  simply  contained  ashes  from 
the  coal,  there  would  be  no  difficulty  about  it,  but  as  soon 
as  refuse  was  introduced  the  expense  of  removal  was  almost 
beyond  belief,  and  he  did  not  wonder  at  the  remarks  which 
had  been  made  that  you  could  not  get  the  dust  removed 
without  paying  for  it  He  had  his  dust  removed  every 
week,  and  always  paid  for  it  without  asking  any  questions. 
He  would  suggest  that  vegetables  before  coming  to  London 
should  be  stripped  of  the  outside  leaves,  and,  if  this  were 
done,  there  would  be  very  little  refuse  left  to  dispose  of 
At  the  present  time,  the  people  of  London  suffered  more 
from  impure  atmosphere  than  from  any  other  cause. 

Mr.  John  Slater  said  it  was  quite  impossible  on  a 
subject  like  this  to  do  more  than  touch  upon  the  main 
points  which  had  been  alluded  to.  With  regard  to  the 
dwellings  of  the  lower  classes,  which  was  a  subject  brist- 
ling with  difficulties,  there  could  be  no  doubt  at  all  that 
any  invention  which,  over  an  equal  area  of  site,  allowed 
an  incrca.sed  area  to  internal  rooms  by  diminishing  the 
thickness  of  the  partitions  must  be  a  good  one,  sup- 
posing that  the  partitions  were  sufficiently  solid.  It  had 
occurred  to  his  mind  that  the  partition  of  iron  and 
plaster,  to  which  Mr.  Turner  had  alluded^-and  he  was 
sorry  to  say  that  he  had  not  yet  had  an  opportunity 
of  inspecting  it — might  not  be  sufficiently  solid,  because 
the  houses  of  the  working  classes  had  a  good  deal  of 
rough  usage  to  submit  to.  Lath -and -plaster  was  the 
worst  substance  for  making  the  partitions,  and  he  would 
suggest  that  if  half  brick  partitions  were  used,  it  would  be 
much  better.  With  regard  to  houses  in  the  metropolitan 
area,  two  defects  were  frequently  met  with  which  had  not 
yet  been  touched  upon  ;  one  was  the  omission  of  a  damp 
course,  and  the  other  the  non-ventilation  of  the  space 
under  the  ground  floor.  This  was  one  of  the  most  im- 
portant questions  possible.  Everyone  knew  that  you 
'  t  to  have  a  sufficient  space  under  the  ground  floor, 
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and  that  the  ground  ought  not  to  be  damp,  but  unless  the 
space  underneath  was  ventilated,  you  would  have  all  sorts 
of  bad  consequences  resulting.  With  regard  to  drains  in 
London,  they  must  bear  in  mind  it  was  frequently  utterly 
impossibletoadopt/A^ifif/ system  of  drainage,  and  therefore 
they  must  do  the  best  they  could  in  each  individual  case. 
A  good  deal  had  been  said  during  the  past  few  years  upon 
the  subject  of  iron  pipes  for  drains,  but  if  he  could  ensure 
a  good  fall,  and  if  all  the  joints  were  perfectly  sound,  and 
all  the  pipes  put  at  a  sufficient  depth  under  the  ground 
when  they  passed  through  the  house,  so  as  to  avoid  the 
risk  of  breakage,  he  would  rather  have  glazed  stoneware 
pipes  than  iron,  though  iron  did  not  leave  room  for  so 
many  "ifs."  Unfortunately  the  British  workman  wanted 
a  great  deal  of  looking  after,  as  he  did  not  always  look 
after  the  joints,  and  he  had  been  known,  if  he  broke  off 
the  flange  of  a  pipe,  instead  of  getting  a  new  one,  to  patch 
it  up  with  mortar  or  cement.  With  iron  pipes  they  only 
had  one-third  the  number  of  joints,  and  as  the  risk  of 
breakage  was  considerably  less,  it  was  desirable  in  some 
cases  to  have  them.  One  sanitary  defect  which  had  not 
been  mentioned  was  the  small  windows  to  water-closets 
and  to  sink-rooms,  for  in  ninety-nine  cases  out  of  a  hundred 
small  windows  were  always  put,  though  these  of  all  places 
were  the  ones  where  full  light  and  ample  ventilation  was 
required,  Dr  Carpenter  had  said  that  he  had  been  told 
by  architects  that  it  was  not  good  to  study  sanitarysciencc, 
but  as  that  observation  had  been  replied  to  by  Mr.  Robins, 
he  need  say  no  more  upon  the  subject  than  that  all  archi- 
tects were  not  of  that  opinion.  Mr.  Turner  had  referred 
to  the  aesthetic  side  of  sanitation,  and  as  it  would  take  more 
than  the  ten  minutes  allowed  to  each  speaker  for  him  to 
deal  with  that  question  thoroughly,  he  would  only  say  that 
sanitary  science,  and  what  were  called  sesthetics,  did  not  ! 
always  walk  hand  in  hand.  I 

Mr.  Tom  Nanson  observed  that  Dr.  Carpenter  had 
alluded  to  the  advantage  of  having  officials  to  look  after 
the  drains,  and  to  make  periodical  inspections,  but  he  had 
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not  told  them  how  they  were  to  be  obtained.  He  could 
assure  them  that  that  was  a  very  simple  matter,  for  if  three 
or  four  persons  made  up  their  minds  about  this,  they  could 
ascertain  when  the  next  election  of  vestrymen  took  place, 
and  then  bring  forward  a  candidate  who  was  thoroughly 
acquainted  with  sanitary  matters,  and  try  to  induce  him  to 
take  a  position  at  the  sanitary  board.  Many  of  the  houses 
which  were  being  built  in  the  present  day,  as  Mr.  Field  had 
said,  were  built  in  an  insanitary  manner ;  but  he  would  go 
further  and  say  that,  from  his  experience  alone,  he  found 
there  were  not  even  10  per  cent  of  the  houses  erected  which 
were  in  a  sanitary  condition,  and  houses  were  being  erected 
from  day  to  day,  of  an  annual  rental  value  of  from  £2$  to  £$0 
or  £60  a  year,  which  were  really  a  disgrace.  He  accounted 
for  that  by  the  simple  reason  that  a  man,  when  he  started 
to  build  houses  as  a  speculation,  directly  he  became 
acquainted  with  the  ways,  immediately  tried  to  obtain  a 
position  on  the  vestry,  and  then  gravitated  to  the  sewers 
committee. 

Mr.  LiGGINS  asked  how  that  could  be  stopped, 

Mr.  Tom  Nanson  said  it  could  be  done  by  outvoting 
the  speculative  builder.  He  thought  it  was  now  time  an 
earnest  endeavour  should  be  made  to  publicly  teach  sani- 
tation, as  applied  in  the  construction  of  dwelling-houses ; 
and  he  appealed  to  the  Council  of  the  Sanitary  Institute, 
who  were  just  now  such  near  neighbours  of  the  South 
Kensington  Science  and  Art  Authorities,  to  urge  upon 
them  to  allow  the  common  principles  of  the  science  of 
sanitation  to  be  taught  in  their  schools.  He  suggested  the 
introduction  of  some  of  Mr.  Rogers  Field's  diagrams  of 
disconnecting  chambers,  etc.,  on  their  admirable  detail 
drawings  of  building  construction,  as  a  simple  method. 

The  Chairman  stated  that  at  the  present  moment  that 
was  being  done. 

Dr.  Morgan  said  he  wished  to  show  how  important  it 
was  that  a  house  should  be  cut  off  from  direct  communi- 
cation with  the  sewer,  and  to  show  that  the  house  was  not 
only  a  danger  to  itself  but  to  its  inmates.     In  that  Exhi- 
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bition,  he  was  told,  there  was  a  model  of  an  insanitary 
house;  but  it  could  not  equal  the  house  which  he  himself 
took  two  years  ago.  for,  when  he  entered  it,  every  possible 
thing  which  could  be  wrong  of  a  sanitary  nature  existed. 
If  he  opened  his  window  to  get  fresh  air,  he  got  sewer-gas. 
and  the  sewers  ventilated  into  his  larder,  besides  which  a 
cesspool  existed  under  the  pantry.  He  need  hardly  say 
that  his  predecessor  and  his  family  were  always  ill,  and 
that  they  left  the  place  upon  the  ground  that  it  did  not 
suit  them.  When  he  entered  into  possession  he  was  told 
that  the  sanitary  arrangements  were  perfectly  satisfactory, 
but  no  sooner  had  he  got  into  the  house  than  the  whole  of 
his  family  were  taken  ill.  Upon  looking  into  the  matter 
he  found  there  was  no  ventilation  for  the  sewers,  and  that 
the  overflow-pipe  from  the  bath  and  the  drinking-water 
cistern  led  directly  into  the  sewers.  Some  persons  might 
know  that  in  the  case  of  intermittent  supply,  when  the 
water  in  the  main  is  turned  off",  through  leakage  or  other 
causes,  in"  the  main,  the  pipes  would  empty  themselves, 
and  there  was  a  suck  back  of  air  into  the  water-mains  ; 
and  one  day,  upon  looking  into  his  cistern,  on  one  side  he 
noticed  there  was  an  overflow-pipe  from  the  mains  bringing 
up  a  discharge  of  sewer  gas,  upon  the  other  side  being 
a  water-pipe  which  had  just  discharged  its  water  and  was 
beginning  to  suck  back  the  foul  air,  the  consequence  being 
that  the  water-mains  were  filled  with  sewer  gas. 

Mr.  Thomas  Blashill  suggested  that  the  byelaws  re- 
lating to  sanitation  should  be  so  modified  as  to  apply  to 
London.  He  supposed  they  were  to  go  on  applying  such 
laws  as  they  had  to  new  houses,  but  very  little  had  been 
said  about  applying  the  law  to  existing  houses.  If  they 
were  justified  in  enforcing  a  certain  set  of  laws  on  persons 
who  were  building,  surely  the  time  must  arrive  when  old 
houses  ought  to  have  proper  sanitary  arrangements.  His 
own  opinion  was  that  such  time  had  already  arrived,  and 
that  there  ought  to  be  a  periodical  inspection  of  every 
bouse.  Dr.  Tripe  had  spoken  of  the  necessity  of  a 
cistern  ;  he  was  not  prepared  to  say  that  under  present 
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arrangements  a  cistern  was  not  necessary,  but  he  thought 
they  should  not  be  too  backward  in  making  demands  for 
improvement  in  the  arrangement  of  water.  They  had 
no  cistern  with  regard  to  gas,  which  is  drawn  direct  from 
the  supply-pipe.  Water  should  also  be  so  drawn  when 
required  for  drinking  or  cooking,  and  should  not  pass 
through  the  storage  cistern.  Whatever  improvements  or 
alterations  were  necessary  in  order  to  obtain  a  constant 
supply  should  at  once  be  made.  With  regard  to  what 
had  been  said  about  water-waste  preventers,  he  had 
used  many  of  these  which  were  made  by  the  best 
manufacturers,  but  he  had  always  found  difficulty  with 
them,  and  he  should  be  glad  to  know  the  name  of  any 
good  water-waste  preventer.  A  great  deal  had  been  said 
about  the  collection  of  dust,  and  two  gentlemen  had  spoken 
about  the  enormous  cost  of  collection  ;  but  he  begged  to 
say  there  was  nothing  enormous  about  it  The  real  question 
was  what  they  paid  in  the  way  of  rates  for  the  removal  of 
dust.  In  the  parish  of  Islington,  the  whole  of  the  expense 
with  regard  to  the  collection  of  dust,  the  cleansing  of  streets, 
and  maintenance  of  roads  and  sewers  was  just  about  is.  in 
the  pound,  so  that  it  was  impossible  to  manufacture  any- 
thing enormous  out  of  that,  and  the  extra  expense  of  doing 
things  properly  would  be  a  mere  bagatelle.  The  collection 
of  dust  ought  to  be  daily.  They  ought  not  to  be  backward 
in  asking  for  what  was  wanted  for  the  health  of  the  popu- 
lation on  the  fanciful  idea  of  the  difficulty  of  doing  it,  and 
on  account  of  the  expense. 

Mr.  LiGGlNS  said  they  had  heard  a  good  deal  about  the 
disconnection  of  house  drains  with  sewers.  He  lived  in  a 
square  where  there  were  forty-seven  houses,  and  if  he  were 
to  disconnect  his  house,  it  might  result  in  the  sucking  away 
of  the  water  in  the  trap,  which  would  go  into  the  sewer,  and 
the  sewer  would  empty  its  foul  gas  into  his  area  instead  of 
into  his  house,  and  he  wished  to  ask  the  medical  gentlemen 
if  all  the  houses  in  the  square  were  to  do  that,  whether  the 
atmosphere  would  not  be  very  much  vitiated.  Upon  the 
question  of  dust,  he  might  say  that  this  was  not  a  very  easy 
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thing  to  dispose  of,  for  the  Kensington  Vestry  had  to  pay 
as  much  as  ;^5  a  barge  load  for  its  removal. 

The  Chairman  in  closing  the  discussion  said,  with 
regard  to  the  remarks  of  the  last  speaker,  that  what  he 
feared  was  not  likely  to  happen,  as  all  disconnecting 
chambers  were  sealed  and  ventilated,  and  consequently 
the  sewer  gas  was  carried  above  the  top  of  the  house. 
It  had  been  said  that  very  little  was  being  done  to  remedy 
defects  in  old  houses,  but  that  was  a  mistake,  for  nearly  the 
whole  work  of  the  sanitary  staff  of  London  was  directed 
to  the  improvement  of  such  houses.  In  order  to  know 
this,  any  one  had  only  to  take  up  the  reports  of  Medical 
Officers  of  Health :  old  houses  were  being  dealt  with  by 
the  thousand  every  year.  With  regard  to  dust-bins,  he 
agreed  that,  as  used,  they  were  an  intolerable  nuisance,  and 
ought  to  be  abolished,  moveable  receptacles  being  sub- 
stituted. The  "  dust "  should  be  collected  daily,  and  taken 
away  from  London  by  railyvay  or  canal,  and  the  pro- 
prietors of  railways  and  canals  should  be  compelled  to 
remove  it  at  reasonable  rates.  If  the  "dust"  could  not 
be  utilised,  it  should  be  burned  in  proper  apparatus,  con- 
structed for  the  purpose,  to  reduce  it  to  a  small  quantity  of 
innocuous  matter.  With  regard  to  cisterns,  he  ventured  to 
say  that  they  would  always  be  required ;  the  analogy 
which  had  been  drawn  between  water  and  gas  did  not  exist, 
for  gas  usually  was  required  at  night  only,  whereas  water 
was  required  at  all  times.  Referring  to  the  evils  resulting 
from  the  water  becoming  impure  in  cisterns  from  neglect, 
he  mentioned  that  within  the  last  few  days,  he  had  had 
experience  of  an  outbreak  of  diphtheria  caused  by  the  un- 
protected state  of  a  cistern  ;  for  upon  investigation  it  was 
found  that  a  number  of  kittens  tied  together  had  been 
thrown  into  the  water.  Rain-water  pipes  might  act 
efficiently  in  ventilating  drains,  but  very  often  the  joints 
were  badly  made,  the  consequence  being  that  in  many 
cases  sewer  gas  had  escaped  near  windows,  typhoid  fever 
resulting.  It  was  better  on  the  whole  to  disconnect  the  rain- 
water pipe  and  have  independent  ventilation.     There  were 
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two  main  points  suggested  by  the  discussion  to  which  he 
would  now  refer;  sanitary  difficulties,  and  sanitary  powers. 
As  to  sanitary  difficulties,  no  doubt  a  bad  landlord  repre- 
sented a  great  one.  Dwelling-house  accommodation  in 
London  was  far  below  the  requirements  of  the  people,  houses 
and  rooms  were  at  a  premium,  the  consequence  being  that 
when  the  poor  were  turned  out  of  one  lodging,  they  did 
not  know  where  to  go,  and  thus  they  were  tempted  to  put 
up  with  a  number  of  sanitary  defects  which  they  would  do 
much  better  to  report  to  the  authorities  and  get  remedied. 
But  there  were  bad  tenants  also,  and  it  was  often  because 
there  were  bad  tenants  that  the  landlords  were  bad. 
Landlords  no  doubt  had  great  power  in  their  hands,  and 
many  of  them  would  turn  out  their  tenants  if  they  thought 
they  were  likely  to  complain  to  the  sanitary  authorities, 
and  the  tenants  would  not  complain  for  fear  of  having  to 
pay  for  whatever  improvement  was  effected  through  the 
agency  of  the  sanitary  authorities.  He  had  known  of  a 
case,  where  the  rent  of  half  a  dozen  small  houses  had  been 
raised  ^^30  per  annum  after  compulsory  improvements 
which  had  cost  £^0  to  effect ;  and  it  was  only  the  other  day 
that  a  case  was  reported  of  a  poor  woman  whose  rent  had 
been  raised  Gd.  a  week  in  consequence  of  the  landlord's 
intention  to  do  something  to  improve  the  lodging  at  a 
future  day.  Another  difficulty  which  required  considera- 
tion was  the  law's  delay,  People  imagined  that  vestries 
bad  great  powers,  and  that  they  could  do  almost  any- 
thing, but  such  was  not  the  case.  Theoretically  the  law 
was  fairly  good,  and  much  could  be  done  if  the  defen- 
dant person  was  not  obstructive.  Mr.  Turner  had  referred 
to  common  lodging-houses  as  being  the  most  perfect  in 
sanitary  matters,  but  this  was  owing  to  their  being  under 
the  supervision  of  the  police,  who  had  considerable  and 
summary  powers.  As  to  sanitary  powers  there  were  some 
which  might  be  described  as  latent,  not  being  exercised, 
and  the  sooner  they  wef  called  into  play  the  better.  It 
was  uniformly  admitted  that  a  good  water  supply  was 
essential  to  health,  and  if  the  powers  which  at  present 
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existed  were  put  into  operation  they  would  be,  to  say  the 
least  of  it,  much  better  off  than  they  now  were.  A  good 
deal  had  been  said  lately  against  the  water  companies,  and 
he  thought  they  had  been  guilty  of  great  dereliction  of 
duty  with  regard  to  cisterns,  which  were  often  placed  in 
inaccessible  positions,  and  were  constructed  of  improper 
materials.  Of  course,  their  defence  was  that  they  were 
trading  corporations,  and  did  not  wish  to  offend  their 
customers  by  insisting  on  their  own  regulations  being 
carried  out  It  was  within  their  power  to  abolish  every 
waste-pipe  in  the  metropolis  within  three  months  if  they 
would  only  put  the  14th  regulation  into  force,  as  they  had 
been  constantly  urged  to  do.  He  thought  it  would  be  well 
that  sanitary  authorities  should  have  co-ordinate  power 
with  the  water  companies,  to  enforce  the  regulations.  As  to 
constant  supply,  he  might  say  that  an  Act  of  Parliament 
was  passed  thirteen  years  ago,  the  object  of  which  was  to 
give  this,  and  there  was  power  latent  in  the  law  by  which 
a  constant  supply  could  in  a  short  space  of  time  be 
rendered  universal  throughout  London,  To  a  certain 
extent  the  Metropolitan  Hoard  of  Works  was  responsible 
for  this  constant  supply  not  now  existing,  That  Board 
excused  itself  by  stating  that  the  regulations  were  so 
arbitrary,  and  that  the  alterations  of  the  fittings  required 
for  constant  supply  would  involve  so  heavy  an  outlay,  that 
they  were  not  prepared  to  impose  so  great  a  burden  upon 
householders.  It  was  a  question  worthy  of  consideration 
whether  the  introduction  of  a  small  ferrule  in  the  main 
(night  not  get  over  the  difficulty  by  reducing  pressure, 
and  so  enabling  existing  fittings  to  suffice?  In  the  east  of 
London  they  had  constant  supply  very  generally,  but  in 
the  west  they  were  not  by  any  means  so  fortunate,  though 
it  was  true  that  in  houses  erected  upon  new  estates,  con- 
stant supply  was  given,  and  he  knew  that  the  water  com- 
panies had  announced  their  intention  of  gradually  spreading 
it  over  the  whole  of  the  metropolis.  Mr.  Blashill  had  re- 
ferred to  the  misfortune  that  in  London  they  had  not  any 
byelaws,  like  the  model  byelaws  of  the  Local  Government 
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Board,  giving  directions  as  to  how  house  drainage  ought 
to  be  constructed,  &c.  Such  powers  as  he  contemplated 
existed  to  a  certain  extent,  but  they  were  not  used.  The 
Metropolis  Management  Act  gave  power  to  the  Metropolitan 
Board  of  Works  to  make  bye-laws  for  regulating  the 
dimensions,  form  and  mode  of  construction,  and  the  keep- 
ing, cleansing  and  repairing  of  the  pipes,  drains,  and  other 
means  of  communicating  with  sewers,  and  the  traps  and 
apparatus  connected  therewith,  and  for  other  works  of 
cleansing  and  disposing  of  refuse.  He  ventured  to  think 
that  if  byelaws  were  made  relating  to  all  those  points, 
they  would  cover  nearly  everything  which  had  been  re- 
ferred to  that  afternoon.  He  hoped  that  before  long  the 
question  would  be  taken  up,  and  that  byelaws  would  be 
framed.  Vestries  had  no  power  to  frame  such  byelaws. 
The  only  other  question  to  which  he  would  refer  was 
that  of  the  supervision  of  the  houses  of  the  poor.  Here 
again  there  was  a  latent  power  which  would  soon  be 
brought  into  operation,  for  the  35th  section  of  the  Sani- 
tary Act  of  1866  enabled  authorities  to  make  regulations 
for  dealing  with  certain  matters  under  this  head,  vi^., 
for  the  regi.stration  and  inspection  of  houses  let  in  lodgings, 
for  fixing  the  number  of  persons  who  might  occupy  any 
portion  of  such  houses,  for  cleansing,  ventilation,  the 
separation  of  the  sexes,  and  various  other  matters.  The 
Society  of  Medical  Officers  of  Health  many  years  ago 
endeavoured  to  get  these  powers  put  into  operation,  but  it 
was  found  that  there  was  no  means  of  doing  it  The 
l,ocal  Government  Board  had  h:id  the  power  of  declaring 
the  section  to  be  in  operation  any  time  during  the  last 
eighteen  years,  but  had  done  so  only  within  the  last  few 
months.  The  Society  had  lately  gone  into  the  matter 
again,  and  had  framed  byelaws  for  the  guidance  of  the 
Metropolitan  sanitary  authorities,  which,  if  they  were 
allowed  to  be  put  in  force,  would  no  doubt  lead  to  great 
improvements  in  the  condition  of  the  houses  of  the  poor. 
The  Local  Government  Board  had  framed  some  model 
byelaws,   but   they   were   impracticable.      There   was   ao_ 
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power,  however,  to  compel  the  Local  Authority  to  frame 
regulations,  or  to  compel  it  to  carry  out  regulations  that 
had  received  the  sanction  of  the  Local  Government  Board. 
No  doubt  larger  sanitary  powers  were  required  in  many 
respects,  but  above  all  what  was  wanted  in  England  was  a 
little  more  autocracy  in  regard  to  sanitary  administration. 
As  to  model  lodging-houses,  they  were  occupied  by  an 
entirely  different  class  of  persons  to  that  for  which  they 
were  originally  intended.  When  the  poorer  classes  were 
displaced,  they  generally  went  to  localities  which  were 
already  overcrowded ;  the  regulations  to  which  he  had 
just  referred  would  enable  the  sanitary  authorities  to  do 
something  to  limit  overcrowding,  which  was  a  great  and 
sore  difficulty.  London  was  increasing  in  population  by 
some  50,000  a  year,  and  the  remedy  for  many  of  the  evils 
referred  to  by  the  speakers  was  a  system  of  railways  which 
would  take  the  working  people  out  of  town  to  localities 
where,  for  the  same  amount  which  they  now  paid  for  a 
single  room,  they  might  get  a  small  house  and  garden. 
What  was  desired  by  those  who  opposed  sanitary  improve- 
ments was  the  preservation  of  their  private  interests  even 
at  the  cost  of  the  community  ;  and  the  remedy  was  a  more 
autocratic  system  of  government  in  relation  to  health 
matters,  such  as  existed  in  America,  and  our  democratic 
colonies,  where  the  community  was  protected  against  pre- 
ventible  evils,  such  as  infectious  disease,  without  regard  to 
what  was  mis-called  the  liberty  of  the  subject 

Upon  the  motion  of  Dr.  Charles  West  a  hearty  vote 
of  thanks  was  accorded  to  the  Chairman. 


Conference  on  Tuesday,  June  id,  rg 
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DOMESTIC  SANITATION   IN  RURAL 

DISTRICTS. 

By  George  Wilson,  M.D. 

In  opening  the  discussion  on  this  very  wide  and  important 
subject  of  Domestic  Sanitation  in  Rural  Districts,  my  share 
in  it  will  be  confined  more  particularly  to  the  sanitary  con- 
dition of  the  labourer's  home  and  its  surroundings,  and  to 
village  sanitation  generally,  including  water  supply,  refuse 
removal,  and  drainage.     I  shall  also  endeavour  to  point  out 
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very  briefly  to  what  extent  recent  public  health  legislation 
has  enabled  sanitary  authorities  throughout  the  country  to 
remove  or  remedy  the  serious  dangers  to  health  which  were 
found  to  be  everywhere  prevalent,  and  to  indicate  what 
further  changes  are  required  in  this  direction. 

I.  Labourers'  Dwellings. — Some  few  years  ago  it  was 
estimated,  and  the  estimate  was  considered  to  be  fairly 
within  the  mark,  that  a  minimum  of  one-third  of  the  rural 
homes  in  Great  Britain  were  unfit  for  healthy  human 
habitation,  and  the  magnitude  of  the  financial  aspect  of  the 
question  was  represented  by  the  statement,  that  the 
enormous  number  of  700,000  hovels  which  were  occupied  as 
dwellings  should  be  pulled  down  stick  and  stone,  and 
700,000  new  cottages  erected  in  their  stead  at  a  cost  of 
seventy  millions  sterling.  These  figures,  it  must  be 
admitted,  were  somewhat  startling ;  but  they  were  based 
on  the  Report  of  the  Agricultural  Commission  appointed 
in  1867  and  other  official  inquiries,  and  I  very  much  fear 
that  the  evidence  which  is  being  collected  by  the  present 
Royal  Commission  on  the  housing  of  the  working  classes 
will  show  that  this  minimum  of  one-third  still  fails  to  reach 
a  fairly  healthy  standard  for  a  labourer's  dwelling  in  many 
parts  of  the  country.  From  Land's  End  to  John  o'  Groat's 
there  are  hovels  to  be  found  in  mining  districts,  in  lonely 
glens,  and  in  seaside  villages,  so  wretchedly  bad  that 
comfort,  health,  or  decency  become  alike  impossible.  Even 
in  that  large  tract  of  Warwickshire  with  which  I  am 
officially  connected,  I  found  from  a  house-to-house  survey 
which  I  instituted  when  first  appointed,  that  in  some  of  the 
villages  as  many  as  lo  to  15  per  cent,  of  tlie  cottages  con- 
tained only  one  sleeping-room,  and  about  one-half  only 
contained  two.  And  in  Warwickshire,  according  to  the 
Report  of  the  Royal  Agricultural  Commission,  the  defects 
in  house- accommodation  were  not  nearly  so  glaring  as  in 
many  other  counties.  Indeed,  in  some  parts,  I  am  glad  to 
say  that,  owing  to  the  initiative  shown  by  not  a  few  landed 
proprietors,  who  recognise  that  they  have  public  obligations 
as  well  as   private  rights,  the  cottage  accommodation  i 
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remarkably  good.  But  in  my  district,  as  elsewhere,  many 
cottages  are  so  old  and  dilapidated  that  they  require 
constant  patching  up  to  keep  them  fairly  weather  proof ; 
some  year  by  year  lapse  into  such  a  rickety  condition  that 
it  becomes  absolutely  necessary  to  close  them  ;  others 
a^ain,  with  clay  floors  on  damp  sites,  can  never  be  con- 
sidered healthy ;  while  many  are  so  cramped  as  regards 
space  that  there  is  the  greatest  difficulty  in  disposing  of  the 
slops  and  refuse. 

Now,  although  it  is  quite  true  that  almost  all  these 
defects  can  be  dealt  with  under  the  provisions  of  the  Public 
Health  Act,  I  am  afraid  that  a  do-nothing  policy  has  been 
encouraged  in  most  parts  of  the  country,  owing  mainly  to 
the  appointment  of  medical  officers  of  health  at  merely 
nominal  salaries,  whose  private  practice  hampers  them  in 
the  full  and  fair  discharge  of  their  public  duties.  But 
speaking  for  my  own  and  other  districts,  where  the  health 
officers  are  precluded  from  private  practice,  and  who  can, 
therefore,  encourage  and  support  as  well  as  supervise  the 
sanitary  inspectors,  I  feel  warranted  in  saying  that  the 
improvement  in  the  sanitary  condition  of  labourers'  cottages 
has  been  very  marked,  and  as  considerable  as  original 
faultiness  in  site  and  structure  will  allow.  For  under  the 
wide  term  "nuisance,"  we  can  order  the  cleansing  and 
whitewashing  of  dirty  houses,  the  repair  of  roofs  which  let 
in  the  wet,  the  opening  of  closed  or  fixed  windows,  the 
repair  of  walls  and  uneven  floors,  the  removal  of  closets 
or  pigstyes  abutting  against  outside  walls,  the  laying  or 
repairing  of  drains,  the  prevention  of  dampness  as  far  as 
possible,  and  in  short  the  abatement  of  any  defect  which 
is  reasonably  inferred  to  be  dangerous  to  health.  Then, 
a^n,  whenever  it  is  found  that  a  cottage  cannot  be  put 
into  decent  repair,  we  can  obtain  an  order  to  close,  but 
this  becomes  a  very  serious  question  where  cottages  are 
scarce,  because  it  only  tends  to  increase  the  overcrowding 
elsewhere.  Fortunately  for  health  requirements,  I  believe 
the  population  is  steadily  diminishing  in  the  strictly  rural 
parts  of  the  country,  otherwise  this  question  of  overcrowd- 
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ing  in  consequence  of  the  closing  of  dilapidated  cottages 
would  become  much  more  serious  than  it  is.  But  when  it 
is  remembered  that  a  large  proportion  of  the  cottages  which 
arc  still  considered  habitable  only  contain  one  sleeping- 
room,  it  must  be  conceded  that  decency  cannot  be  main- 
tained with  a  growing  family,  and  that  overcrowding,  apart 
from  the  moral  aspects  of  the  question,  is  common  enough. 
Indeed,  the  wonder  is  that  with  such  scanty  accommoda- 
tion, the  rural  labourers  are  as  moral  as  they  are,  and  were 
it  not  for  the  chinks  and  crannies  which  so  freely  ventilate 
their  dilapidated  homes,  the  dangers  would  become  much 
more  intensified.  In  dealing  with  cases  of  overcrowding, 
therefore,  it  is  evident  that  no  hard  and  fast  rules  can  be 
laid  down.  The  minimum  standard  of  cubical  space  must 
not  be  made  too  high,  and  the  ages  of  the  children  have  to 
be  taken  into  account.  With  regard  to  cubical  space,  it 
appeared  to  me,  after  careful  inquiry  into  the  average 
amount  of  sleeping  accommodation  in  my  own  district, 
that  the  standard  of  zoo  feet  per  inmate  was  as  high  as  it 
could  be  raised  for  families  consisting  of  parents  and 
young  children  ;  though  I  am  of  opinion  that  a  minimum 
of  300  cubic  feet  space,  even  where  good  means  of  ventila- 
tion are  provided,  is  little  enough  for  the  requirements  of 
health.  But  in  cases  where  it  is  found  that  grown-up 
children  of  both  sexes  sleep  in  the  same  room,  or  in  the 
same  room  with  their  parents,  the  question  of  cubic  space 
becomes  a  matter  of  secondary  consideration,  and  the  plea 
of  overcrowding  is  insisted  on  in  the  interests  of  decency 
as  much  as  on  the  score  of  health.  The  overcrowding  in 
these  cases  may  be  abated  by  removal  of  the  family  to  a 
larger  house,  or  if  that  is  impracticable,  by  treating  the 
grown-up  members  as  lodgers,  and  insisting  upon  their 
finding  suitable  lodgings  elsewhere. 

One  of  the  great  obstacles  to  the  improvement  of 
labourers'  dwellings  in  rural  districts  depends  upon  the 
fact  that  many  of  the  worst  class  of  cottages  belong  to 
owners  who  are  really  so  poor  that  they  can  neither  afford 
to  build  or  repair,  that  others  belong  to  owners  who  hold 
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them  on  leases  which  are  nearly  expired,  and  that  many  of 
what  are  called  the  old  parish  houses  are  vested  in  Boards 
of  Guardians,  who  not  having  the  power  to  build  or  the 
funds  to  repair,  are  compelled  to  go  into  the  market  and 
sell  the  wretched  hovels  for  what  they  will  fetch.  Then 
again,  there  are  many  cottages  which  were  originally  built 
on  the  waste,  and  for  which  a  merely  nominal  rent  is 
paid  to  the  lord  of  the  manor.  As  a  rule  these  are  in  such 
a  dilapidated  condition  that  they  are  constantly  getting  out 
of  repair,  and  when  notice  is  given  to  repair  or  close,  it 
often  happens  that  the  lord  of  the  manor  prefers  closing 
to  repairing,  and  if  no  new  cottages  are  built  in  their 
stead,  the  inmates  must  shift  elsewhere. 

Another  great  difficulty  in  dealing  with  this  question 
depends  upon  the  fact  that  the  wages  of  the  agricultural 
labourer  do  not  enable  him  to  pay  a  rental  which  would  be 
sufficient  to  encourage  private  enterprise  in  building  new 
cottages,  even  where  land  could  be  readily  leased  or  pur- 
chased. A  comfortable  cottage  cannot  be  built  for  a  less 
sum  than  jf  100,  exclusive  of  site,  and  the  average  rent  paid 
by  agricultural  labourers  would  not  yield  a  higher  return 
on  this  outlay  than  three  per  cent  But  many  old  cottages 
can  be  purchased  at  such  a  cheap  rate  that  ailer  having 
been  put  into  habitable  repair  they  yield  a  return  of  as 
much  as  10  to  15  per  cent  on  the  outlay,  so  that  if  sanitary 
authorities  had  the  power  to  purchase  and  repair  old 
cottages,  and  build  new  ones  in  districts  where  the  obliga- 
tions of  landowners  in  this  respect  are  persistently  neglected, 
I  think  a  vast  improvement  could  be  speedily  effected 
without  unduly  increasing  the  rates.  Indeed,  when  one 
sees  how  little  need  there  is  for  any  interference  of  this 
kind  on  well-managed  estates,  and  how  the  scarcity  and 
wretched  condition  of  labourers'  dwellings  have  become 
so  pronounced  through  neglect  or  indifference  on  other 
estates,  I  frankly  confess  that  I  think  the  land  should  be 
taxed  for  the  outlay.  But  into  this  part  of  the  subject  I 
need  not  enter  farther.  Let  me  rather  refer  those  who 
wish  to  make  themselves  more  fully  acquainted  with  this 
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question  of  the  housing  of  the  poor  in  rural  districts  to 
Dr.  Bond's  pamphlet  on  "The  Home  of  the  Agricultural 
Labourer,"  and  to  express  my  conviction  that  without 
legislative  powers  in  the  direction  pointed  out  by  Dr. 
Bond,  it  is  impossible  to  mitigate  the  dangers  to  health 
which  are  more  or  less  persistent  in  many  parts  of  the 
country  where  cottages  are  very  bad  "r  very  scarce.  But 
while  I  admit  this  legislative  necessity,  I  also  admit  that 
great  improvements  have  been  effected  in  districts  where 
the  provisions  of  the  Public  Health  Act  have  been  fairly 
and  firmly  enforced,  and  that  nowhere  is  there  any  excuse 
for  a  do-nothing  policy. 

Another  great  impediment  to  improvement  in  the  house- 
accommodation  of  rural  districts  depends  upon  the  fact  that 
unless  the  sanitary  authorities  apply  for  urban  powers,  they 
have  got  no  control  over  the  erection  of  new  cottages,  so  that 
jerry-building  of  the  worst  description  cannot  be  interfered 
with,  and  sanitary  evils,  more  especially  in  connection  with 
drainage  and  closet-accommodation,  are  perpetuated.  In- 
deed, all  this  is  so  obvious  that  it  is  difficult  to  conceive 
why  such  control  over  the  erection  of  new  houses  should 
not  have  been  conceded  to  every  rural  authority  by  Act  ol 
Parliament  without  the  necessity  of  applying  to  the  Local 
Government  Board  for  a  provisional  order,  which  always 
entails  delay,  and  is  often  dispensed  with  altogether,  even 
in  districts  where  a  considerable  amount  of  suburban  build- 
ing is  going  on.  And  this  control  is  much  more  necessary 
as  regards  the  surroundings  than  as  regards  the  actual 
architectural  details  of  the  houses  themselves.  For 
example,  the  provisions  of  the  Public  Health  (Water) 
Act  which  were  intended  to  enforce  and  protect  a  whole- 
some water  supply  in  rural  districts  are  often  rendered 
nugatory  by  the  powerlessness  of  sanitary  authorities  to 
interfere.  It  is  all  very  well  to  give  a  certificate  to  the 
effect  that  the  water  supply  of  a  new  cottage  is  ample 
and  of  good  quality,  but  if  a  cesspool,  or  deep  midden, 
or  leaky  drain,  has  been  constructed  in  the  neighbourhood 
,of  the  well,  it  only  bccoincs  a  matter  of  time  before 
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well  becomes  seriously  polluted.  There  ought  therefore  to 
be  an  amendment  of  the  Public  Health  Act  to  enable 
sanitary  authorities  to  enforce  bye-laws,  not  only  in  respect 
to  new  houses,  but  in  respect  to  the  kind  and  situation  of 
closets,  and  the  proper  construction  and  disconnection  of 
drains.  And  this  applies  with  equal  force  to  the  suburban 
residence  and  country  mansion.  For  want  of  this  control 
over  new  buildings  in  rural  districts,  the  most  glaring  errors 
and  defects  in  house-sanitation  are  still  committed.  Water- 
closets  are  erected  with  the  cesspools  into  which  they  are 
intended  to  discharge  often  not  far  from  the  well ;  the  closets 
themselves  as  r^^ds  situation  and  appliances  frequently 
become  a  source  of  danger ;  the  drains  may  be  leaky, 
and  often  are  neither  properly  disconnected  nor  ventilated  ; 
if  the  water-closet,  as  is  usual,  is  supplied  with  water  by 
means  of  a  force-pump,  the  cistern  which  supplies  the  closet 
generally  ^so  supplies  the  drinking-water;  the  soil-pipe 
is  seldom  ventilated,  or,  if  it  is,  the  ventilating-pipe  is  so 
small  that  practically  it  is  of  little  use ;  and  should  there  be 
a  bath-room,  the  waste-pipe  is  almost  certain  to  be  laid 
directly  into  the  soil-pipe  or  into  the  drains.  Money 
enough  may  be  lavished  on  architectural  display,  but  I 
venture  to  say  that  many  country  architects  are  still 
ignorant  of  the  veriest  rudiments  of  sanitation,  and  hence 
the  great  need  for  extended  powers  and  adequate  bye-laws. 
II.  Water  Supply. — ^Al though  I  have  no  doubt  much  good 
has  been  effected  by  the  provisions  of  the  Public  Health 
(Water)  Act,  still,  as  I  have  already  said,  the  intentions  of 
the  Act  are  often  nullified  by  this  inability  to  interfere 
with  building  operations.  The  usefulness  of  the  Act,  too, 
is  limited,  inasmuch  as  it  applies  only  to  rural  districts, 
whereas  it  should  be  made  applicable  to  all  districts, 
whether  urban  or  rural,  not  provided  with  a  public  water 
supply.  For  example,  there  is  a  small  town  in  my  district 
which  some  few  years  ago  severed  itself  from  the  union  in 
which  it  is  situated,  and  was  created  a  local  board  district, 
with  of  course  urban  powers.  But  it  was  without  any 
public  water  supply,  and  at  the  time,  none  was  absolutely 
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needed.  The  water  supply  was  derived  from  wells,  and  aa 
there  was  a  good  deal  of  building  going  on,  I  recominended 
that  application  should  be  made  to  the  Local  Government 
Board  for  a  provisional  order  to  enforce  the  provisions  of 
the  Public  Health  (Water)  Act,  which  it  became  impossible 
to  carry  out  SO  soon  as  it  ceased  to  form  part  of  a  rural 
district  The  application  was  of  course  granted,  but  it 
should  never  have  been  necessary  to  make  it.  Then,  again, 
there  are  outlying  parts  in  almost  all  urban  districts  beyond 
the  reach  of  the  water-mains,  which  are  strictly  rural, 
though  within  urban  boundaries.  Surely,  it  is  essential 
that  some  supervision  ought  to  be  exercised  over  the  water 
supply  of  houses  built  in  these  outlying  comers;  and  yet, 
though  urban  authorities  have  complete  control  over  the 
buildings  and  drainage,  they  have  no  power  to  insist  on  a 
pure  and  plentiful  water  supply  within  a  reasonable  distance 
before  granting  a  certificate  of  fitness  for  occupation. 

The  other  provisions  of  the  Public  Health  (Water)  Act, 
which  enable  rural  sanitary  authorities  to  enforce  a  supply 
of  wholesome  water  to  existing  houses,  and  to  compel  the 
owners  of  neighbouring  houses  to  provide  a  joint  supply 
where  necessary,  ought  to  result  in  much  good  if  honestly 
and  fairly  carried  out.  Where  the  subsoil  water  is  within 
easy  reach,  and  it  is  so  in  most  parts  of  my  district,  it 
is  seldom  necessary  to  put  these  clauses  in  force,  because 
wells  are  generally  plentiful  enough,  but  the  purity  of  the 
supply  is  often  endangered  by  their  proximity  to  deep  ash- 
pits or  cesspools,  and  leaky  drains.  In  such  cases,  the 
deep  ashpit  or  cesspool  should  be  regarded  as  a  nuisance 
dangerous  to  health,  and  done  away  with  altogether,  and 
the  drains  should  either  be  diverted  or  replaced  by  open 
and  properly  channelled  gutters.  Sometimes  the  surround- 
ing soil  has  become  so  impregnated  with  sewage  matter 
that  the  well  must  be  closed  altogether,  and  a  new  well 
sunk  in  virgin  soil,  and  in  these  instances  the  Public  Health 
(Water)  Act  is  undoubtedly  of  great  service.  Another 
source  of  danger  to  the  water  supply  of  country  districts 
depends  upon  the  fact  that  the  well  is  seldom  puddled  to  a 
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sufficient  depth  to  keep  out  surface  impurities,  nor  is  the 
covering  so  evenly  and  imperviously  laid  as  to  keep  out 
slop  water.  It  very  often  happens,  too,  that  a  well  becomes 
polluted  because  it  is  never  cleaned  out ;  indeed,  I  regard 
this  periodic  cleansing  of  wells  so  essential  that  I  think 
every  pump-well  should  be  provided  with  a  properly  con- 
structed man-hole  for  purposes  of  cleansing  and  inspection, 
and  that  the  well  should  be  cleansed  whenever  the  water 
shows  any  traces  of  deposit 

I  need  hardly  say  that  pond  or  ditch-water,  which  con- 
stitutes the  only  source  of  supply  to  outlying  cottages  in 
many  parts  of  the  country,  should  never  be  regarded  as  a 
wholesome  supply,  and  that  in  all  such  cases  the  provisions 
of  the  Water  Act  should  be  enforced  whenever  practicable. 
Open  dip-wells,  again,  are  always  more  or  less  exposed  to 
pollution,  and  are  specially  objectionable  when  used  by 
more  than  a  single  household,  on  account  of  the  fact  that  the 
dip-pails  are  not  always  clean. 

But  in  many  parts  of  the  country  the  geological  formation 
is  such  that  wells  of  any  description  are  out  of  the  question. 
Villages  so  situated  must  be  provided  with  a  public  water 
supply,  either  by  storage  of  the  rainfall,  or  by  taking 
advant^e  of  some  neighbouring  stream  or  spring,  or  by 
laying  deep  land  drains  or  adits.  Several  villages  in  my 
own  district  are  provided  with  a  public  supply  derived  from 
springy  situated  on  rising  ground  in  the  neighbourhood, 
and  I  may  mention,  in  passing,  that  in  these  villages  cases 
of  typhoid  fever  are  practically  unknown.  In  a  great  many 
other  villages  public  wells  are  provided,  and  special  care  is 
taken  that  these  wells  are  kept  in  good  repair,  and  beyond 
risk  of  pollution. 

III.  Disposal  of  *  Refuse, — This  includes  the  consideration 
of  three  very  important  items  in  village  sanitation,  viz.  closet 
accommodation,  scavenging,  and  drainage.  At  the  date  of 
the  passing  of  the  Public  Health  Act,  1872,  the  closet  accom- 
modation in  country  villages  was  of  every  conceivable 
description,  and  often  a  most  fruitful  source  of  nuisance  and 
danger  to  health.     In  the  older  villages  it  was  sometimes 
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represented  by  a  rough  wooden  erection,  with  a  hole  dug  in 
the  ground  to  receive  the  excreta  ;  or  more  frequently  by  a 
sentry-box  looking  structure  stuck  somewhere  near  the  far 
end  of  the  garden,  with  a  fcetid,  leaky  cesspit  behind.  Such 
common  privies  were  often  so  foul  that,  even  though  sufR- 
ciently  far  removed  from  the  house  or  from  the  well,  they  still 
endangered  health,  because  they  could  not  be  used  without 
the  risk  attending  the  inhalation  of  noisome  effluvia.  In 
more  modern  villages,  however,  and  more  particularly 
in  suburban  districts,  the  privy  and  midden  ashpit  were 
combined,  and,  for  convenience  sake,  they  were  generally 
erected  close  to  the  house  and  near  the  well.  As  a  rule, 
too,  the  ashpit  was  made  large  and  deep,  so  as  to  permit  of 
huge  accumulations, — so  deep  that,  for  some  time  after  it 
was  emptied,  it  continued  to  be  in  a  filthy  sloppy  condition, 
because  the  surrounding  soil  drained  into  it ;  it  was 
generally  uncovered,  so  that  after  every  shower  of  rain 
putrefactive  change  was  increased  ;  and,  in  short,  was  always 
more  or  less  of  a  nuisance,  owing  to  inherent  structural  faults. 
Then,  again,  in  the  few  better-class  houses  provided  with 
water-closets  the  most  serious  defects  were  to  be  met  with, 
not  only  in  respect  to  the  situation  of  the  closet,  but  soil- 
pipes  were  found  to  be  leaky  and  unventilatcd,  and  the  closet 
discharged  either  into  a  covered  cesspool  from  which  any 
gases  generated  could  only  escape  into  the  house,  or  it  dis- 
charged into  a  village  drain  which  was  not  constructed  to 
receive  excrcmcntal  filth,  Such  briefly  are  some  of  the 
more  common  varieties  of  closet  accommodation  to  be 
met  with  in  rural  districts,  and,  although  they  can  all  be 
dealt  with  as  nuisances  under  the  Public  Health  Act,  it 
must  be  admitted,  they  are  common  enough  still.  How 
then,  arc  these  defects  to  be  remedied,  legally  in  the  first 
instance,  and  with  a  due  regard  at  all  times  to  efficiency 
and  cost  ?  Perhaps  I  shall  best  answer  this  question  by 
quoting  from  a  small  pamphlet  of  mine  on  "  Sanitary 
Defects  in  Villages  and  Country  Districts,  and  How  to 
Remedy  Them,"  published  in  1S7C: — 

"Take,  for  example,  the  primitive  wooden  structure  with 
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the  hole  dug  in  the  ground  to  receive  the  excreta.  As  a 
rule,  this  kind  of  privy  accommodation  is  only  met  with 
when  the  cottage  itself  is  old  and  dilapidated ;  so  that  it 
would  be  a  sheer  waste  of  money  to  insist  on  the  erection 
of  a  new  and  substantial  structure.  All  that  the  law 
demands  is  to  fairly  satisfy  the  requirements  of  health  and 
decency,  and  this  can  be  accomplished  in  the  great 
majority  of  instances  by  a  very  trifling  outlay.  Let  the 
hole  be  cleaned  out  and  filled  in  with  fresh  gravel  or  clay, 
and  such  other  alterations  made  that  a  galvanised  iron  pail 
or  box  can  be  readily  inserted  beneath  the  seat  to  receive 
the  excreta.  This,  of  course,  should  be  regularly  emptied 
into  the  garden,  and  to  obviate  nuisance  dry  earth  or  sifted 
ashes  should  be  thrown  into  the  pail  at  least  once  a  day, 
and  in  sufficient  quantity  to  keep  the  excreta  covered.  If 
the  seat  is  hinged  there  will  be  no  difficulty  in  removing 
the  pail  or  in  throwing  the  ashes  into  it  without  dirtying 
the  seat  Or  take  the  old-fashioned  privy,  with  its  foetid 
cesspit  behind.  This  can  be  readily  converted  into  an 
inoffensive  privy  and  ashpit  combined,  by  filling  up  the 
cesspit  to  the  level  of  the  ground ;  paving  or  cementing 
the  filled  area,  walling  it  in  and  covering  it  as  an  ashpit ; 
raising  the  floor  of  the  privy  a  step,  and  with  it  the  seat ; 
and  placing  a  flagstone  sloping  backwards  beneath  the 
seat,  so  that  the  excreta  may  be  readily  covered  with 
the  sifted  ashes  or  dry  earth  thrown  into  the  ashpit  Or 
the  ashpit  may  be  dispensed  with,  and,  after  filling  up  the 
cesspit,  the  privy  may  be  readily  converted  into  a  pail- 
closet  To  sift  the  ashes  either  a  common  wire  riddle  may 
be  used,  or  one  or  other  of  the  cinder-sifters  which  have  lately 
been  devised.  But  whatever  alterations  may  be  adopted  in 
addition  to  those  required  for  privacy  and  ventilation,  the 
great  desideratum  is  to  keep  the  excreta  dry  and  prevent 
undue  accumulation.  Large,  deep,  and  uncovered  midden- 
steads,  or  ashpits,  connected  with  privies  are  always  a 
source  of  nuisance.  When  they  are  nearly  empty  the 
surrounding  soil  drains  into  them  in  wet  weather,  so  that 
for  the  time  being  they  become  open  offensive  cesspools. 
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and  when  full  they  permit  of  soakage  into  the  surrounding 
soil.  Everyashpit,  therefore,  conneeted  with  aprivyshoiild 
be  little,  if  at  all,  below  the  level  of  the  ground  ;  it  should 
be  cemented  or  made  othenvise  water-tight,  and  should  be 
covered  (a  sloping  tarred  wooden  covering  hooked  on  to 
the  back  of  the  privy  will  do)  to  keep  out  the  rain.  More- 
over, it  should  be  of  limited  capacity,  to  prevent  undue 
accumulation,  and  thereby  necessitate  frequent  removal 
of  the  contents.  Sometimes,  in  order  to  keep  the  contents 
more  or  less  dry,  the  ashpit  is  drained  ;  but,  apart  from  the 
liability  to  chokage  of  the  drain  and  the  nuisances  arising 
from  the  admission  of  liquid  excremental  filth,  drainage 
of  the  ashpit  should  be  prohibited  altogether,  because,  if 
the  ashes  do  not  keep  the  excreta  dry  and  inoffensive, 
the  system  is  a  failure." 

These  were  the  instructions  which  I  laid  down  for  the 
guidance  of  the  sanitary  inspectors  in  my  own  district,  and 
it  will  be  seen  that  every  possible  latitude  is  allowed  with 
regard  to  the  way  in  which  nuisances  connected  with  privy 
accommodation  may  be  removed.  In  the  suburban  parts 
and  in  increasing  villages  where  new  schemes  of  drainage 
have  been  carried  out,  the  option  is  given  to  convert  these 
privies  into  pail-closets,  or  into  water-closets,  but  pail- 
closets  are  only  recommended  where  there  is  no  difficulty 
as  regards  scavenging.  The  water-closet  which  is  found 
to  answer  best  in  districts  where  there  is  no  public  water 
supply,  is  the  simple  pan-closet,  with  syphon  bend  and 
ventilating  shaft,  and  1  always  recommend  that  the  slop- 
water  be  used  for  flushing  purposes.  Of  course  this  applies 
only  to  outside  closets ;  where  the  water-closet  is  inside 
the  house,  it  should  be  provided  with  proper  cistemage 
and  other  appliances. 

In  dealing  with  closet  accommodation  in  rural  districts 
the  Public  Health  Act  confers  ample  powers  on  sanitary 
authorities  for  enforcing  such  alterations  as  are  required 
for  the  abatement  of  nuisance,  and  these  alterations  can  be 
carried  out  as  a  rule  without  entailing  any  serious  outlay. 
Nor  do   I   think  it  necessary  to   recommend  any  of  the 
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excellent  patent  earth-closets  which  have  been  devised, 
partly  because  they  add  to  the  expense,  and  partly,  too, 
because  I  find  that  from  neglect  they  do  not  possess  any 
advantages  over  the  ordinary  pail  system.  In  addition  to 
the  pail  for  the  excreta,  all  that  is  required  is  a  box  for 
the  dry  earth  or  sifted  ashes,  and  a  small  shovel  with 
which  to  throw  them  into  the  pail. 

In  those  rural  districts  which  have  obtained  urban 
powers,  the  bye-laws  with  respect  to  the  closet  accom- 
modation of  new  houses  are  now  so  carefully  drawn  up 
that  nuisance  or  danger  to  water  supply  is  scarcely  possible 
if  scavenging  is  properly  attended  to.  The  vast  majority 
of  rural  districts,  however,  have  not  applied  for  these 
powers,  and  without  bye-laws  they  have  no  control  over 
new  buildings,  so  that  the  serious  defects  to  which  I  have 
referred  continue  to  crop  up  as  building  goes  on. 

But  even  when  the  closet  accommodation  is  of  a  kind  to 
satisfy  all  reasonable  sanitary  requirements,  it  need  hardly 
be  said  that  cleanliness  of  the  surroundings  cannot  be 
maintained  without  due  attention  to  scavenging.  The 
pail  system  possesses  the  advantage  that  it  does  not 
permit  of  filth  accumulating  near  dwellings,  and  where 
there  is  sufficient  garden  space  the  householder  should  be 
held  responsible  for  the  scavenging.  But  where  there  is  no 
sufficient  garden  space,  then  I  hold  that  the  landlord  ought 
to  make  arrangements  with  some  one  to  do  the  scavenging 
regularly,  or  should  provide  some  convenient  place  on 
which  the  householder  may  deposit  his  refuse.  For  ex- 
ceptional cases  such  as  these,  it  Has  been  recommended 
that  the  sanitary  authority  should  provide  a  "  muck-acre ;" 
but  in  villages  where  garden  space  is  so  generally  in- 
sufficient, I  think  the  sanitary  authority  ought  to  undertake 
the  scavenging  either  by  contract  or  otherwise.  Judging 
from  my  own  experience,  however,  I  am  of  opinion  that 
for  the  great  majority  of  villages  public  scavenging  is  not 
only  unnecessary,  but  to  insist  upon  it  is  unreasonable. 
No  doubt  a  village  in  which  every  cottage  is  provided  with 
a  patent  earth-closet  regularly  supplied   with  dry  earth 
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and  scavenged  by  the  sanitary  authority,  ought  to  be  a 
model  village  as  regards  outside  cleanliness,  but  if  every 
cottage  has  also  its  garden,  I  feel  sure  the  manure  would 
be  greatly  missed,  and  I  question  very  much  whether  the 
scavenging  would  not  be  as  well  done  if  left  to  the 
cottagers  themselves.  By  all  means  let  us  insist  on 
cleanliness,  but  do  not  let  us  render  the  enactments  for 
the  removal  of  nuisances  a  dead  letter  by  undertaking  to 
do  all  the  dirty  work  for  lazy  people,  when  such  work  can 
be  readily  attended  to  by  themselves.  The  solid  refuse, 
then,  should  be  disposed  of  in  the  gardens  where  the  garden 
space  is  sufficient,  and  where  that  is  insufficient,  it  must 
in  any  case  be  removed  from  the  premises  at  stated  times, 
and  not  allowed  to  accumulate  so  as  to  befoul  the  air  or 
endanger  the  water  supply.  The  bulk  of  serious  nuisances  ' 
with  which  rural  sanitary  authorities  have  to  deal  refer 
especially  to  the  reconstruction  of  the  closet  accommoda- 
tion, and  the  disposal  of  the  solid  refuse,  and  in  districts 
where  the  provisions  of  the  Public  Health  Act  have  been 
steadily  carried  out,  there  is  no  doubt  that  the  improve- 
ment in  village  cleanliness  has  been  very  marked,  and  this 
has  been  accompanied  by  a  very  gratifying  reduction  in  , 
the  sick-rate  and  death-rate  from  filth-diseases. 

But  in  addition  to  the  disposal  of  filth  and  other  solid  ' 
refuse,  there  still  remains  the  serious  difficulty  of  satisfac- 
torily disposing  of  the  slops  and  refuse-water,  and  in  villages 
of  any  size  this  implies  a.  system  of  drainage  of  some  sort 
The  system  which  is  generally  found  to  prevail  is  of  the 
following  description : — The  shallow  road  drains  which 
were  intended  in  the  first  instance  to  carry  off  the  surface- 
water,  and  which  for  the  most  part  are  either  constructed  of  | 
common  drain-pipes,  or  loosely  laid  bricks  or  stones,  have 
been  converted  into  open  sewers  by  conveying  into  them 
the  badly  laid  and  open-jointed  drains  leading  from  almost 
every  house  or  group  of  houses  in  the  village.  If  there  be 
a  watcr-cour.se  near  the  village,  the  drainage  dischai^s 
into  the  stream  by  one  or  more  outlets,  as  the  case  may  be. 
Should  it  happen,  however,  that  the  village  is  some  distance 
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from  the  stream,  then  we  find  the  slops  discharging  into 
open  ditches  by  the  roadside  or  into  field-ditches  in  the 
neighbourhood  of  houses,  and  thereby  often  giving  rise  to 
filthy  nuisances  in  every  direction.  This  description,  of 
course,  only  applies  to  the  worst  drained  villages,  but  in 
almost  all  of  them  some  of  these  defects  are  to  be  met  with. 
Sometimes  the  drains  lead  into  a  dumb-well,  and  if  there  is 
no  well  for  drinking  water  near,  this  is  a  tolerably  safe  and 
ready  method  of  getting  rid  of  slops,  but  the  multiplication 
of  dumb-wells  or  cesspools  in  compact  villages  would 
always  be  attended  with  the  greatest  danger,  and  ought  to 
be  prohibited  as  much  as  possible.  In  small  villages,  where 
the  houses  are  scattered,  no  general  system  of  drainage  is 
required  if  the  garden  space  is  sufficient ;  but  in  compact 
villages  of  any  size  it  is  essential  to  get  rid  of  the  slops  by 
chaimels  of  some  sort,  and  drains  should  always  be  preferred 
to  open  gutters.  So  far  as  the  health  of  a  village  is  con- 
cerned, the  drainage  may  be  regarded  as  of  two  kinds.  If 
the  soil  is  at  all  damp  it  should  be  drained  to  secure  dry- 
ness, and  if  the  slops  cannot  be  got  rid  of  without  creating 
nuisance  a  system  of  drainage  will  be  required  to  dispose  of 
them  satisfactorily.  But  much  will  depend  on  local  con- 
ditions. If  the  village  is  stationary  or  decaying,  I  hold  that 
no  expensive  system  is  required,  but  if  the  village  is  steadily 
increasing,  it  then  becomes  necessary  to  carry  out  a  com- 
plete system  which  will  be  ample  enough  for  the  growing 
requirements  of  the  particular  locality. 

But  supposing  that  a  village  is  fairly  well  drained,  or 
requires  to  be  drained,  how  is  the  sewage  or  slop-water  to 
be  ultimately  treated  ?  That,  too,  will  depend  very  much 
upon  local  circumstances.  If  the  village  drains  into  a  large 
stream  without  creating  any  nuisance,  and  the  stream  is 
not  used  for  drinking  purposes  lower  down,  there  is  no 
sanitary  reason  to  interfere ;  or  if  the  village  drains  into 
one  or  more  open  field  ditches,  sufficiently  far  removed 
from  houses  or  roads,  catch-pits  will  generally  suffice  ;  but 
if  there  be  nuisance  at  the  outfall  or  risk  of  water  pollution, 
then  the  sewage  should  be  purified  if  possible  by  irrigation 
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or  sub-irrigation.  But  in  whatever  way  the  slops  be  ulti- 
mately disposed  of,  it  is  essential  that  they  should  be  con- 
veyed by  one  or  more  outlets  to  a  safe  distance,  and  not  be 
allowed  to  accumulate  in  stagnant  ditches  by  the  road-side, 
or  in  back  gardens,  to  pollute  the  air  by  the  foul  smells 
which  they  emit,  and  endanger  the  water  supply. 

Then,  too,  I  think  that  sanitary  authorities  should  have 
the  power  of  preventing  water-closets  from  draining  into 
surface- drains  in  small  villages,  and  of  excluding  all  liquid 
refuse  from  slaughter-houses  or  other  places  which  might 
tend  to  increase  the  outlay  in  drainage,  and  very  much 
increase  the  difficulty  of  dealing  with  tlie  sewage  at  the 
outfall. 

There  are  many  other  phases  of  sanitary  work  in  rural 
districts  on  which  I  should  like  to  dwell,  but  I  trust  those 
upon  which  I  have  touched  will  afford  ample  scope  for  pro- 
fitable discussion.  While  there  is  abundant  evidence  that 
sound  sanitary  progress  is  being  made  in  some  parts  of  the 
country,  it  must  also  be  admitted  that  in  large  tracts  the 
provisions  of  the  Public  Health  Act,  and  other  Acts 
applying  to  country  districts,  are  still  in  abeyance, 
and  this,  as  I  have  already  said,  is  in  great  mea- 
sure owing  to  the  general  want  of  a  properly  organised 
public  heahh  service.  Medical  officers  of  health  should 
be  trained  men,  and  be  debarred  from  private  prac- 
tice, while  surveyors  and  sanitary  inspectors  should 
hold  a  certificate  either  from  the  Sanitary  Institute  or 
.some  other  examining  body  as  to  their  fitness  to  discharge 
the  duties  required  of  themi  But  in  addition  to  inde- 
pendent and  well-qualified  ofiicials,  we  want  extended 
legal  powers  for  rural  districts ; — powers  to  purchase  and 
build  in  parts  where  it  can  be  proved  that  the  cottage 
accommodation  is  alike  bad  and  scanty,  and  above  all  we 
want  urban  powers  with  suitable  bye-laws  to  control 
building  operations,  and  prevent  the  sanitary  defects  which 
are  continually  cropping  up,  whether  it  be  in  the  erection 
of  cottage,  homestead,  or  country  n 
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SANITARY   HOUSES   FOR  THE  WORK- 
ING  CLASSES  IN  URBAN  DISTRICTS. 

By  H.  Percy  Boulnois,  M.  Inst.  C.K 

One  of  the  most  important  social  problems  of  the  day  is 
to  provide  adequate,  convenient,  and,  above  all,  cheap 
sanitary  dwelling  accommodation  for  those  who  are  known 
as  the  working  classes.  As  a  rule,  the  amount  of  rent 
payable  by  these  classes  is  out  of  proportion  to  their 
income ;  for  instance,  a  man  receiving  i&r.  a  week  in  wages 
pays,  perhaps,  3s.  or  is.  6d.  b,  week  for  the  use  of  two 
rooms,  and  it  would  be  almost  impossible  for  him  to  secure 
a  house  for  himself  and  family  under  a  rental  of  about  Ss. 
per  week,  whereas  the  proportion  of  rent  to  income  for  the 
middle  classes  is  usually  about  i  to  10,  and  that  for  the 
richer  classes  still  less. 

This  excessive  rent  to  those  who  have  to  closely  watch 
every  penny  of  their  expenditure  in  order  to  make  two 
ends  meet,  causes  them  to  seek  cheaper  accommodation  in 
flats  and  rookeries  ;  they  thus  lose  that  self-respect  which 
the  possession  of  a  separate  house  would  give,  and  com- 
munism, except  where  it  is  vigilantly  watched,  leads  to 
dirt,  dissipation,  and  disease. 

Upon  this  point  I  cannot  do  better  than  quote  the  words 
of  Dr.  Davies,  the  M.  O.  H.  for  Bristol,  who,  after  twelve 
years'  experience,  thus  speaks  of  dwellings  on  the  block 
system: — * 

"  Our  experience  of  typhus  fever  in  Bristol  in  1865  was 
that,  if  introduced  into  the  lower  part  of  a  large  house 
containing  many  families  in  separate  apartments,  it  almost 
invariably  ascended  and  affected  every  compartment  above 
the  room  first  infected  before  it  was  extinguished.  We 
have  found  that  different  families  having  privies,  or  privy   . 

•  Vide  Proceedings  of  the  Association  of  Municipal  and  Sanitary 
Engineers  and  Surveyors.    Vol.  iv.  p.  63  ^/  s^g. 
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landings  or  corridors  in  common  generally  have  their 
diseases  in  common,  especially  small-pox  and  maculated 
typhus." 

And  after  further  observations  tending  to  show  that 
dwellings  in  flats  are  a  mistake,  he  says : — 

"I  am  of  opinion  that  all  so-called  model  lodging-houses, 
if  so  arranged  as  to  multiply  the  number  of  inhabitants  on 
an  acre,  or  place  different  families  in  floors,  or,  as  I  should 
call  them,  flats,  one  family  above  another,  or  by  corridors, 
common  areas,  common  passages,  whether  separated  by 
pervious  iron  railing  or  not,  or  have  offices  in  common  for 
washing  or  other  domestic  duties,  or  in  any  way  approach 
a  system  of  domestic  communism,  are  an  error  and  a 
blunder." 

We  are  bound  to  respect  opinions  like  these,  coming 
from  a  man  with  the  hardly  won  experience  that  Dr.  Davies 
has,  but  the  difficulties  of  providing  a  different  description 
of  dwelling  for  these  classes  arc  threefold  : — 

First,  the  value  of  land  in  all  large  towns. 

Secondly,  the  desire  of  the  workman  to  be  near  his  work  ; 
and 

Thirdly,  the  expense  of  building  suitable  separate  dwell- 
ings at  a  low  but  remunerative  rent 

It  will  be  my  endeavour  in  this  Paper  to  meet  some  of 
these  difficulties,  and  explain  how  they  can  be  overcome. 

The  first  two  difficulties  must  be  taken  together,  as  they 
so  closely  impinge  upon  one  another.  It  would  of  course 
be  impossible  to  provide  separate  cottage  dweilings  in  the  | 
most  frequented  and  valuable  districts  of  any  town,  but 
with  the  present  cheap  locomotion  available  by  train,  tram- 
car  or  omnibus,  the  population  can  be  far  more  distributed 
than  was  formerly  possible ;  nor  should  it  be  necessary 
either  tn  acquire  so  much  land  on  which  to  erect  the  cot- 
tage dwelling  as  hitherto,  as  I  hope  to  show  in  the  course 
of  this  Paper,  and  consequently  the  cost  of  purchase  of 
land  for  this  purpose  should  not  be  prohibitive.  The 
danger  to  be  apprehended  in  thus  di.stributing  the  popula- 
tion is  that  cheap  and  bad  houses  may  be  erected  for  its 
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accommodation  outside  the  boundary  over  which  the  urban 
authority  have  jurisdiction,  especially  where  that  authority 
have  bye-laws  in  force  of  so  strict  a  character  as  to  almost 
prevent  the  erection  of  small  houses  at  small  cost  In  this 
case  the  results  would  be  discouraging,  as  if  there  are  no 
bye-laws  r^^lating  the  erection  of  buildings,  houses  would 
be  constructed  with  privies  close  to  wells,  upon  improper 
sites,  with  bad  materials,  and  with  no  provision  for  the 
removal  of  the  house  refuse,  and  all  the  evils  consequent 
upon  the  want  of  that  useful  jurisdiction  by  which  we,  as 
a  self-governing  body,  impose  certain  restrictions  upon  each 
other  for  our  mutual  welfare.  Disease  would  soon  be  rife 
in  such  a  district,  and  speedily  spread  to  the  community  it 
is  our  wish  to  protect. 

Now  with  r^[ard  to  the  erection  of  the  small  class  of 
house  suitable  for  the  habitation  of  the  working  man  and 
his  family,  and  within  his  means. 

I  am  afraid  what  I  am  about  to  write  will  be  of  little  use 
to  the  individual  known  as  the  jerry  builder.  He  builds 
usually  only  to  sell,  his  houses  are  mortgaged  before  they 
are  wall  plate  high ;  he  lives  a  hand  to  mouth  existence, 
manufacturers  will  not  trust  him,  and  he  is  at  the  tender 
mercies  of  middlemen,  who  charge  him  exorbitantly  for 
his  bricks,  his  drain-pipes,  his  lime,  his  timber,  his  slates, 
and  above  all  for  his  ironmongery,  in  order  to  cover  their 
risk  in  the  matter.  No  cheap  and  good  houses  will  ever 
be  built  so  long  as  materials  have  to  be  purchased  so  dearly. 
But  I  will  now  proceed  to  point  out  the  requirements  of  a 
house  which  can  be  built  at  very  moderate  cost,  and  be  as 
sanitarily  perfect  as  modem  science  will  admit 

The  site  should  be  clear  of  all  filth,  it  should  not  be  an 
old  refuse  tip;  and  if  marshy  it  must  be  drained. 

The  whole  of  the  site  of  the  house  within  its  walls  should 
be  covered  with  a  layer  of  cement  concrete,  6  inches  thick, 
to  prevent  the  ground  air  rising  into  it 

No  basements  should  be  allowed,  they  are  thoroughly 
objectionable  for  a  house  of  this  description,  and  even  for 
a  better  class  of  house  they  should  only  be  allowed  to  store 
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wine  in,  and  not  be  used  as  kitchens  or  sculleries.  They 
are  difficult  to  ventilate,  to  keep  dry,  to  light,  and  to  drain, 
and  their  construction  should  be  always  looked  upon  with 
great  disfavour,  especially  for  a  small  class  of  house,  as 
there  is  no  saying  how  soon  they  may  be  occupied  even  as 
bedrooms  \ 

The  external  walls  of  the  house  should  be  constructed 
hollow  by  means  of  two  4^inch  walls,  with  a  space  of 
about  2I  inches  between,  proper  damp  courses  of  asphalte 
or  slates  being  provided.  The  benefit  of  walls  built  in  this 
manner  is  undoubted,  and  the  extra  expense  over  the 
ordinary  method  is  but  trifling.  In  many  districts  walls 
of  concrete  can  be  most  economically  constructed,  and 
this  description  of  building  is  certainly  gaining  in  favour. 

The  house  may  contain  either  four  or  six  rooms.  In  the 
former  case  the  ground  floor  would  have  parlour  and  kitchen, 
the  upper  floor  two  bedrooms ;  in  the  latter  the  kitchen 
could  be  built  as  a  tenement  wing  at  the  back,  with  a  small 
bedroom  over  It. 

The  height  of  the  rooms  should  be  8  feet,  the  windows 
being  sash  hung  and  opening  at  the  top,  and  if  any  special 
means  of  ventilating  the  rooms  could  be  introduced  which 
would  be  beyond  the  tampering  powers  of  the  inmates,  so 
much  the  better,  if  it  did  not  make  the  rooms  too  cold  or 
draughty. 

The  fact,  however,  must  not  be  lost  sight  of,  that "  man 
abhors  ventilation,"  especially  if  it  lowers  the  temperature 
of  the  room  he  is  in,  or  causes  a  draught.  This  renders 
ventilation  unpopular,  especially  with  those  classes  who  are 
unable  to  raise  the  temperature  of  their  bodies  by  food  or 
fuel.  One  favourable  means  of  good  and  cheap  ventilation 
is  by  a  simple  construction  of  the  fireplace,  the  back  and 
sides  being  made  hollow,  with  air-bricks  on  the  floor-level, 
the  fireplace  itself  being  merely  constructed  by  three  or 
four  iron  bars  built  in  across  the  front 

Great  care  should  be  exercised  in  laying  the  floors  that 
the  battens  should  be  close  jointed.  Grooved  and  tongued 
battens  arc  rather  expensive,  but  ordinary  floors  can  be 
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laid  with  well-scSisoned  boards,  so  as  to  have  close  joints. 
Open  joints  are  highly  unsanitary.  The  dirt  and  dust  fall 
through,  and  accumulate  for  ages,  and  form  a  fine  nest  to 
nurture  any  disease  germs  that  may  be  swept  or  washed 
through  the  crevices  between  the  boards. 

The  walls  of  the  room  should  be  painted,  or  distempered 
bright,  cheerful  colours.  Papers  harbour  dirt,  and  are  seldom 
removed  when  a  fresh  paper  is  laid  on.  Good  distemper 
will  not  rub  off,  and  is  much  cheaper  than  wall  paper, 
besides  acting  as  a  disinfectant,  and  is  beautifully  clean 
and  sweet 

The  roof  of  the  house  should  be  flat,  covered  with  cement 
concrete,  and  a  thin  coating  of  genuine  mastic  asphalte. 
This  flat  roof  can  be  approached  from  the  top  landing  by 
a  flight  of  easy  steps  or  stairs.  Not  only  does  such  a  roof 
give  a  more  even  temperature  to  the  rooms  under  it,  but  it 
affords  a  ready  escape  for  the  inmates  of  the  house  in  case 
of  fire.  It  is  also  cheaper  of  construction  than  an  ordinary 
slated  or  tiled  roof,  and  it  serves  as  a  pleasant  place  for 
recreation,  or  even  as  a  garden  or  drying-ground,  which  is 
not  so  likely  from  its  position  to  become  contaminated 
with  refuse  or  other  filth  as  would  be  a  similar  convenience 
at  the  back  of  the  dwelling  on  the  ground  level.  Such  a 
roof  also  gives  a  splendid  vantage  point  from  whence  a 
fireman  can  direct  his  hose  upon  any  adjacent  burning 
building,  an  advantage  which  those  who  have  had  to  cope 
with  the  extinction  of  fires  can  readily  appreciate. 

At  the  back  of  the  house  there  should  be  a  courtyard 
paved  with  asphalte,  not  the  usual  nondescript  so-called 
garden,  which  is  made  the  receptacle  of  half  the  filth  of 
the  house,  and  where  in  addition  are  frequently  kept  sundry 
offensive  smelling  animals.  The  amount  of  space  necessary 
for  a  real  garden  is  usually  quite  out  of  the  question,  where 
the  first  cost  of  the  land  and  the  buildings  have  to  be  con- 
sidered. 

A  small,  cleanly  kept,  well  paved,  open  space  at  the  back 
of  a  dwelling  is  far  healthier  than  a  larger  but  foul  smelling 
one ;  and  in  the  majority  of  hundreds  of  small  houses  I 


have  visited,  I  have  found  that  the  larger  spaces  behind 
dwellings  of  this  class  are  but  depots  for  storing  filth.  It 
is  ako  difficult  to  ensure  that  the  space  thus  provided  will 
not  be  built  upon  at  some  future  period,  and  the  object  of 
securing  a  sufficiency  of  pure  air  space  is  thus  defeated. 
A  narrow  street  at  the  back  of  the  house  is  a  great  advan- 
tage if  it  is  well  lighted  and  constantly  cleansed.  The 
scavengers"  cart  can  pass  through  this  street,  thus  avoiding 
the  necessity  of  carrying  the  house  refuse  through  the 
house  to  it,  and  the  main  sewer,  water,  and  gas  services 
can  also  be  laid  in  it,  the  advantages  being  obvious. 

Plenty  of  air  space  should  be  found  in  the  front  of  the 
house,  as  no  street  should  be  permitted  to  be  constructed 
of  less  than  40  feet  in  width  ;  the  pathways  should  be  broad 
and  well  paved.  Public  parks  and  playgrounds,  tastily 
planted  boulevards  or  wide  streets,  and  free  recreation, 
such  as  music  and  flower  shows,  should  tempt  the  people 
out  to  get  the  fresh  air  that  is  so  beneficial  to  them. 

Upon  the  back  yard  I  have  described  should  open  the 
doors  of  the  wash-house,  the  scuUery,  the  w.c,  and  any 
other  offices  there  may  be.  No  fixed  dustbin  should  be 
allowed  ;  the  daily  refuse  should  be  placed  in  a  galvanised 
iron  bucket  or  pail,  and  the  scavengers'  cart  should  pass 
each  day  at  or  about  some  fixed  hour,  when  the  occupant 
of  the  house  could  easily  carry  out  the  bucket,  and  empty 
its  contents  into  the  cart.  Fixed  dustbins,  except  for  large 
establishments,  are  a  dangerous  nuisance,  as  they  are  diffi- 
cult to  empty  and  to  clean. 

Next  in  importance  to  that  of  the  question  of  the  water 
supply,  the  position  and  condition  of  the  drain  and  w.c.  of 
every  house  may  be  considered  as  the  keynotes  upon  which 
the  sanitary  condition  of  that  house  turns. 

For  this  reason  the  w.c,  should  be  at  the  back  of  the 
h'use,  and  open  on  to  the  yard  so  as  to  ensure  iso- 
lation, its  floor  may  be  a  continuation  of  the  asphalte 
paving  of  ihe  yard,  the  pan  and  apparatus  cannot  be  too 
simple  ;  there  are  a  great  number  of  the  clean  flush  type  of 
closets  to  be  seen  in  this  Exhibition,  without  valves,  pans 
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or  impediments  of  any  kind,  and  one  of  these  could  be 
used  advantageously  and  economically.  The  water  supply 
for  flushing  must  be  ample,  and  come  from  a  sufficient 
height,  and  through  an  inch  and  a-half  pipe  at  least,  a 
bucket  of  water  thrown  in  by  hand  is  a  better  flush  than 
that  so  often  given  by  one  of  the  now  so  g^enerally  used 
two-gallon  waste-preventing  cisterns,  through  too  small  a 
pipe  and  insufficient  head 

The  main  sewer  should,  if  possible,  be  at  the  back  of 
the  house  for  two  important  reasons:  first,  because  the 
drain  need  not  then  pass  under  the  house,  and  secondly, 
that  of  economy,  as  less  length  of  drain  is  required 

If  it  is  unavoidable  that  the  drain  should  pass  under 
the  house,  then  it  must  be  completely  surrounded  by  eood 
cement  concrete  and  relieving  arches  turned  to  any  walls 
passing  over  it  In  America,  iron  pipes  are  used  under 
houses,  but  this  would  add  to  the  cost  of  the  cheap  house  I 
am  describing.  The  drain  must,  of  course,  be  efficiently 
trapped  and  severed  from  that  common  enemy  the  public 
sewer. 

Although  it  is  sometimes  argued  that  a  water  seal  is  not 
a  safeguard,  it  is  the  best  with  which  we  are  at  present 
acquainted,  and  if  supplemented,  as  it  of  course  must  be, 
by  a  fresh  current  of  air  constantly  passing  through  the 
house  drain,  no  evil  consequences  need  be  feared.  For 
this  purpose  the  trap  should  be  a  "Buchan"  or  other 
similar  syphon  with  a  good  cascade  action  to  prevent 
chokage,  its  position  being  guided  by  circumstances,  the 
drain  should  not  end  at  the  closet,  but  be  carried  up  open 
its  full  diameter  to  a  safe  position  above  the  house,  an 
inlet  for  fresh  air  being  provided  on  the  house  side  of  the 
trap.  There  are  many  simple  methods  of  effecting  this 
which  are  too  numerous  to  mention  in  a  Paper  of  this 
description,  but  a  diagram  which  I  produce  will  explain 
one  or  two  modifications  of  the  system. 

The  sink  in  the  scullery  or  kitchen  should  be  one  of  the 
many  glazed  stoneware  patterns,  not  stone  or  cement,  and 
the  pipe  leading  from  it  should  empty  into  a  pit  covered 
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with  a  grating  and  provided  with  a  syphon,  or,  still  better, 
to  a  simple  form  of  grease-irap,  which  can  be  purchased  for 
a  few  shillings  ;  the  rain  water  down-pipes  must  of  course 
also  empty  themselves  on  to  or  near  open  gratings,  and 
must  on  no  account  be  connected  directly  with  the  drain. 

The  water  supply  should  be  constant,  so  as  to  avoid  the 
necessity  of  storage  ;  but  if  it  is  unfortunately  intermittent, 
then  the  cistern  must  be  placed  in  such  a  position  as  to  be 
easily  seen  and  cleansed,  as  it  is  surprising  into  what  a  filthy 
state  these  receptacles  can  get  before  it  is  discovered  ; 
under  no  circumstances  should  the  same  cistern  be  used 
for  flushing  the  W.c,  and  for  household  purposes,  and 
the  waste  or  overflow  should  empty  through  the  wall  into 
the  open,  and  not  into  the  drain. 

The  above  requirements  for  a  sanitary  house  are  all 
perfectly  simple,  and  are  not  prohibitive  of  strict  economy 
in  its  erection  ;  why  is  it,  therefore,  that  they  arc  not  built  ? 
The  reasons  are  many  and  various,  but  I  believe  the  prin- 
cipal ones  may  be  summarised  as  follows  : — 

(i)  The  avarice  of  the  builder.  So  long  as  he  can  sell  or 
let  cheap  houses,  built  with  hidden  defects,  so  long  will 
they  continue  to  be  erected. 

(2)  The  ignorance  both  of  builders  and  tenants.  If  the 
latter  were  educated  in  the  simplest  rudiments  of  structural 
sanitation  at  the  Board  schools,  and  in  other  manners,  the 
former  would  soon  learn  that  their  ignorance  or  cupidity 
did  not  pay,  and  they  would  very  speedily  find  out  the 
remedy. 

(3)  The  want  of  sufficient  supervision  by  the  officers  of 
the  sanitary  authority.  This  arises  in  no  way  from  the 
fault  of  the  officers  themselves,  but  from  the  insufficiency  of 
the  staff  employed.  Any  one  practically  acquainted  with 
the  science  of  building  will  know  that  if  a  builder  or  one  of 
his  men  wish  to  evade  or  to  scamp  any  particular  portion 
of  his  work,  what  close  watching  and  irksome  prying  and 
investigation  are  necessary,  even  with  a  clerk  of  works 
constantly  on  the  look-out.  How  much  more  difficult  is 
it  then  for  the  officer  of  the  sanitary  authority,  even  i  -here 
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they  really  wish  to  see  their  bye-!aws  enforced,  to  watch  so 
closely  as  to  prevent  any  of  the  99  clauses  of  the  model 
bye-laws  being  infringed 

A  change  is  certainly  required  in  the  present  machinery 
and  manner  of  the  inspection  of  buildings  in  course  of 
erection,  and  until  a  large  staff  of  inspectors  or  sanitary 
police,  or  some  such  officials,  are  employed,  very  little  real 
advancement  will  be  made  with  the  sanitation  of  buildings. 
To  secure  this  adequate  supervision,  a  fee  might  be  charged 
by  the  sanitary  authority  to  the  builder  or  owner,  and 
although  any  provision  which  might  increase  the  cost  of 
construction  of  the  house  is  undesirable,  the  extra  cost  of 
such  inspection  would  be  too  small  to  be  appreciable,  while 
the  advantages  would  be  not  only  considerable  to  the  com- 
munity, as  tending  to  improve  the  public  health,  but  also 
to  the  owner  of  the  house,  as  ensuring  good  honest  work 
for  his  money.  In  larger  and  more  expensive  buildings, 
this  supervision  is  generally  exercised  by  the  architect,  but 
as  a  rule  no  architect  is  employed  to  supervise  the  erection 
of  small  houses,  though  in  many  cases  he  may  have  pre- 
pared the  plans,  and  the  builder  is  accordingly  left  almost 
entirely  to  his  own  devices  with  frequently  unfortunate 
results. 


DISCUSSION. 


Prof.  Sir  Henry  Acland,  K.C.B.,  M.D.,said  he  came  to 
the  conference  principally  to  testify  his  respect  and  homage 
for  that  great  institution,  which  those,  like  the  Chairman 
and  himself,  who  had  known  in  various  ways  something  of 
Sanitary  work  for  the  last  forty  years,  were  filled  with 
astonbhment  and  satisfaction  to  witness  this  day.  He 
desired  to  pay  his  respect  to  the  Chairman  for  his  attention 
to  this  great  subject,  and  to  Dr.  Wilson,  than  whom  there 
was  no  one  better  acquainted  with  the  wants  of  the 
population  in  the  rural  districts.  He  might  remark  that 
he  left  an    Examination   for   medical  degrees  at  Oxford 
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that  afternoon  whilst  all  the  candidates  were  actually 
writing  a  paper  on  the  subject  of  Public  Health ;  for 
he  was  glad  to  say  that  no  physician  would  ever  graduate 
in  Oxford  who  had  not  passed  not  only  a  scientific  but 
a  practical  examination  in  Sanitary  Subjects,  The  two 
papers  they  had  just  heard  were  in  a  certain  sense  typical 
of  the  present  position  of  this  matter.  They  rather  left 
the  general  principles  and  bristled  with  details  of  the  facts 
which  had  to  be  attended  to.  They  had  now  done  with 
the  question  of  the  importance  of  sanitary  knowledge. 
That  was  a  thing  of  the  past,  for  everybody  acknow- 
ledged the  importance.  The  only  question  which  re- 
mained, was  what  was  to  be  done,  how  it  was  to  be  done, 
and  how  much  was  to  be  enforced.  On  the  last  two  points 
he  was  sorry  to  say  they  were  still  in  some  ignorance. 
Coming  up  in  the  train  he  was  much  amused  at  reading 
an  article  in  the  leading  journal  full  of  amusing  satire  on 
the  condition  of  Oxford  with  respect  to  its  water  supply, 
and  it  richly  deserved  it.  The  reason  of  this  was  that 
the  subject  had  been  progressive,  and  there  had  not 
been  adequate  knowledge  on  the  part  of  those  who  had 
in  their  hands  the  framing  of  the  laws  to  guide  them,  even 
if  they  had  the  power,  For  several  years  they  had  had  the 
power  on  the  whole,  and  notwithstanding  what  they  heard 
from  Dr.  Wilson  and  Mr.  Boulnois,  he  believed  that  if  the 
powers  they  possessed  were  utilised  by  an  intelligent  people 
there  would  be  very  little  to  complain  of.  He  was  tolerably 
familiar  with  the  condition  of  the  rural  districts  in  many 
parts  of  England,  and  had  also  some  knowledge  of 
certain  portions  of  the  east  of  London.  The  Chairman 
might  be  said  to  represent  the  widest  and  most  difficult 
parts  of  this  problem,  for  it  was  he  who  built  the  Herbert 
Hospital  many  years  ago,  and  Dr.  Wilson  had  drawn 
attention  to  many  of  the  rural  details.  But  it  was  not 
knowledge  that  was  wanted,  either  of  principles  or  details, 
so  much  as  tlie  knowledge  of  how  to  get  those  things 
done  which  were  required.  To  take  one  small  case 
an  example :  Dr.  Wilson  had  referred  to  the  necessity 
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buckets  being  provided  for  wells,  because  dirty  buckets 
were  now  constantly  made  use  of.  He  mentioned  such  a 
thing  as  this,  because  if  he  must  venture  to  make  a 
criticism  concerning  the  Central  Administration,  it  would 
be  that  it  was  not  always  those  who  drafted  Acts  of 
Parliament,  who  knew,  as  Dr.  Wilson  did,  exactly  the 
little  matters — "the  linch-pins  " — which  had  to  be  at- 
tended to — which  were  not  very  many — but  which 
were  of  the  utmost  importance,  Mr.  Boulnois  said  it  was 
desirable  that  instruction  in  Sanitary  matters  should  be 
given  in  Board  schools.  This  was  a  pregnant  and  sound 
obser\-ation.  He  was  satisfied  that  no  compulsory  laws 
would  ever  get  this  matter  right,  it  could  only  be  done 
by  the  increasing  knowledge  of  the  people.  There  was  in 
the  Exhibition  a  great  department  about  which  he  had 
heard  unwise  jokes,  the  educational  apparatus,  but  it  was 
simply  by  education  that  the  thing  would  be  understood. 
It  was  not  by  compulsion  that  the  people  would  be  kept 
clean,  but  by  their  personal  knowledge  and  their  personal 
character.  Character  was  gained  by  striving  and  strug- 
gling with  difficulties.  High  character  was  often  found  in 
the  poorest  populations.  But  no  struggling  with  difficul- 
ties, no  suffering  in  illness  not  relieved,  would  educate 
the  people,  or  keep  them  strong,  or  give  them  knowledge. 
They  must  get  true  education,  and  he  believed  that  Exhi- 
bition would  educate  them  in  some  things  as  the  world 
never  had  been  educated  before.  There  was,  no  doubt, 
the  need  of  power  to  do  things  as  a  community,  which  as 
individuals  they  could  not  do.  No  individual  could  ever 
enforce,  execute,  or  maintain  a  great  system  of  drainage ; 
it  must  be  done  by  the  rates,  and  done  under  the  law. 
This  must  be  carried  out  by  compulsion.  All  individual 
exertion  would  rest  with  the  people,  but  the  carrying  out 
of  great  works  must  depend  upon  improving  the  education 
of  the  legislators.  Before  sitting  down  he  would  add  that 
economy  was  necessary  in  this  matter,  and  that  those  who 
saw  the  evil  and  loss  by  disease  which  resulted  from  un- 
sanitary conditions,  were  bound  not  to  endeavour  to  enforce 


on  the  people  anything  not  absolutely  necessary.  He 
sincerely  hoped  that  in  the  Exhibition  not  only  what  was 
necessary  would  be  learnt,  but  also,  and  in  many  cases,  how 
little  was  sufficient  to  make  a  house  decent,  and  to  keep  it 
as  it  should  be  kept,  without  endeavouring  to  impose  on 
the  owners  or  occupiers  costly  things  difficult  to  obtain, 
and  complicated  things  which  it  was  difficult  to  keep  in  I 
order. 

Sir  Robert  RawlINSON,  C.B.,  said  that  he  regretted 
he  had  not  had  the  privilege  of  hearing  the  papers,  bat  ' 
agreed  most  heartily  with  Sir  Henry  Acland  that  sanitary 
progress  must  be  a  matter  not  of  State  compulsion  but  of 
education  ;  and  he  would  appeal  to  the  ladies  present  on 
that  subject,  because  it  was  one  in  which  female  energy 
must  come  to  the  front  There  were  several  causes  from 
which  the  working  man's  house  might  be  rendered  unfit 
for  habitation :  the  man  himself  might  be  worthless  ;  he 
might  not  take  the  whole  of  his  wages  home  to  his  wife ; 
but  if  the  house  was  slatternly,  if  it  was  a  slovenly,  dirty 
place,  the  chief  blame  rested  on  the  woman.  It  was  her 
duty  to  keep  her  house  clean,  and  where  a  working  man's 
wife  was  industrious,  attentive,  and  cleanly,  and  took 
care  that  her  husband  had  a  comfortable  meat  as  far 
as  her  means  would  allow,  that  was  one  of  the  roots  of 
sanitary  progress.  The  extravagance  of  sanitary  works 
had  been  alluded  to  by  the  last  speaker,  and  he  was 
bound  to  tell  the  meeting  that  sanitary  plans  and  esti- 
mates came  before  him,  which  often  staggered  him  by 
their  extravagance.  Instead  of  the  works  being  more 
economical,  he  was  positively  appalled  at  the  estimates 
brought  before  him  for  sewerage  and  drainage.  Only  that 
week  he  had  to  examine  an  estimate  for  the  sewerage  of  ft 
population  not  exceeding  4000,  the  amount  of  which  was 
75,CXX)/.  Again,  Local  Boards  were  independent  in  a  ' 
measure,  when  the  General  Board  had  once  given  its  sanc- 
tion ;  and  these  Local  Boards  thrcughout  the  country — for 
there  was  one  everywhere  now — who  were  elected  by  the 
ratepayers,  were   sometimes   constituted   of  persons  who 
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were  either  ignorant  of  the  duties  they  had  to  perform,  or 
careless.  The  works  were  let  to  a  contractor.  The  local 
surveyor,  again,  might  be  either  ignorant  or  careless,  and 
the  Local  Board  did  not  take  care  to  see  how  the  work 
was  going  on,  what  the  extras  were,  and  consequently 
the  eslimates  were  exceeded  by  a  third,  a  half,  and 
sometimes  were  even  doubled.  Then,  if  disputes  arose, 
the  law  made  provision  by  which  they  were  to  be  settled 
under  the  Lands  Clauses  Consolidation  Act,  and  any- 
thing more  roundabout,  or  extravagant  than  the  process 
under  that  Act  never  existed.  He  had  abstracted  cases 
recently  where  it  cost  75;^  to  settle  a  dispute  of  50/. ; 
where  there  was  a  dispute  of  1000/.,  the  costs  ran  up 
to  350/. ;  but  in  a  recent  case  to  settle  a  claim  for  extras 
amounting  to  about  700/.  the  costs  exceeded  5000/.  These 
things  were  constantly  coming  before  him,  and  he  did  not 
exactly  see  what  remedy  could  be  applied.  Englishmen 
claimed  to  be  free  to  do  as  they  hkcd,  to  exercise  local  self- 
government  ;  and  if  a  Local  Board,  or  if  two  men  dispute 
about  anything  in  the  shape  of  a  contract  they  must  settle 
it  by  arbitration.  But  when  it  was  once  brought  to  arbi- 
tration there  was  no  limit  to  the  employment  of  what  were 
technically  termed  experts  ;  and  he  was  sorry  to  say  you 
could  get  professional  experts  who  would  appear  on  either 
side,  and  of  course  as  both  sides  could  not  be  right  they 
were  willing  to  swear  black  on  one  side  or  white  on  the 
other.  He  mentioned  these  things  because  he  knew  he 
was  speaking  to  gentlemen  who  were  leaders  in  this  great 
sanitary  movement,  and  he  was  pouring  forth  his  grumble 
and  exhibiting  his  helplessness  in  the  hope  that  it  might 
be  taken  up  earnestly  by  Sanitary  Associations,  and  that 
in  some  way  a  remedy  might  be  devised.  For  every  evil 
there  ought  to  be  a  remedy,  and  he  thought  he  could  see 
the  way  in  which  many  of  these  disputes  might  be  settled 
economically  and  with  great  advantage  ;  but  when  he  had 
ventured,  in  the  pursuance  of  his  duty,  to  bring  about  a 
settlement  of  this  kind,  he  had  been  told  at  head-quarters 
that  he  had  done  a  very  unofficial  thing,  and  that  the  law 
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did  not  justify  him  in  so  doing.  To  give  an  example  he 
was  lately  holding  an  inquiry  about  certain  road  improve- 
ments in  a  district  in  Devonshire  which  was  growing  up 
from  a  mere  rural  village  into  a  seaside  summer  resort. 
There  were  several  parties  concerned  ;  and  the  scheme  wa8 
for  widening  the  old  rural  woods,  taking  off  the  frontages 
to  throw  into  the  street,  and  he  was  there  to  carry  out  the 
inquiry  preliminary  to  a  provisional  order  to  enable  the 
Local  Board  to  buy  the  sites  compulsorily,  as  in  no  case 
could  they  agree  satisfactorily  with  the  owners.  He  held 
the  inquiry  ;  and  then  told  the  parties,  who  happened  to 
all  present,  that  he  should  report  in  favour  of  the  improve! 
ments,  and  that  if  they  opposed  further,  the  next  thing 
would  be,  that  the  Local  Board  would  have  power  to  tak« 
the  land  compulsorily,  which  they  could  only  do  after  a 
legal  trial,  an  arbitrator  would  be  appointed,  there  woul< 
be  witnesses  on  both  sides,  and  it  was  impossible  to  sa] 
what  the  expenses  would  be.  Then  he  went  on  to  say  that 
he  was  a  surveyor  who  understood  values,  and  if  all  the 
parties  would  consent  to  abide  by  his  decision  he  would  go 
out  on  to  the  roads,  look  at  all  the  properties  and  give 
his  decision,  and  the  whole  thing  might  be  settled  before  he 
left  the  town  without  costing  them  sixpence.  He  was  happy 
to  say  that  that  was  accomplished,  but  it  was  not  legal. 
There  was  nothing  absolutely  illegal  in  it,  so  long  as  all 
parties  consented,  but  the  law  had  made  no  provision  for 
such  a  thing.  But  he  knew  in  many  cases,  if  the  Inspectors 
of  the  Local  Board  were  empowered  by  Parliament, 
and  if  it  was  part  of  their  duty  to  put  such  a  proposition 
when  they  held  an  inquiry,  and  ask  the  parties  if  they 
would  accept  such  a  decision  as  finally  binding,  thousands 
of  pounds  might  be  saved  and  nobody  would  be  any 
worse,  in  fact  everybody  would  be  better.  There  was  no 
advantage  whatever  in  extravagant  expenditure,  and  if 
ICXXd/.  were  unnecessarily  spent  in  settling  a  dispute,  yoii 
might  just  as  well  throw  so  much  money  into  the  middle 
of  the  Atlantic.  For  his  part  he  did  not  believe  that  even 
the  witnesses  were  benefited  by  the  fees  they  received. 
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Dr.  W.  N.  ThuRSFIELD,  said  he  wished  to  add  his  testi- 
mony to  what  had  been  already  said  of  the  limited  usefulness 
of  the  Public  Health  (Water)  Act  Good  water  was  a  most 
desirable  thing,  but  bad  water  was  very  common,  especially 
in  isolated  houses  in  the  rural  districts.  It  was  one  of 
those  defects  with  reference  to  which  there  was  less  direct 
compulsory  power  than  in  almost  anything  else.  There 
was  a  general  idea  that  where  a  house  was  unprovided  with 
a  proper  supply  of  potable  water  within  reasonable  distance 
the  Sanitary  Authority  had  power  to  call  on  those  re- 
sponsible to  provide  the  water.  Theoretically  they  had, 
but  when  they  came  to  enforce  their  powers  there  was  a 
difficulty.  The  law  provided  that  if  the  person  responsible 
for  providing  water  failed  to  do  so  after  notice,  the  course 
for  the  Sanitary  Authority  was  not  to  summon  the  person 
responsible  to  show  cause  why  it  had  not  been  done,  but 
to  carry  out  the  work  themselves  and  recover  the  expense. 
But  the  expense  which  could  be  so  recovered  was  strictly 
limited,  in  ordinary  cases,  to  a  few  shillings  over  8/. ;  and 
the  utmost  they  could  recover,  with  the  special  consent  of 
the  Local  Government  Board,  was  a  little  over  12/.  in  the 
case  of  any  one  house  Now,  considering  the  uncertainty 
and  expense  attending  such  an  operation  as  well  sinking,  it 
was  not  to  be  wondered  at  that  he  had  not  been  able  to 
find  any  case  where  these  compulsory  powers  had  been 
put  in  force.  He  had  known  thousands  of  cases  where  the 
prestige  of  the  Act  had  been  sufficient,  and  where  notices 
served  under  it  had  been  followed  by  the  provision  of  a 
proper  water  supply.  The  Act  introduced  by  Mr.  Brown 
was  also  doing  much  good,  by  securing  that  no  new  house 
could  be  occupied  in  a  rural  district,  unless  a  certificate 
had  been  obtained  that  there  was  available,  within  a 
reasonable  distance,  a  good  supply  of  wholesome  water. 
The  appreciation  of  the  necessity  for,  and  the  precautions 
essential  in  order  to  obtain,  good  water  was  very  much  a 
matter  of  education,  like  everything  else  connected  \ 
sanitary  work,  and  as  a  rule  where  water  was  obtain) 
at  all  by  well   sinking,  good   water   could    be   as 
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obtained  as  bad ;  and  the  reason  why  bad  water  was  tlie 
rule  and  not  the  exception,  was  that  no  care  was  exercised 
in  selecting  the  spot  at  which  to  sink  the  welL  The  only 
thought  appeared  to  be  convenience  of  access,  and  no  care 
was  taken  to  protect  the  well  from  surface  filtration,  and 
bad  water  was  often  obtained  where  good  water  could  be 
had  for  the  same  expense. 

Dr.  Woodford  said,  the  admirable  paper  by  Dr.  Wilson 
covered  nearly  the  whole  ground  on  which  he  could  offer 
any  remarks  ;  but  one  point  had  struck  him  which  he  had 
long  thought  would,  if  carried  out,  be  a  valuable  improve- 
ment in  the  Public  Health  Act,  namely,  the  abolition  of 
the  existing  distinction  between  the  powers  of  urban  and 
of  rural  authorities.  His  own  district  included  eight  rural 
and  four  urban  districts,  and  after  much  delay,  limited 
urban  powers  had  been  obtained  for  five  of  the  former, 
being  in  fact  the  five  in  which  alone  building  was  going 
on  to  any  great  extent ;  but  those  powers  were  not  granted 
until  a  great  part  of  the  mischief  had  been  done.  Houses 
had  been  built  almost  to  the  full  extent  of  the  requirements 
of  the  respective  neighbourhoods,  and  sometimes  beyond, 
often  in  the  worst  style  of  jerry-building  ;  and  then,  when 
the  mischief  was  done,  and  when  lie  had  again  and  again 
brought  the  matter  under  the  consideration  of  the  various 
sanitary  authorities,  they  were  induced  to  apply  for  urban 
powers.  In  twelve  months  time  those  powers  were  granted, 
and  in  another  twelve  months  they  got  the  bye-laws 
sanctioned ;  but  by  that  time  no  further  houses  were 
wanted,  and  none  were  likely  to  be  wanted  for  some  years. 
Had  this  distinction  not  existed  in  the  first  instance,  and 
had  the  Sanitary  Authorities  of  the  rural  districts  possessed 
power  under  the  Public  Health  Act  to  regulate  the  con- 
struction of  new  houses,  they  would  have  been  able  to 
deal  with  the  matter  ab  initio,  and  the  mischief  would  have 
been  prevented.  Then  with  regard  to  the  definition  of 
the  word  "nuisance."  In  the  91st  section  of  the  Public 
Health  Act  there  were  certain  things  specified  as  being 
nuisances,  but  some  most  important  sanitary  shortcomings 
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were  omitted,  as  to  which  (directly  resulting  injury  to 
health  being  often  incapable  of  proof),  it  was  very  difficult 
to  persuade  a  rural  Bench  that  they  were  in  themselves 
nuisances  with  which  they  had  power  to  deal.  That  had 
occurred  with  him  so  frequently  as  to  induce  him  practically 
to  keep  as  far  away  from  the  rural  magisterial  Bench  as  he 
could,  and  to  rely  more  on  talking,  and  a  little  gentle  • 
bullying,  to  do  his  work.  Whenever  any  alteration  were 
made  in  the  Public  Health  Act,  he  trusted  this  would  not 
be  overlooked.  If  it  were  distinctly  provided  that  wherever 
a  house  had  such  sanitary  fittings  as  by  their  mode  of 
connection  with  drains,  sewers,  or  cesspits  permitted  the 
ingress  of  foul  air  into  it,  or  as  were  likely  to  pollute  the 
water  through  their  improper  construction  or  their  position 
as  regards  the  well,  the  Sanitary  Authority  should  have 
power  to  interfere,  it  would  be  a  very  valuable  addition  to 
their  powers,  and  would  enable  them  to  deal  with  many 
cases  of  ^unsanitary  conditions  which  w^ere  the  cause  of 
much  ill  health,  not  only  among^st  the  poor  but  amongst 
those  higher  in  the  social  scale.  While  the  sanitary 
defects  of  cottages  were  bad  enough,  they  were,  with  the 
exceptions  of  defective  ventilation,  damp,  and  dilapidation 
(the  last  two  being  not  unfrequently  held  by  "Petty 
Sessions  "  as  not  coming  within  the  scope  of  the  Public 
Health  Act)  for  the  most  part  outside  the  houses ;  whilst 
in  country  mansions  and  suburban  villas  the  sanitary' 
defects  were  within  as  well  as  without,  and  you  frequently 
found  a  low  state  of  health  clearly  traceable  to  those 
conditions.  He  should  like  also  to  add  his  voice  in 
support  of  Sir  Henry  Acland's  remarks  as  to  the  extreme 
importance  and  value  of  sanitary  instruction  to  the  young 
as  well  as  to  adults.  Until  the  elements  of  sanitary  know- 
ledge were  taught  in  the  primary  schools,  and  the  children 
of  the  poor  were  made  to  understand  and  value  personal 
cleanliness,  wholesome  houses  and  surroundings,  and  the 
necessity  of  utterly  eschewing  the  abominable  habit,  so 
common  in  rural  districts,  of  depositing  all  their  refuse 
within  the  shortest  possible  distance  of  the  back  door,  they 


could  not  expect  any  material  improvement  In  the 
appreciation  or  practice  of  domestic  sanitation  in  the  years 
to  come. 

Dr.  Alfred  Carpenter  said  he  would  refer  at  once  to 
the  necessity  for  education  which  had  been  so  well  alluded 
to  already.  It  was  perfectly  useless  to  have  bye-laws 
or  sanitary  regulations  without  they,  who  had  to  see 
that  they  were  enforced,  themselves  understood  the  object 
for  which  they  were  imposed.  Twenty  years  ago  he 
endeavoured  to  press  upon  the  attention  of  his  own 
Local  Authority  some  of  these  first  principles  which  were 
now  generally  becoming  understood ;  and  the  Local 
Board  was  greatly  in  advance  of  public  opinion,  and 
had  bye-laws  which  carried  out  ail  those  regulations 
which  had  been  so  strongly  Insisted  upon  by  the  readers 
of  the  Papers.  These  bye-laws  were  enacted,  but  the 
people  did  not  understand  the  use  of  them,  and  they 
were  not  carried  into  effect,  the  laws  were  dead  letters. 
Even  the  inspectors  did  not  understand  the  principles  upon 
which  they  were  based,  and  consequently  looked  upon  them 
as  fads,  and  did  not  see  that  they  were  carried  out  So 
long  as  this  state  of  things  continued,  as  a  matter  of  course, 
in  spite  of  such  regulations  being  on  the  statute  book, 
unhealthy  conditions  continued.  No  doubt  the  great  cost 
of  sanitary  work  was  a  great  impediment  to  progress, 
because  when  certain  arrangements  were  proposed  to  be 
carried  out  in  his  own  district,  and  the  time  for  elections 
came  round  the  owners  and  small  proprietors  went  round 
to  their  own  tenants,  and  told  them  they  must  take  care  not 
to  elect  such  and  such  men  to  Local  Boards,  or  otherwise  the 
rents  would  be  raised,  because  they  could  not  afford  to 
carry  out  these  improvements  or  alterations  without  in- 
creasing the  rents  ;  and  the  result  was  obstruction,  arising 
entirely  from  ignorance  of  what  was  wanted.  As  a  rule, 
correct  sanitary  principles  were  simple,  and  were  not  any- 
thing like  so  expensive  as  they  were  proposed  to  be  made 
by  those  who  were  sometimes  called  sanitary  engineers, 
who  went  in  for  making  a  big  job  instead  of  simply  cany- 


4 

I 


Discussion,  87 


ing  out  health  principles.    Again,  many  people  were  always 
calling  out  for  Parliament  or  for  the  State  to  do  a  deal 
of  work   which    belonged    to   the   occupier  to    do ;    he 
thought  they  should  set  their  faces  against  this  principle  of 
compulsion  being  carried  to  an  extreme,  and  by  the  action 
of  the  local  authorities  doing  the  work  ;  but  should  rather 
make  the  people  themselves  do  it.     He  contended,  it  was 
a  mistake  for  a  few  people  in  a  district  to  raise  a  great 
cry  for  more  power,  for  the  purpose  of  compelling  other 
people  to  do  what  was  best ;  and  it  was  much  better  to 
educate  the  people,  to  show  them  that  they  were  only 
asked  to  do  what  was  right  and  in  their  own  interests,  and 
then  compulsion  would  be  unnecessary,  and  much  expense 
would  be  saved.      The  question   of   cubical   space  was 
alluded  to  in  one  of  the  papers,  and  no  doubt  it  was  very 
important ;  but  certain   rules  were  laid   down  which,  if 
carried  out,  would  render  the  first  cost  of  cottage  property 
so  great  that  it  would  be  almost  impossible  to  have  the 
people  housed.     This  question  depended  much  more  on 
ventilation  than  on  the  size  of  the  rooms.     For  the  purpose 
of  keeping  rooms  healthy,  the   main  thing  requisite  was 
a  perfect  and  continuous  inspection  by  the  Local  Authority, 
so  that  the  necessary  arrangements  for  healthy  conditions 
should  not  be  set  aside.    The  inhabitants  of  cottage  houses 
were  not  very  fond  of  having  those  arrangements  which 
tended  to  prevent  the  warmth  of  the  building  being  kept  up, 
and  therefore  they  stopped  ventilation    whenever    they 
could,    and    the    same  thing    applied    to    all    the    other 
arrangements ;  if  they  were  not  continually  looked  after, 
it  was  quite  certain  that  in  a  short  time  they  would  be  put 
on  one  side.    Constant  inspection  was  required  to  keep  the 
people  up  to  the  mark,  by  persuasion  if  possible,  and  if  not 
by  summoning  them  at  the  petty  sessions.      The   more 
these  matters  were  considered  and  discussed  by  the  public 
themselves,  the  better  chance  would  there  be  of  enlisting 
public  opinion  in  their  favour.     He  had  had  his  windows 
broken   for  attempting  to  teach  the  people  before  they 
were  ready  to  be  taught,  which  convinced  him  that,  if  the 
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regulations  of  the  Local  Authority  were  too  far  in  advance 
of  public  opinion,  they  could  not  be  carried  out. 

Sir  Thomas  AcLAND,  Bart.,  M.P.,  said  he  came  there  to 
learn,  and  he  certainly  learnt  that  great  progress  was  being 
made  in  the  minds  of  those  who  had  been  sanitary  workers, 
and  they  were  really  now  looking  at  the  fundamental  work 
which  had  to  be  done,  which  was  to  educate  the  public. 
He  was  asked  by  the  Chairman  to  speak  from  the  point  of 
view  of  a  landowner,  and  he  must  acknowledge  that  he 
belonged  to  a  class  which  required  a  great  deal  of  educa- 
tion ;  but  they  were  not  all  quite  so  stupid  as  some  people 
thought  He  was  not  a  sporting  man  himself,  but  he  must 
say  that  very  few  men  knew  as  much  about  their  properties 
as  the  masters  of  fox-hounds.  He  could  answer  for  one  or 
two  at  any  rate  who  knew  every  hole  and  corner  of  their 
property,  and  a  great  deal  about  the  people  who  lived 
there.  He  was  not  one  of  those  who  thought  that  land  was 
to  be  treated  like  any  other  chattel ;  there  were  certain 
duties  connected  with  the  ownership  of  land,  and  if  those 
duties  were  not  discharged  the  nation  had  a  right  to  take 
steps  that  they  should  be  discharged.  He  had  had  a  great 
advantage  in  the  way  of  getting  information  on  this  subject, 
both  from  the  Chairman  and  from  Sir  Robert  RawHnson, 
to  whom  everyone  connected  with  landed  property  had  the 
greatest  reason  to  be  grateful.  In  one  particular  case  he 
had  assisted  him  greatly  to  obtain  a  pure  water  supply 
very  economically.  He  would  also  remark  that  Mr.  Brown, 
Member  of  Parliament  for  Wenlock.  was  entitled  to  a  great 
deal  of  gratitude  for  the  amount  of  pains  he  took  to  get 
the  Act  passed  for  providing  the  water  supply.  Sir  Robert 
Rawlinson  also  contributed  very  much  to  the  efTbrts  of  the 
Committee,  and  so  did  Mr.  Glutton,  one  of  the  surveyors 
who  had  been  referred  to.  A  great  outcry  was  sometimes 
raised  against  centralisation,  which  very  often  arose  from 
ignorance  and  sometimes  from  worse  than  ignorance.  There 
was  great  jealousy  in  some  Local  Boards  of  the  central  office. 
But  he  remembered  Mr.  Tom  Taylor,  when  he  was  head  ol 
the  office,  said  his  constant  duty  was  to  prevent  people  in 
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the  country  borrowing  money  of  posterity  and  spending  it 
amongst  themselves,  and  very  often  doing  so  very  waste- 
fully.  Centralisation  was  wanted  first  of  all  to  teach  the 
local  sanitary  authorities  and  their  officers  what  was  already 
known  to  men  of  science,  and  so  to  circulate  the  knowledge 
through  the  diiTerent  localities.  Then  considerable  powers 
at  headquarters  were  required  not  so  much  to  enforce  com- 
pulsory powers  as  to  prevent  foolish  and  absurd  plans  being 
carried  out,  and  to  take  care  that  the  matter  should  be 
thoroughly  well  considered  and  understood  with  competent 
knowledge,  before  the  public  were  taxed,  or  posterity  bur- 
dened with  expenditure  which  only  benefited  a  few  persons 
in  the  present  day.  One  thing  which  had  not  been  referred 
to  was  the  qualifications  of  local  public  officers  who  were 
to  make  the  landowners  do  their  duty.  He  did  not  agree 
entirely  with  those  who  were  for  appointing  scientific 
gentlemen  to  go  down  into  the  country  with  strong 
powers.  He  had  the  greatest  respect  for  the  scientific 
men  who  carae  to  teach  them,  and  he  was  glad  to  see  that 
the  tone  of  the  majority  seemed  to  be  that  their  business 
was  not  so  much  to  compel  as  to  convince.  He  did  not 
quite  agree  with  those  who  said  that  Officers  of  Health 
should  not  have  private  practice,  for  he  believed  that  the 
well-educated  medical  men  of  the  country  were  capable  of 
doing  perhaps  a  great  deal  more  good  than  some  of  the 
scientific  gentlemen  who  had  never  got  into  practice.  What 
was  wanted  was  to  support  those  gentlemen,  to  inspect 
them,  and  see  they  did  their  work,  and  then  a  healthy 
feeling  of  public  opinion  would  be  created,  which  would 
prevent  any  loss  falling  upon  them  from  doing  their  duty. 
Then,  with  regard  to  the  qualifications  of  other  persons,  he 
wanted  to  see  some  statutory  power  which  should  re- 
quire an  educational  qualification  for  all  relieving  officers, 
nuisance  inspectors  and  surv'cyors,  and  others  employed  by 
Boards  of  Guardians.  He  heard  the  remark  made  in  the 
country  by  a  gentleman  who  was  not  a  political  liberal : 
that  there  is  one  indispensable  qualification  for  appoint- 
ment under  some  boards,  viz.,  that  the  candidate  must  have 


failed  in  mana^ng  his  own  business  before  he  is  entrusted 
with  public  business.  He  did  not  know  that  they  wanted 
any  kind  of  scientific  examinations,  but  there  should  be 
some  test  to  show  that  the  individual  had  had  a  good 
general  education  and  understood  those  fundamental  prin- 
ciples which  !ay  at  the  foundation  of  the  work  he  had  to  do. 
Then,  in  case  a  man  might  have  been  unlucky  enough  not 
to  have  gone  to  a  good  school  and  had  a  certificate,  there 
might  be  some  committee  under  the  Civil  Service  Com- 
missioners which  should  be  required  to  see  whether  the  man 
understood  thoroughly  the  practical  and  scientific  work  he 
had  to  do.  He  cordially  supported  the  opinion  that  it  was 
education  which  must  be  looked  to,  and  he  hoped  the  effect 
of  that  Exhibition  would  be  to  diffuse  that  knowledge 
throughout  the  country. 

Dr.  Alfred  Carpenter  asked  permission  to  state  that 
the  Sanitary  Institute  of  Great  Britain,  which  was  a  body 
embracing  the  majority  of  the  principal  sanitarians  of  the 
country,  had  appointed  a  Court  of  Examiners,  consisting 
of  eight  gentlemen,  all  eminent  in  the  sanitary  world,  who 
were  prepared  to  examine  persons  who  proposed  to  take 
the  office  either  of  Surveyor  or  Inspector  of  Nuisances,  and 
before  these  men  received  the  Certificate  of  the  Sanitary 
Institute,  tliey  had  to  prove  to  their  examiner's  satisfaction 
that  they  were  competent  to  perform  the  duties  they  under- 
took, and  he  could  speak  confidently  of  the  thoroughness 
of  that  examination. 

Mr.  E.  L.  Jacob  agreed  with  Dr.  Wilson,  that  the  dis- 
tinction at  present  existing  between  so-called  rural  and 
urban  districts  in  one  or  two  points  was  very  objection- 
able, and  ought  to  be  removed,  especially  in  the  power 
which  urban  authorities  possessed,  but  rural  authorities 
did  not,  to  make  bye-laws  regulating  the  sanitary  arrange- 
ments of  new  houses ;  consequently  the  rural  sanitary 
authorities  had  to  stand  by  and  see  houses  erected  with 
every  defect  conceivable,  and  then  afterwards  endeavour, 
often  in  vain,  to  get  them  remedied.  One  reason  which 
made  it  desirable  to  alter  the  law  was  this,  that  although 


the  Local  Government  Board  had  power  to  confer  these 
urban  powers  on  rural  authorities,  they  had  lately  adopted 
the  policy  of  refusing  to  do  so ;  and  although,  seven 
years  ago,  in  one  union  in  the  county  of  Surrey,  with  which 
he  was  connected,  they  granted  these  urban  powers  over 
new  buildings  for  every  parish,  some  of  which  had  only 
200  or  3c»  inhabitants,  they  had  lately  refused  to  grant 
them  in  another  union  in  the  county,  stating  that  it  was  not 
their  practice  to  give  these  powers  for  parishes  of  that  size, 
showing  plainly  that  a  change  of  policy  had  taken  place. 
As  the  result  of  that,  building  was  going  on  extensively  in 
some  of  those  parishes,  and  houses  were  being  built  which 
were  in  all  respects  as  bad  as  ihey  could  be.  As  regards 
the  Public  Health  (Water)  Act,  the  one  thing  which  limited 
its  application  very  much  was  that  the  maximum  cost 
which  the  sanitary  authority  was  entitled  to  put  the  owner 
to,  in  providing  a  water  supply,  was  too  low,  in  some  cases 
SI,  and  in  others  13/.,  and  there  were  many  districts  where 
wells  could  not  be  sunk  for  that  money.  He  was  thankful 
to  say  that  in  many  rural  districts  the  villages  were  getting 
the  water-supply  in  the  way  in  which  the  Rivers  FoUution 
Prevention  Commissioners  indicated  in  their  sixth  Report, 
vii.,  by  the  extension  of  the  mains  of  water  companies  in 
towns  to  the  rural  districts.  Companies  were  being  formed, 
vrith  Acts  of  Parliament,  for  supplying  groups  of  parishes, 
the  waterworks  were  established  in  the  most  suitable 
parish,  and  the  mains  were  carried  in  all  directions; 
and  thus  these  villages  obtained  the  supply  much  cheaper 
than  they  could  in  any  other  way.  As  regards  "  scaven- 
gering,"  and  the  systematic  removal  of  the  contents  of 
cesspits  in  villages  ;  where  there  were  no  sewers,  the  pail 
system  was  no  doubt  the  best,  if  the  Sanitary  Authorities 
would  contract  for  weekly  attention  to  these  pails.  Il 
was  a  great  misfortune  that  they  did  not  do  so  more,  and 
were  not  more  willing  to  spend  money  in  this  particular 
work.  In  many  villages,  in  Surrey,  he  had  persuaded 
the  authorities  to  undertake  it,  with  very  excellent  results, 
Di.  Wilson  had  alluded  to  a  dampness  of  the  subsoil,  and 
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the  benefits  arising  from  the  subsoil-drainage,  which  was  a 
most  important  point ;  but  he  regretted  to  say  that  in  the 
present  state  of  the  law  Sanitary  Authorities  had  not  power 
to  carry  it  out.  He  could  name  two  villages,  with  a  very 
damp  subsoil,  where  the  level  of  the  subterranean  water 
was  certainly  only  a  foot  or  two  below  the  surface,  and 
where  the  Sanitary  Authority  was  desirous  to  put  in  subsoil 
drains,  but,  doubting  their  powers  to  do  so,  applied  to  the 
Local  Government  Board,  and  were  told  that  they  could 
not.  When  the  Public  Health  Act  was  amended,  that  was 
an  important  point  to  be  considered.  With  regard  to  the 
education  of  the  people,  to  which  some  of  the  previous 
speakers  had  alluded,  he  would  say  that,  although  the 
practical  work  of  inspectors  and  medical  officers  was  in 
many  respects  very  discouraging,  partly  because  of  the 
careless  habits  of  the  poor,  and  partly  because  of  the  reluct- 
ance of  Sanitary  Authorities  to  spend  money  on  works ; 
there  was  one  gratifying  phase  of  their  work,  and  that  was 
the  education  of  the  people,  which,  they  felt,  was  going  on 
through  their  instrumentality  in  every  part  of  the  country. 
There  was  no  part  of  his  work  which  he  discharged  with 
more  pleasure  to  himself,  and  (he  hoped)  with  more  profit 
to  the  people,  than  the  systematic  inspection  of  his  district, 
conversing  with  the  people,  teaching  them  what  he  could  of 
the  benefits  of  cleanliness,  and  looking  after  their  sanitary 
arrangements,  which,  if  left  to  themselves,  they  were  apt  to 
neglect 

Dr.  C.  E.  Saunders  said  the  disadvantage  of  the  dis- 
tinction between  rural  and  urban  authorities  was  very 
marked.  In  his  district  six  out  of  seven  of  the  Rural 
Sanitary  Authorities  had  urban  powers,  but  the  seventh 
had  not,  and  a  speculative  builder  had  come  to  the  very 
verge  of  a  city  of  considerable  size  and  put  up  some 
very  trumpery  buildings,  but  he  had  taken  great  care 
to  build  the  closets  in  the  city  district,  where  they  were 
bound  so  far  to  relieve  him.  A  good  deal  had  been  said 
about  education,  and  he  quite  agreed  as  to  the  importance 
of  it,  but  they  must  not  lose  sight  of  the  fact  that  they  did 
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require  greater  powers  than  they  already  had,  and  he 
thought  the  time  had  now  come  when  an  amendment  of 
the  Act  of  187s  should  be  considered.  Sir  Robert  Rawlin- 
son  had  referred  to  the  very  easy  way  in  which  important 
questions  could  be  dealt  with  by  gentlemen  like  himself,  of 
g^at  skill  and  knowledge,  and  he  ventured  to  think  that 
very  often  the  Local  Government  Board  might  do  good 
work  if  they  would,  but  very  often  when  questions  were 
asked  they  gave  evasive  answers  and  said,  "  It  is  not  our 
business  to  advise  you  ;  you  must  go  to  a  lawyer  or  call  in 
an  engineer ; "  which  of  course  involved  very  great  cost 
As  they  had  all  this  knowledge  at  fingers  ends,  it  seemed 
rather  niggardly  that  they  should  begrudge  giving  it. 
With  regard  to  the  Public  Health  (Water)  Act,  though  it 
had  defects,  it  must  not  be  forgotten  that  under  it  every 
new  house  built  must  be  supplied  with  water. 

Dr.  Armistead  said,  with  regard  to  the  Public  Health 
(Water)  Act,  he  remembered  a  discussion  at  the  Society  of 
Arts,  at  which  Mr.  A.  H.  Brown,  M.P.,  who  took  great  part 
in  the  passing  of  the  Act,  was  present,  and  then  said  that 
a  common  supply  could  be  made  for  two  or  more  houses, 
and  hoped  that  would  occur  in  many  cases.  Now  he  had 
tried  in  several  instances  to  carry  this  out  The  Sanitary 
Authority  had  taken  the  necessary  steps  one  by  one, 
sending  the  notices  Forms  A.  and  B.,  and  even  got  tenders 
for  the  work,  when  a  member  of  the  Rural  Sanitary 
Authority  suggested  that  they  should  write  to  the  Local 
Government  Board  and  ask  if  they  had  power  to  group 
cottages  or  houses,  and  to  recover  the  apportioned  costs 
supposing  they  carried  out  the  work.  The  reply  received 
was  to  the  effect  that  if  the  water  could  not  be  supplied 
within  a  reasonable  distance  of  each  house  separately 
considered,  at  a  cost  not  exceeding  that  limited  by  section  3 
of  the  Public  Health  (Water)  Act,  1878,  the  Rural  Sanitary 
Authority  could  not  compulsorily  provide  a  supply  at  the 
cost  of  the  owners,  although  the  cost  per  house  under  the 
apportionment  might  be  within  the  prescribed  limit.  In 
another  Union,  where  they  had  almost  got  to  the  point  of 


taking  a  test  case  into  Court,  the  reply  was,  "objection 
might  probably  be  taken  on  the  ground  that  in  the  case  of 
each  house  being  taken  by  itself,  a  supply  could  not  be 
provided  at  a  cost  coming  within  the  limit  fixed,"  Now  it 
was  simply  absurd  in  most  rural  districts  to  think  of  pro- 
viding an  adequate  supply  of  water,  where  none  already 
exists,  for  S/,  13J.  4/f.,  but  if  a  common  supply  could  be 
provided  for  a  group  of  houses,  in  many  instances  the  Act 
might  be  made  available,  and  the  cost,  per  cottage,  when 
apportioned  might  be  considerably  less  than  that  sum. 

Mr.  Phillip  Nunn  said  there  was  no  doubt  that  the 
working  man  had  to  pay  a  much  larger  rent  in  proportion 
than  the  class  above  him,  and  this  was  very  prejudicial  to 
the  public  health,  and  tended  to  overcrowding.  In  his 
district  he  feared  there  was  a  tendency  for  the  health  of  the 
working  class  to  become  deteriorated  by  the  high  price  at 
which  land  was  sold,  and  it  seemed  to  him  that  one  of  the 
practical  points  for  a  conference  of  this  kind  to  consider, 
was  whether  any  means  could  be  devised  by  which  land 
could  be  bought  compulsorily  by  the  Local  Authority,  on 
which  suitable  houses  could  be  erected,  which  could  be 
occupied  by  working  men  at  a  fair  rent  in  proportion  to 
their  income.  He  believed  that  Medical  Officers  of  Health 
generally  would  bear  him  out  in  the  statement,  that  in  all 
towns  in  urban  districts  this  condition  of  overcrowding 
from  high  rent,  and  the  high  price  of  land,  was  one  of  the 
great  causes  tending  to  injure  the  health  of  the  community. 
With  regard  to  education  in  schools,  it  was  no  doubt  very 
important,  but  they  must  first  educate  the  authorities. 
Committees  of  schools  generally  knew  nothing  and  cared 
less  about  sanitary  matters  in  schools.  They  must  en- 
courage the  clergymen  and  the  committee  to  take  an 
interest  in  these  things  ;  and  not  until  that  was  done  could 
they  expect  to  educate  the  children  properly  in  sanitary 
matters.  Then  popular  health  maxims  and  pictorial 
illustrations  might  be  used  to  advantage,  and  thus  the 
rising  generation  might  be  educated. 

Dr.  DUDFIELD  said  people  often  wondered  at  the  per- 
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sistency  with  which  certain  tradesmen  advertised  their  goods; 
in  explanation  it  had  been  said  that  you  must  get  an 
advertisement  read  200  times  before  the  reader  would 
become  conscious  of  its  contents.  For  the  same  reason  it 
was  absolutely  necessary  to  go  on  preaching  and  teaching, 
talking  and  writing,  not  merely  to  the  public,  but  to  sani- 
tary authorities  also,  in  order  to  get  them  to  know  and  to 
do  their  duty.  There  were  many  powers  latent  in  the  law 
which  might  be  put  into  operation  with  advantage ;  and 
the  reason  many  things  they  would  like  to  have  done  were 
not  done,  was  because  Officers  of  Health  were  a  little  too 
diffident  about  repeating  the  same  thing  over  and  over 
again  in  their  reports.  If  clergymen  had  the  same  diffi- 
dence, churchgoers  would  have  much  shorter  sermons  than 
they  were  generally  favoured  with.  He  admitted  the  great 
ignorance  of  the  public,  aye,  and  of  many  gentlemen  who 
served  conscientiously  on  public  boards  also,  but  without  suf- 
ficient knowledge  to  enable  them  to  do  their  duty  efficiently. 
It  was  a  prime  duty,  therefore,  of  an  Officer  of  Health  to 
keep  on  telling  these  gentlemen  the  same  things  over 
and  over  s^in  as  long  as  necessary.  For  that  reason  he 
was  in  the  habit  year  after  year  of  repeating  the  same 
things  in  his  reports ;  and  no  doubt  many  of  his  colleagues 
in  reading  those  reports,  would  say  they  had  seen  this 
before,  that  such  and  such  a  passage  was  just  what  he  had 
said  last  year,  and  so  on ;  and  it  was  true  ;  he  did  not 
intend  such  repetitions  for  them,  but  for  his  own  Board, 
and  by  degrees,  in  that  way,  in  course  of  time,  he  got 
matters  thoroughly  understood  and  carried  through.  So 
with  regard  to  the  education  of  the  people  in  sanitary 
matters :  they  must  educate  the  children  before  they  could 
expect  any  satisfactory  result  Eight  to  13/.  has  been 
spoken  of  as  the  limit  of  the  expenditure  which  could  be 
enforced  in  the  country  for  providing  a  water-supply  to  a 
house ;  but  what  was  the  fact  in  London  ?  There  was  no 
power  to  get  water  laid  on  for  domestic  purposes  if  it  cost 
more  than  id.  a  week  or  13^.  per  year.  But  fortunately  they 
had  another  power;  they  could  compel  an  owner  to  lay 
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water  on  to  the  water-closet,  and  for  that  purpose  there 
was  no  limit  in  regard  to  expense,  and  in  that  way  they 
got  over  the  difficulty,  because  if  water  was  laid  on  to 
the  water-closet  it  was  available  for  domestic  purposes 
generally.  He  agreed  with  the  observation  of  Mr.  Boulnois 
with  regard  to  ventilation,  and  the  necessity  for  providing 
it  automatically.  If  ventilation  depended  on  human  agency 
to  be  kept  going,  it  would  certainly  be  neglected  Arrange- 
ments should  be  made  so  that  the  air  brought  into  the  house 
might  be  warmed,  for  it  was  of  little  use  having  fires  if  you 
chilled  the  atmosphere  by  bringing  in  cold  air.  By  a 
very  simple  plan,  easy  of  introduction  in  houses  in  course 
of  erection,  fresh  air  might  be  brought  in  and  warmed,  and 
all  the  heat  of  the  fire  utilised  to  preserve  warmth  as  well 
as  to  ventilate  the  room.  With  regard  to  the  question  of 
the  Medical  Officer  of  Health  being  debarred  from  private 
practice,  there  was  a  great  deal  to  be  said  on  both  sides. 
There  was  a  great  difference  between  the  position  of  such  a 
man  in  a  large  urban  district  and  in  a  country  district 
Medical  practitioners  in  country  districts  were  thrown  very 
largely  on  their  own  resources,  and  were  as  a  rule  exceed- 
ingly well  qualified,  men  of  independent  minds,  capable  of 
meeting  almost  any  emergency.  He  did  not  think  it  would 
be  possible  to  any  large  extent  to  restrict  Medical  Officers  of 
Health  in  rural  districts  from  private  practice  ;  but  in  large 
towns  and  in  London,  if  they  were  remunerated  sufficiently, 
it  would  be  very  desirable  that  Officers  of  Health  should  be 
restricted  to  their  official  duties.  To  pay  them  well  would 
cost  very  little.  In  London,  for  instance,  there  were  forty 
Officers  of  Health,  quite  enough  too ;  and  what  would 
40,000/.  a-year  be  for  the  sanitary  service  of  London  in  that 
particular  department  ?  But,  as  a  matter  of  fact,  salaries 
varied  from  a  minimum,  almost  too  ridiculous  to  mention, 
to  a  maximum  which  was  not  enough,  in  London,  to  enable 
a  medical  man  to  maintain  the  position  which  the  dignity 
of  his  office  required,  and  so  private  practice  of  some  kind 
was  the  rule.  There  were  no  means  of  compelling  a  Board 
to   give   any  particular  salary,  and,  except   in  very  rare 
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instances,  the  position  of  medical  officer  was  not  a  career 
for  a  medical  maa  There  were  gentlemen  in  the  room 
who  held  fairly  good  appointments,  in  the  country ;  they 
had  combined  districts  ;  but  the  combination  might  be 
broken  up  at  any  time,  and  where  would  they  be  then  ? 
With  one  exception,  he  believed  there  was  not  a  gentleman 
present  who  held  an  appointment  for  a  longer  period  than 
five  years.  That  gentleman  gave  up  a  position  in  London 
to  go  into  the  country ;  he  had  a  good  appointment,  and 
got  on  very  well  with  his  joint-committee  ;  but  if  there  were 
to  be  a  quarrel  among  the  constituent  authorities  he  might 
suffer.  The  only  other  point  he  would  refer  to  was  the 
suggestion  that  Local  Authorities  ought  to  have  power  to 
erect  houses ;  that  was  a  thing  he  should  be  glad  to  see 
carried  out  The  supervision  of  buildings  in  course  of 
erection  by  Sanitary  Authorities  might  suffice  ;  but  if  they 
had  the  power  to  acquire  gasworks  and  waterworks,  they 
might  also  have  the  power  to  house  the  people.  Even 
in  that  matter,  he  believed  there  were  some  powers  latent 
in  the  law  which  enabled  Sanitary  Authorities  to  build, 
but  hitherto  they  had  never  exercised  them.  He  referred 
to  the  Labouring  Classes  Lodging  Houses  Acts,  1851,  1866 
and  1867,  passed  for  the  purpose  of  providing  lodging- 
houses  for  the  labouring  classes.  Gas  supply  yielded  a 
profit,  and  water  supply  yielded  a  profit ;  not  long  ago  he 
saw  that  a  Local  Authority  had  in  the  course  of  a  few 
years  applied  more  than  200,000/.  of  profits  obtained  in 
this  way  towards  the  reduction  of  the  rates.  He  did  not 
doubt  that  sanitary  houses  could  be  built  in  the  country 
to  pay  a  larger  percentage  of  interest  than  the  Local 
AuUiority  would  have  to  pay  for  the  money  they  borrowed 
for  the  purpose,  and  in  that  way  a  great  improvement 
might  be  effected.  If  a  certain  number  of  good  examples 
were  set  people  would  work  up  to  them  ;  as  it  was,  there 
were  very  few  persons  who  set  a  good  example,  and 
therefore  people  went  on  repeating  the  old  mistakes. 
He  wished  there  were  more  power  under  bye-laws,  and 
he    also  wished   there   were   power    to   compel    Sanitary 
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Authorities  to  do  their  duty  in  making  and  enforcing  bye- 
laws. 

The  Chairman,  in  summing  up  the  discussion,  said  this 
subject  divided  itself  rather  into  two  heads ;  the  provision 
of  houses  for  the  poor  in  country  districts,  and  of  liouses  in 
urban  or  town  districts.  Mr.  Boulnois  had  given  an  interest- 
ing description  of  the  house  which  he  recommended,  which 
had  reference  rather  to  what  might  be  called  suburban 
districts  than  to  those  entirely  in  the  country.  No  doubt 
they  all  agreed  as  to  what  a  sanitary  house  was,  and  what 
kind  of  drainage  and  water  supply  ought  to  be  given  to 
it,  but  there  were  points  of  construction  which  would  differ 
very  materially  in  certain  localities.  For  instance,  where 
land  was  so  very  dear  as  it  was  in  Newcastle,  Hirmingham, 
and  Manchester,  and  where  the  dwellings  must  be  in  the 
centre  of  the  town,  it  is  hopeless  to  expect  to  build  each 
separate  dwelling  in  its  own  area ;  they  must  have 
dwellings  built  one  above  the  other,  and  he  did  not 
at  all  agree  with  the  opinion  that  flats,  if  laid  out  in 
a  proper  manner,  need  be  unhealthy,  nor  that  even  a 
hospital  if  built  in  the  centre  of  a  town  might  not  be  built 
so  as  to  be  healthy,  although  it  might  have  more  than  two, 
three,  or  four  stories.  If  you  prevented  communication 
between  the  several  stories  by  isolating  the  staircase,  you 
might  have  a  perfectly  healthy  building.  No  doubt 
similarly  the  conditions  with  regard  to  warming  might  be 
different  in  town  to  what  they  were  in  the  country.  In  a 
town  where  you  had  large  blocks,  like  the  Peabody  Build- 
ings, or  other  model  buildings,  it  would  be  very  desirable 
to  abolish  the  smoke  nuisance  by  getting  rid  of  the  lire- 
places  in  each  room,  and  much  as  he  had  always  advocated 
the  use  of  a  fireplace  for  the  purposes  of  ventilation,  he 
could  still  sec  that  it  was  perfectly  possible  by  steam  heating 
such  as  was  adopted  in  the  United  States,  or  by  the  use  of 
gas,  to  supply  each  room  with  warmth  and  ventilation, 
and  prevent  the  pollution  of  the  air  which  was  now  caused 
by  coal  fires.  But  when  you  came  to  consider  how  the 
money  was  to  be  found  for  these  buildings,  and  this  after 
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all  was  the  great  difficulty,  there  were  two  distinct  conditions 
to  be  borne  in  mind.  In  the  country  districts  the  houses 
were  really  required  for  the  cultivation  of  the  land.  A 
house  for  the  farm  labourer  was  as  much  an  appendage  of 
the  farm  as  the  stable.  Good  stables  were  built  for  the 
horses,  and  if  the  land  were  to  be  cultivated  in  a  proper 
manner  good  houses  ought  to  be  built  for  the  labourers,  so 
that  they  might  be  healthy,  and  be  able  to  do  their  work 
properly.  Even  in  cities  he  was  not  sure  that  it  would  not 
be  desirable  for  manufacturers  to  build  houses  for  their 
workmen,  as  had  been  done  at  Mulhouse,  and  in  various 
parts  of  the  Continent,  where  the  workman  was  made 
almost  an  integral  part  of  the  factory ;  he  got  a  good  house 
built  for  him  and  shared  in  the  year's  profits.  If  that  were 
done  more  generally  they  would  have  much  more  contented 
workmen,  and  the  difficulties  of  the  sanitary  problem  would 
be  much  diminished.  They  were  told  that  more  powers 
should  be  given  to  Sanitary  Authorities,  and  that  a  new 
Act  should  be  passed ;  and  no  doubt  it  was  true  that  more 
powers  might  be  advantageous,  but  he  was  certain  that  if 
Sanitary  Authorities  would  fully  perform  their  duties  all  over 
the  country,  and  exercise  the  powers  they  now  possessed 
to  their  fullest  extent  in  an  intelligent  manner,  there  would 
be  very  few  unsanitary  houses  in  England. 

Then  there  was  the  very  important  question  of  how  to 
replace  the  houses  in  certain  districts  where  they  were  very 
defective,  and  yet  where  the  Medical  Officer  of  Health  was 
unable  to  condemn  them  because  he  was  afraid  of  turning 
out  the  population  and  causing  overcrowding  elsewhere. 
There  were  many  cases  in  which  it  possibly  might  be  right 
that  the  rates  should  be  charged  with  the  erection  of 
dwellings,  but  they  must  proceed  in  that  matter  with  great 
circumspection.  They  could  not  hope  to  remedy  the  great 
evils  which  had  arisen  from  the  neglect  of  centuries  in  the 
course  of  two  or  three,  or  even  ten  or  fifteen  years.  It  would 
take  time ;  but  the  most  hopeful  symptom  was  that  people 
themselves  were  gradually  becoming  alive  to  this  great  and 
important  question,  and   it  was  by  education  alone  that 
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they  could  really  grapple  with  it.  The  Health  Exhibition 
had  been  devised  by  the  Prince  of  Wales  for  the  purpose 
of  conveying  that  education  in  as  practical  a  way  as  possible 
to  the  nation ;  that  is  to  say,  by  making  the  people  of 
England  themselves  convinced  of  the  vastness  of  the  subject 
and  the  necessity  of  making  themselves  masters  of  it  It  was 
most  gratifying  to  see  how  fully  it  was  being  appreciated, 
and  he  believed  the  results  would  have  a  very  lasting  effect 
on  the  improvement  of  the  sanitary  administration  of 
the  country. 

Sir  Robert  RawlinsoN,  C.B.,  moved  a  vote  of  thanks 
to  the  Chairman,  who,  he  said,  was  one  of  the  foremost  and 
oldest  sanitarians.  He  hoped  that  this  Exhibition  and 
these  Conferences  would  tend  to  enlighten  the  general 
public  on  questions  of  sanitary  science,  and  show  that  it 
was  necessarily  the  foundation  of  civilisation.  He  had 
heard  in  that  room  some  very  Just  and  good  remarks,  and 
he  had  heard  some  which  showed  comparative  ignorance  of 
what  might  or  might  not  be  done.  One  gentlemen  said 
the  law  made  no  provision  for  subsoil  drainage,  but  he 
could  only  say  that  was  news  to  him.  He  knew  no  reason 
why,  if  subsoil  drainage  were  necessary,  it  could  not  be 
carried  out.  and  if  an  application  were  made  to  the  Local 
Government  Board  for  a  loan  to  carry  it  out,  he  was  quite 
sure  it  would  be  granted.  With  regard  to  the  difficulty  of 
obtaining  proper  plans,  he  would  say  there  was  no  great 
witchcraft  in  sanitary  science,  as  the  best  sanitary  works 
were  exceedingly  simple,  and  there  was  not  a  lady  or 
gentlemen  present  who  might  not  learn  very  shortly  to 
devise  and  superintend  the  carrying  out  of  rural  cottage 
drainage.  Where  you  had  to  deal  with  houses  in  streets 
or  towns,  a  properly  educated  surveyor  must  be  called  in, 
but  where  any  ladies  or  gentlemen  living  in  the  country 
saw  about  them  single  cottages  having  no  sanitary  ap- 
pliances, a  well-educated  tady,  setting  her  mind  fairly  to 
work,  might  very  easily  master  the  subject  sufficiently  to 
instruct  any  ordinary  workman  to  put  the  cottage  in  as 
good  a  sanitary  condition  as  it  was  capable  of  being  put 
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^  Industrial  Diseases^*    By  John  Syer  Bristowe,  M.D.,  F.R.S. 


Chairman  : 
Edwin  Chadwick,  Esq.,  CR, 

Vice-President  of  the  Sanitary  Institute  of  Great  Britain* 


The  following  paper  was  read   by  Dr.  John    Syer 
Bristowe,  F.R.S. 


INDUSTRIAL  DISEASES. 
By  John  Syer  Bristowe,  M.D.,  F.R.S. 

The  investigation  of  the  causes  of  disease  is  a  subject 
which  has  ever  engaged,  and  still  engages,  the  choicest 
intellects  in  the  profession  of  medicine.  For  not  only  does 
it  present  the  highest  scientific  fascination,  but  it  is  fully 
recognised  that  it  is  in  the  discovery  of  the  causes  of 
disease  that  our  best  hopes  of  dealing  successfully  with 
diseases,  either  in  curing,  in  mitigating,  or  in  preventing 
them,  reside.      When   it  was  proved    that    scurvy,  that 
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direful  scourge  of  sailors  in  bygone  times,  was  due  simply 
to  deprivation  of  vegetable  food,  both  the  means  of  pre- 
venting it  and  the  method  of  curing  it  became  obviousL 
When  once  it  was  established  that  certain  fatal  infectious 
diseases  of  the  lower  animals  were  due  to  specific  vegetable 
organisms,  which  could  be  separated  from  the  tissues  of  the 
body  and  cultivated  apart  from  them,  the  possibility 
naturally  suggested  itself  that  by  appropriate  methods  of 
cultivation  they  might  be  so  far  robbed  of  their  virulence 
as  to  impart  or  inoculate  milder  forms  of  disease,  whicK 
(in  accordance  with  the  analogies  afforded  by  the  relation  of 
cow-pox  to  small-pox,  and  the  protection  which  one  attack 
of  any  infectious  fever  generally  gives  against  subsequent 
attacks  of  the  same  disease)  should  hold  their  subjects 
harmless  for  the  future,  I  need  scarcely  remind  you  of  the 
brilliant  results  which,  by  the  skilful  pursuit  of  this  idea, 
M,  Pasteur  has  achieved  in  relation  to  the  anthrax  fever  of 
cattle  and  chicken  cholera,  or  remark  on  the  promise  which 
they  give  that  other  human  diseases  besides  smait-pox  shall 
some  day  be  robbed  of  much  of  their  loathsomeness  and 
danger.  When  also  it  became  apparent  that  septicaemia 
and  pyemia,  the  frequent  causes  of  death  after  accidents, 
after  operations,  and  in  the  lying-in  room,  were  due  alone 
to  the  inoculation  of  the  system  through  the  wounded 
surfaces  with  the  septic  organisms  or  bacteria,  which  abound 
eve^y^vhere  and  are  the  agents  in  putrefactive  processes,  the 
need  of  absolute  cleanliness  and  of  the  most  careful  protec- 
tion of  susceptible  parts  from  accidental  inoculation  from 
without  followed  as  a  corollary.  And  the  introduction  of 
so-called  Listerism  into  surgical  practice  has  deprived  the 
gravestoperationsof  much  of  their  danger,  and  has  rendered 
possible  the  frequent  successful  performance  of  operations 
which  formerly  one  scarcely  dared  to  attempt. 

As  civilisation  has  advanced,  and  manufacturing  and 
other  processes  have  developed  in  order  to  meet  the  grow- 
ing wants  of  mankind,  dangers  formerly  unknown  have 
arisen,  accidents  of  special  kinds  have  become  common, 
and  diseases  new  to  our  nosology  have  sprung  up  amongst 
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us — accidents  and  diseases  dependent  on  the  new  conditions 
under  which,  in  certain  circumstances,  men  have  found 
themselves  placed.  I  do  not,  of  course,  mean  to  say  that  civi< 
lisation  has  tended  to  increase  sickness  and  shorten  life,  for 
the  reverse  of  this  is  known  to  be  the  fact  No  doubt  many 
causes  of  disease  and  injury  to  which  our  savage,  or  less 
civilised,  ancestors  were  exposed,  have  wholly  or  in  part 
ceased  to  be  operative,  and  by  so  much  have  we  been  the 
gainers;  but,  none  the  less,  new  and  often  unsuspected 
sources  of  mischief  have  from  time  to  time  appeared  in 
association  with  conditions,  mainly  beneficial,  determined 
by  our  prc^[ress  in  art,  in  science,  and  in  luxury. 

Among  the  dangers  here  referred  to  must  be  included : 
first,  accidental  injuries,  such  as  mining  accidents,  accidents 
caused  by  machinery,  accidents  due  to  the  ignition  of 
explosive  compounds,  and  the  like ;  second,  the  dangers 
arising  from  the  temptations  to  which  special  occupations  ex- 
pose the  persons  engaged  in  them,  such  as  those  of  alcoholic 
intemperance  incidental  to  potmen  and  commercial  travel- 
lers ;  and  third,  diseases  due  to  poisonous  or  other  influences 
incidental  to  certain  occupations,  and  which  can  only  be 
escaped,  if  escaped  at  all,  by  the  adoption  of  special 
precautionary  measures.  It  is  this  last  subject  with  which 
alone  I  have  to  deal  on  the  present  occasion. 

One  of  the  most  interesting  groups  of  industrial  diseases 
is  that  in  which  injurious  effects  arise  from  the  slow  action 
of  metallic  or  other  inorganic  substances,  or  their  derivatives, 
upon  the  system. 

Chrome  lead-poisoning. — Metallic  lead  is  probably  inert ; 
and  even  its  salts,  though  generally  regarded  as  poisons, 
may,  for  the  most  part,  be  taken  even  in  large  quantities 
without  material  injury  to  the  taker.  It  is  very  different, 
however,  with  respect  to  the  salts  of  lead  habitually  received 
into  the  system,  even  in  minute  proportion.  It  would  be 
difficult  to  enumerate  all  the  conditions  under  which  chronic 
lead-poisoning  is  apt  to  occur.     All  those  who  have  to  do 
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with  metallic  lead,  such  as  lead-miners,  plumbers,  type- 
founders, and  manufacturers  of  lead  toys,  occasionally  suffer. 
All  persons  concerned  in  making  glass,  in  glazing  pottery 
and  the  like,  in  which  operations  the  oxides  of  lead  are 
employed,  are  liable  to  become  affected.  But  the  chief 
sufferers  are  those  who  manufacture,  or  employ  in  their 
work,  the  carbonate  of  lead  ;  especially  therefore,  painters^ 
plumbers,  glaziers,  glazed-card  manufacturers  and  lacquerers. 
It  is  important  to  note,  however,  that  lead-poisoning  is  not 
limited  to  operatives  in  lead,  but  that,  owing  to  the  exten- 
sive employment  of  this  metal  and  of  its  derivatives,  the 
general  public  are  by  no  means  free  from  danger  ;  and 
that  isolated  cases,  or  groups  of  cases,  of  plumbism,  referable 
sometimes  to  the  drinking  of  water  stored  in  lead  cisterns, 
sometimes  to  the  use  of  hair-washes  or  cosmetics  containing 
lead,  sometimes  even  to  the  long-continued  employment  of 
lead  as  a  medicine,  and  to  other  sources  of  contamination 
which  need  not  now  be  specified,  are  often  brought  under 
the  notice  of  medical  men. 

The  symptoms  of  chronic  lead-poisoning  are  for  the 
most  part  very  striking,  and  generally  quite  unmistakable. 
The  most  common,  and  on  the  whole  the  most  important, 
are  a  pecular  form  of  affection  of  the  bowels,  and  a 
peculiar  form  of  paralysis.  Lead  colic  (as  it  is  termed)  is 
usually  the  earlier  in  its  advent  It  is  characterised  by 
intense  griping  abdominal  pain,  coming  on  in  paroxysms, 
and  associated  with  hardness  and  retraction  of  the 
abdominal  muscles,  nausea  or  sickness,  and  almost  insuper- 
able constipation.  Lead  palsy,  in  its  simplest  form,  attacks 
those  muscles  of  the  forearm  which  extend  the  wrist,  the 
thumb,  and  the  first  joints  of  the  other  four  fingers,  so 
that  when  the  forearm  is  held  out  prone  the  hand  drops 
powerless  at  the  wrist,  and  the  fingers  droop  so  as  to  form 
nearly  a  right  angle  with  the  rest  of  the  hand.  This  con- 
dition is  known  as  "  dropped  wrist"  Further  the  affected 
muscles  are  tender  and  irritable,  and  rapidly  waste.  The 
palsy,  however,  is  not  in  all  cases  confined  to  these  muscles. 
Sometimes  the  upper  arm  suffers  as  well  as  the  forearm  ; 
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sometimes  the  muscles  of  the  legs  are  implicated  ;  and  occa- 
sionally indeed  the  muscles  of  the  trunk,  including  those 
of  respiration,  become  involved.  But,  besides  these  chief 
consequences  of  chronic  plumbism  other  phenomena  due 
to  the  3ame  causes  are  observed.  A  peculiar  form  of 
cachexia,  characterised  by  anaemia  or  bloodlessness,  a 
sallow  or  earthy  tint  of  the  skin,  derangement  of  the 
digestive  organs  and  debility,  is  generally  present  in  a 
greater  or  less  degree  ;  and  in  connection  therewith  may  be 
mentioned  the  fact  of  the  occurrence  of  a  characteristic 
blue  line  along  the  margins  of  the  gums  at  their  junction 
with  the  teeth.  Occasionally  also,  late  in  the  progress  of 
the  disease,  blindness,  epileptiform  fits,  dementia,  or  some 
other  form  of  madness  makes  its  appearance.  A  curious 
but  very  important  fact  was  observed  by  Dr.  Garrod  some 
years  ago,  and  its  truth  has  been  confirmed  by  subsequent 
observers,  namely,  that  there  is  a  remarkable  relation 
between  gout  and  chronic  lead-poisoning ;  that  the  victims 
of  the  latter  aflfection  become  disproportionately  liable  to 
gout,  and  that  persons  of  gouty  tendency  are  specially  prone 
to  suflTer  from  exposure  to  lead. 

The  immediate  cause  of  the  various  phenomena  above 
described  is  the  entrance  of  lead  in  some  one  of  its  forms 
into  the  system  ;  its  deposition  in  the  tissues  ;  and  its  specific 
deleterious  action  on  the  organs  which  chiefly  suffer.  The 
poison  gains  access  either  by  the  respiratory  organs,  owing 
to  the  inhalation  of  vapour  or  dust ;  or  by  the  stomach, 
in  consequence  of  the  impregnation  of  food  or  drink ;  or, 
possibly  also,  in  certain  cases  by  cutaneous  absorption. 

In  most  instances  the  injurious  effects  of  lead  are  readily 
recovered  from  if  the  case  be  taken  early,  and  if  the  sufferer 
give  up  the  employment  which  exposed  him  to  danger. 
If,  however,  he  persist  in  exposing  himself,  cither  the  colic 
may  prove  fatal,  or  the  paralysis  becomes  established  and 
spreads;  and  finally  he  dies  either  from  the  effects  of 
cachexia,  from  extension  of  paralysis  to  vital  parts,  or  from 
the  supervention  of  symptoms  of  cerebral  disease. 

It  is  probably  impossible  that  workers  with  at  any  rate 
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some  forms  of  lead  should  be  rendered  whoMy  free  from 
liability  to  lead -poisoning.  But  it  is  clear  that  much  may  be 
done  to  minimise  danger.  "  The  first  principles  in  iead-works 
are  the  inculcation  of  cleanliness;  avoiding  eating  with 
unwashed  hands,  or  in  working  clothes,  or  in  workshops  ; 
moist-grinding ;  free  ventilation ;  precautions  against  dust 
rising,  or  wearing  flannel  respirators  when  thisis  unavoidable ; 
with  occasional  doses  of  sulphate  of  magnesia,  acidulated  with 
sulphuric  acid."  Similar  precautionary  measures  should  of 
course  be  taken  by  painters,  and  by  all  who  are  habitually 
exposed.  It  is  seriously  worth  while  for  those  who 
herit  a  tendency  to  gout  to  consider  twice  before  entering 
upon  occupations  which  expose  those  who  follow  them  to 
lead-poisoning. 

Chronic  copper  poisoning. — Pure  copper,  like  pure  lead,  is 
probably  inert.  But  the  salts  of  this  metal  are  much  more 
poisonous  than  those  of  lead ;  and  acute  poisoning  by 
them  is  not  only  characteristic  in  its  symptoms,  but  liable 
to  end  fatally.  It  is  somewhat  curious,  therefore,  that  i 
characteristic  poisonous  effects  from  the  long  continued 
absorption  of  cuprous  compounds  are  not  nearly  so  com- 
mon as  those  due  to  lead,  and  indeed  that  by  some  their 
occurrence  is  denied.  It  is  certain  that  copper  salts  gain 
entrance  into  the  system  by  the  same  routes  and  methods 
as  lead  salts,  that  they  become  deposited  in  the  tissues,  I 
and  that  a  characteristic  greenish  or  purplish  line, 
what  resembling  that  due  to  lead,  is  apt  to  appear  at  the 
edge  of  the  gums.  But  here  all  positive  knowledge  ceases. 
It  is  said,  and  seems  not  improbable,  that  workers  exposed 
to  the  fumes  or  dust  of  cuprous  salts  are  liable  to  suffer 
from  nausea,  sickness,  diarrhcea,  and  other  symptoms  of 
gastro-intcstinal  irritation.  And  there  is  good  evidence 
that  brass-founders  are  subject  to  periodical  febrile  attacks 
in  which  colic,  or  intestinal  disturbance,  is  followed  by 
rigors,  and  to  which  the  name  of  '■  brass-founders'  ague " 
has  been  given.  But  it  is  held  that  the  symptoms  are  due,  . 
not  to  copper,  but  to  the  zinc  or  arsenic,  which  is  com- 


I 

I 
I 


Industrial  Diseases,  1 07 

bined  with  the  copper.  The  subject  of  chronic  copper 
poisoning  derives  a  special  interest  from  the  fact  that 
copper  is,  or  perhaps  I  should  rather  say  has  often  been, 
designedly  mixed  with  pickles  and  preserved  vegetables  to 
give  them  colour.  I  believe  that  no  clear  evidence  has  yet 
been  adduced  of  the  injurious  effect  of  copper  taken  under 
such  circumstances.  Nevertheless,  it  must  always  be  borne 
in  mind  that  copper  salts  are  poisons ;  that,  if  they  be 
taken  accidentally  in  excess,  acute  and  even  dangerous 
symptoms  may  result;  and  that  hence  it  is  probably  as 
important,  in  the  case  of  copper  as  in  that  of  lead,  that 
those  who  are  exposed  to  danger  should  adopt  the  pre- 
cautions of  cleanliness,  and  the  like,  which  have  already 
been  specified. 

Chronic  arsenical  poisoning  is  not  uncommon  in  conse- 
quence of  the  inhalation  of  arsenical  vapours  or  arsenical 
dust  "Those  who  are  chiefly  exposed  to  this  form  ot 
poisoning  are  persons  employed  in  the  manufacture  of 
pigments,  paper-hangers  and  decorators,  artificial  flower 
manufacturers,  milliners,  persons  exposed  to  the  fumes  of 
heated  metals,  particularly  zinc  and  brass,  manufacturers 
of  dyes  and  leather-dressers."  Further,  persons  living  in 
rooms  papered  with  arsenical  paper  are  very  liable  to 
suffer.  The  substance  to  which  chronic  poisoning  is  mainly 
due  b  arsenite  of  copper,  commonly  known  as  Scheele's 
or  emerald  green,  which  was  formerly  largely  used  as  a 
pigment,  and  is  still  thus  used  to  some  extent  Dr.  Guy, 
in  the  year  1862,  investigated  the  effects  of  this  preparation 
as  they  were  shown  in  the  industries  in  which  they  were 
chiefly  employed,  and  ascertained  that  it  was  mainly  in 
connection  with  the  colouring  of  paper  and  of  artificial 
leaves,  fruits  and  flowers,  that  chronic  poisoning  occurred. 
The  main  symptoms  are  congestion  or  inflammation  of  the 
conjunctivae,  with  intolerance  of  light  and  oedema  of  the 
eyelids ;  a  sense  of  heat  and  tightness  in  the  throat ;  a 
feeling  of  heat  and  pain  in  the  pit  of  the  stomach ;  together 
with  more  or  less  fevcrishness,  thirst,  loss  of  appetite  and 
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nausea.  Following  on  these,  or  associated  with  them,  may 
be  developed  salivation,  sickness  and  diarrhoea,  dryness  of 
skin,  with  erythematous  or  eczematous  eruptions,  cedema 
of  the  extremities,  nervous  disturbance,  feebleness  and 
tremor  of  the  limbs,  gradual  emaciation,  and  finally  death. 
The  disease,  however,  rarely  proves  fatal,  inasmuch  as  its 
nature  is  generally  recognised  long  before  the  symptoms 
have  become  dangerous,  and  the  proper  means  of  arresting 
it  have  been  adopted  in  time.  Yet  occasionally  the 
symptoms  (which  are  liable  to  variation)  are  misleading ; 
and  if  at  the  same  time  the  source  of  poisoning  be  not 
detected,  serious  consequences  are  likely  to  ensue.  It  may 
be  added  that  cutaneous  symptoms  are  among  the  earliest 
and  most  common  of  the  effects  of  arsenic,  being  produced  ] 
by  local  irritation,  and  that,  although  not  generally  danger- 
ous, they  are  a  source  of  infinite  discomfort  and  annoyance. 
There  seems  to  be  no  doubt,  on  the  other  hand,  that 
persons  may  readily  accustom  themselves  to  the  habitual 
use  of  arsenic  in  increasing  quantities,  until  so  much  is 
taken  at  a  time  as  would  poison  any  ordinary  person,  and 
that  under  such  circumstances  not  only  are  there  no 
symptoms  of  poisoning,  but  the  health  and  strength  and 
complexion  are  all  improved.  The  chief  evidence  in  \ 
relation  to  this  subject  (and  the  evidence  appears  to  be  ] 
unimpeachable)  comes  from  the  arsenic  works  of  Styria  1 
and  some  parts  of  Austria.  No  doubt  amongst  arsenical  T 
workers  cleanliness  is  of  great  importance ;  not  improbably  1 
improvements  in  process  of  manufacture  have  been,  and 
may  be,  made  beneficial  to  the  workpeople  ;  but  as  a 
general  rule  those  who  are  specially  liable  to  suffer,  and 
those  whose  e.xposure  is  only  accidental,  will  do  wisely  to 
escape  danger  by  its  avoidance 


Chronic  mercurial  poisoning. — The  per-salts  of  mercury,  I 
like  all  preparations  of  arsenic,  arc  very  potent  irritant! 
poisons.  And  all  salts  of  mercury,  after  having  been  taken  | 
for  a  longer  or  shorter  time,  produce  characteristic  effects,  the  1 
most  prominent  of  which  arc  salivation,  swelling  and  tender- 1 
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ness  of  the  gums,  loosening  of  the  teeth«  and  foetor  of  breath, 
in  association,  with  more  or  less  cachexia,  and  disturbance 
of  the  digestive  organs.    Further,  ulceration  and  gangrene 
of  the  parts  about  the  mouth  are  apt  to  ensue.    But  chronic 
poisoning  occurs  among  the  workpeople  who  are  habitually 
exposed  to  the  vapour  or  dust  of  mercury,  or  its  salts, 
especially,  therefore,  amongst  those  employed  in  quicksilver 
mining,  water-gilders,  the  manufacturers  of  looking-glasses, 
barometers  and  thermometers,  furriers  and  persons  engaged 
in  the  packing  of  furs,  which  have  been  brushed  over  with 
solution  of  nitrate  of  mercury.    Yet,  curiously,  although 
such  persons  may  present  the  symptoms  commonly  observed 
in  patients  who  have  been  subjected  to  mercurial  treatment, 
for  the  most  part  their  symptoms  are  of  quite  a  different 
character,  being  of  a  paralytic  nature,  and  referable  to  the 
nervous  and  muscular  systems.    The  condition  is,  in  fact, 
known  by  the  name  of  metallic,  or  mercurial,  tremor.    The 
first  signs  of  its  presence  are : — a  general  tremulousness 
of   the    hands  and   arms,   which    comes    on    gradually ; 
numbness,  and  tingling  in  the  hands  and  feet ;  and  occa- 
sional pains  in  some  of  the  joints.    Such  symptoms  are 
common  amongst  workpeople  exposed  to  the  vapour  of 
mercury,  and  may  continue  for  years  without  materially 
interfering  with  their  capacity  for  work  or  their  general 
health.    But,  sooner  or  later,  they  tend  to  get  aggravated  ; 
they  not  only  become  more  violent,  but  gradually  extend 
to  all  parts  of  the  muscular  system,  so  as  to  involve  at 
length  hands,  arms,  legs,  head  and  neck  (including  the 
muscles  of  expression,  speech,  and  swallowing),  and  trunk, 
with  the  muscles  of  respiration.     Then  the  violent  tremb- 
ling of  the  hands  and  arms  renders  the  sufferer  incapable 
of  using  these  organs ;  he  cannot  lift  a  glass  of  water  to 
his-  lips,  or  feed  or  dress  himself ;  the  agitation  of  his  legs 
becomes  so  great  that  he  is  unable  to  walk  without  being 
supported  on  either  side ;    the  convulsive  action  of  the 
muscles  of  the  head  and  neck  causes  constant  tremulous 
movements    of  these    parts,   while  that  of  the   muscles 
of  expression  reveals  itself  in  grimaces,  and  that  of  the 
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lips,  tongue,  and  muscles  of  mastication  causes  tremulous 
and  indistinct  utterance,  and  difficulty  in  chewing ;  the 
involvment  of  the  respiratory  muscles  induces  dyspncea. 
These  convulsive  movements  are  generally  absent  when 
the  patient  is  making  no  muscular  effort  ;  but  sooner  or 
later  they  do  not  wholly  cease  even  when  the  patient  is  in 
bed  or  asleep.  And  at  lengtJi,  possibly,  as  in  the  later  periods 
of  lead  palsy,  vertigo,  headache,  loss  of  memory,  deli- 
rium, epilepsy,  or  distinct  paralysis  comes  on.  It  is 
remarkable  that  the  symptoms  above  enumerated  are  by 
no  means  necessarily  associated  with  other  indications  of 
mercurial  poisoning,  or  signs  of  ill-health.  But  such  symp- 
toms sometimes  attend  the  onset  of  the  palsy,  or  arise 
during  its  progress  ;  and  probably  always  towards  the 
end  the  patient  gets  sallow,  emaciated  and  weak,  loses 
appetite,  and  presents  a  general  failure  in  his  corporeal 
functions. 

In  order  to  prevent  the  occurrence  of  mercurial  tremor 
the  same  rules  with  respect  to  ventilation  and  cleanliness 
as  have  been  laid  down  for  workers  in  lead  should,  of 
course,  be  followed.  It  is  probable,  too,  that  in  some  of  the 
occupations  which  entail  exposure  modification  of  process 
might  be  advantageously  introduced.  But  it  is  quite 
certain  that  all  persons  who  are  habitually  exposed,  as 
some  of  the  workers  must  be,  to  mercurial  fumes,  are 
liable  to  sufTer.  Fortunately  for  them,  if  they  be  treated 
early,  and  especially  if  tlicy  give  up  their  dangerous  occu< 
pations,  a  cure  is  probably  always  possible. 

Chronic  pkosfifwrus  poisoning. — Shortly  after  the  intro- 
duction of  phosphorus  in  the  manufacture  of  matches,  it 
began  to  be  observed  that  a  peculiar  affection  of  the  jaw 
was  apt  to  come  on  in  those  who  were  engaged  in  the 
match  factories.  The  first  person  to  call  attention  to  the 
subject  was  Dr.  F.  W.  Lorinser,  of  Vienna,  who  in  1845 
published  an  account  of  twenty-two  cases  of  jaw  disease, 
of  which  the  earliest  had  occurred  as  far  back  as  1839. 
1S47  Drs.  Von  Bibra  and  Geist  published  jointly  an  elabo- 
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rate  work  on  the  subject,  in  which  they  gave  an  analysis  of 
sixty-eight  cases,  which  up  to  that  time  had  occurred  in 
Germany.  During  the  next  few  years  many  cases  of  the 
disease  were  recorded  in  England,  France,  and  other  coun- 
tries, and  several  works  on  the  subject  were  published. 
And  in  the  year  1862  it  fell  to  my  lot  to  make,  for  the 
Medical  Officer  of  the  Privy  Council,  an  exhaustive  report 
on  the  subject,  so  far  as  it  related  to  the  phosphorus 
industry  in  England.  I  ascertained  at  that  time  that  at 
least  sixty-one  cases  of  the  disease  had  happened  in  this 
country;  and  that,  without  exception,  all  the  cases  had 
occurred  amongst  the  operatives  in  match  factories. 

The  disease  consists  in  a  slowly  progressive  inflammation 
of  the  periosteum  of  the  under  or  upper  jaw,  or  both, 
resulting  sooner  or  later  in  the  necrosis  or  death  of  the 
bone,  which  ultimately  (if  the  patient  survive  so  long)  is 
thrown  olBT,  or  comes  away.  The  patient,  in  fact,  loses  the 
wholes  or  a  part,  of  the  upper  or  lower  jaw,  as  the  case 
may  be  ;  and,  besides  incurring  all  the  distress  and  danger 
which  attend  a  long-continued,  foul,  and  enfeebling  disease, 
emerges  from  his  malady  permanently,  and  often  hideously 
deformed.  I  quote  the  following  account  of  the  affection 
from  my  report  just  referred  to: — "The  disease,  it  was 
noticed,  began  usually  with  aching  in  one  of  the  teeth.  At 
first  this  was  probably  mistaken  for  an  ordinary  toothache, 
and  would  indeed  at  times  intermit.  Sooner  or  later, 
however,  recurrence  of  pain  necessitated  the  extraction  of 
the  tooth,  and  the  pain  and  annoyance  for  a  time  probably 
ceased  The  wound  in  the  gum,  however,  was  found  not 
to  heal ;  offensive  matter  began  to  ooze  from  it,  and  ere 
long  a  portion  of  the  alveolus  became  exposed.  Occa- 
sionally the  portion  of  bone  thus  denuded  came  away, 
bringing  with  it,  perhaps,  one  or  two  of  the  neighbouring 
teeth,  and  the  disease  made  no  further  progress.  More 
frequently,  however,  the  disease  continued  to  spread,  and, 
sometimes  slowly,  sometimes  rapidly,  more  and  more  of 
the  jaw-bone  became  denuded  ;  the  gums  grew  spongy  and 
retreated  from  the  alveoli,  the  teeth  got  loose  and  fell  out, 
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the  foetid  suppuration  became  more  and  more  copious,  the 
soft  parts  around  grew  swollen,  tender  and  infiltrated,  and 
often  the  seat  of  sinuses.  And  thus  the  disease  continued 
to  progress,  till  in  the  course  of  six  months,  a  year,  two 
years — it  might  be  even  five  or  six  years — ^the  patient  sank 
from  debility,  or  from  phthisis,  or  from  some  other  conse- 
quence of  the  local  affection  ;  or,  having  lost  piecemeal,  or 
in  the  mass,  large  portions,  one-half,  or  even  the  whole,  of 
the  upper  or  lower  jaw,  returned  to  his  original  state  of 
good  health,  but  the  victim  of  a  shocking  and  permanent 
deformity.  During  the  earlier  and  more  acute  stages  of 
the  disease,  constitutional  disturbance,  as  might  be  expected, 
generally  showed  itself,  indicated  by  febrile  symptoms,  loss 
of  appetite,  thirst,  constipation,  a  sallow,  pasty  condition 
of  the  skin,  and  these  were  often  associated  with  intense 
pain  in  the  affected  parts,  and  consequent  sleeplessness. 
After  a  while,  however  (especially  in  cases  that  were  tending 
to  a  favourable  issue),  pain  and  constitutional  symptoms 
diminished,  and  the  patient  sometimes  recovered  the 
aspect  of  health,  even  while  necrosis  of  the  jaw  was  still 
progressing." 

The  disease  occurred  only  amongst  such  as  were  largely 
exposed  to  the  fumes  of  phosphorus,  and  was  generally 
confined  to  those  whose  duty  it  was  to  dip  the  matches  in 
the  melted  phosphorus  paste.  Occasionally,  however,  in 
crowded  and  ill-ventilated  factories,  others  besides  dippers 
were  affected.  It  was  clear,  (although  that  point  has  been 
disputed,  and  was  not  originally  held)  that  the  disease  was 
due  to  the  local  influence  of  the  phosphorus  fumes,  and 
not  to  constitutional  contamination ;  for  there  was  no  evi- 
dence whatever  that  persons  exposed  suffered  in  the 
slightest  degree  in  their  general  health ;  and  indeed  the 
subjects  of  the  phosphorus  necrosis  were  always  in  good 
bodily  health,  until  they  began  to  suffer  from  the  injurious 
effects  of  their  local  malady.  It  was  thought  by  many 
that  the  disease  only  attacked  those  who  had  decayed  teeth; 
and  that  the  phosphorus  exerted  its  immediate  influence 
upon  them.     This  view,  however,  was  not  entirely  confirmed 
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by  observation.  It  seems,  indeed,  that,  though  the  malady 
affected  in  largest  proportion  those  with  carious  teeth,  the 
special  condition  which  made  persons  liable  to  attack  was 
soreness  or  ulceration  of  gum,  no  matter  how  produced 

In  speaking  of  phosphorus  necrosis,  I  have  spoken 
mainly  in  the  past  tense,  because,  although  not  improbably  it 
even  now  prevails  in  some  parts  of  the  world,  and  especially 
in  overcrowded,  ill-ventilated  factories  in  which  the  cheaper 
forms  of  matches  are  still  manufactured,  I  believe  that 
owing  to  the  precautionary  measures  which  have  been 
adopted,  and  especially  to  the  large  use  of  the  amorphous 
phosphorus,  which  yields  no  injurious  vapour,  the  disease 
has  largely,  if  not  entirely,  disappeared  from  among  us.  At 
any  rate,  very  little  has  been  heard  about  it  for  some  years, 
and  no  case  has  come  under  my  own  observation. 

Effects  of  irritants  applied  to  the  skin. — From  the  group 
of  affections  just  considered,  due  to  the  poisonous  action  of 
certain  mineral  substances,  to  which  in  various  industrial 
processes  workmen  become  exposed,  I  pass  on  to  give  a 
brief  consideration  to  the  direct  irritating  influence  on  the 
skin  of  certain  matters  which  are  generally  regarded  as 
inert,  and  in  fact  generally  are  inert  It  is  well  known  that 
grocers,  bakers,  washerwomen,  and  others,  are  liable  to  in- 
flammatory affections  of  the  skin,  mainly  and  primarily  of 
the  hands,  commonly  known  as  grocer's  itch,  baker's  itch, 
washerwomen's  itch,  and  so  on.  These  affections  are 
not  itch  in  the  proper  acceptation  of  the  term,  but  eczema, 
or  a  variety  of  eczema,  induced  and  kept  up  by  the  irritant 
effects  in  the  first  case  of  sugar,  in  the  second  of  flour,  and 
in  the  last  of  soap,  or  rather  of  imperfectly  made  soap  or  of 
the  soda  which  is  so  constantly  employed  in  washing. 
Most  persons  are  acquainted  with  the  fact  that  some 
delicate  and  irritable  skins  are  readily  irritated  and  in- 
flamed by  even  the  purest  soaps.  Common  soaps,  in  which 
alkali  is  in  excess,  or  the  ingredients  are  insufficiently 
mixed,  are  injurious  to  most  skins.     It  is  a  phenomenon  of 

the  same  kind  which  washerwomen  at  times  present ;  but 
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the  simple  irritation  of  the  skin  tends  to  become,  in  con- 
sequence of  the  constant  use  of  soap  and  soda,  a  veritable 
inflammation  of  the  sl^in,  and  before  long  results  in  vesica- 
tion and  excoriation.  The  above  eruptions,  which  present 
little  difference  among  themselves,  are  of  course  readily 
cured  by  the  avoidance  of  the  conditions  to  which  they 
are  due. 

In  relation  with  this  subject  I  may  briefly  refer  to 
other  kinds  of  skin  disease  which  are  determined  by  occu- 
pation, the  one  the  so-called  " cliimney-siueeper's  caticer"  the 
other  a  somewhat  analogous  disease,  sometimes  termed, 
though  inappropriately  termed,  verruca  necrogenica,  or,  if 
one  may  translate  the  name  into  English,  the  dissectot'i 
wart. 

In  former  days,  when  chimney-sweepers  used  to  go  up 
chimneys,  and  their  occupation  led  to  their  being  constantly 
begrimed  with  soot,  it  was  observed  that  they  not  infre- 
quently became  the  subjects  of  a  form  of  cancer  of  the  skin 
now  commonly  known  as  epithelial  cancer  or  epithelioma. 
This  disease  is  not  special  to  chimney-sweepers,  but  in 
them  it  affected  parts  of  the  body  which  are  not  usually 
attacked  in  other  persons  ;  and  the  relative  frequency  with 
which  it  was  observed  in  them  acquired  for  it  from  the 
distinguished  surgeons  who  first  observed  it  the  distinctive 
name  which  we  have  quoted.  I  believe  that  what  was 
called  chimney-sweeper's  cancer  is  very  rarely  met  with 
now,  and  that  its  infrequency  is  due  to  the  practical 
discontinuance  of  the  conditions  which  were  believed  tot] 
engender  it 

The  dissector's  wart  is  special  to  persons  whose  hands  are 
con.staotly  employed  in  the  dissection  or  cutting  up  of  dead 
bodies.  Hence  it  is  common  among  persons  engaged  in 
pathological  researches,  in  those  who  frequent  dissecting- 
rooms,  and  1  believe  also  it  is  met  with  among  butchers 
and  knackers.  It  is  a  curious  kind  of  circumscribed  thicken- 
ing of  the  knuckles,  associated  with  the  formation  of  pits 
or  excavations,  and  the  accumulation  of  crusts  or  scabs  on 
the  surface.     The  affection  slowly  spreads,  and,  so  far  as  I 
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know,  never  dies  out,  uhless  either  it  be  destroyed  by  strong 
caustic  applications,  or  the  sufferer  renounce  the  duties 
which  first  excited  it 

Effects  of  irritants  applied  to  the  lungs. — But  the  irritant 
effects  of  matters  which  are  not  poisonous  are  not  limited 
to  the  skin.  Occupations  which  habitually  expose  the 
workmen  to  the  inhalation  of  abundant  solid  particles, 
that  are  incapable  of  solution  or  removal  by  the  animal 
tissues  or  secretions,  in  many  cases  induce  chronic  diseases 
of  the  lungs,  which  are  known  as  the  asthmas  or  consump- 
tions of  the  several  occupations  referred  to,  and  tend  very 
materially  to  shorten  life  among  those  engaged  in  them. 
Workers  in  coal-mines  and  in  copper-mines,  grinders,  mill- 
stone makers,  and  flax-dressers  are  perhaps  especially  liable 
to  suffer  from  such  causes.  It  is  marvellous  how  tolerant 
the  bronchial  tubes  and  lungs  are  of  foreign  particles  which 
are  drawn  into  them  with  the  breath.  Wherever  smoke 
impr^^ates  the  atmosphere,  as  in  London  and  other 
manufacturing  towns,  its  particles  are  conveyed  in  greater 
or  less  abundance  into  the  lungs ;  whence  some  are  expelled 
with  the  expectoration,  which  presents,  consequently,  a 
slaty  or  black  appearance,  while  some  get  absorbed,  and, 
becoming  deposited  in  the  tissues  of  the  lungs,  produce  in 
them  that  black  mottling  which  increases  with  advancing 
years,  and  is  well  known  to  pathologists.  Yet,  as  a  general 
rule,  the  soot-studded  organs  remain  practically  healthy, 
and  no  clinical  evidences  of  pulmonary  disease  manifest 
themselves.  The  same  remarks  doubtless  apply  to  the 
inhalation  of  the  silicious  particles  of  ordinary  dust  The 
effects  are  different,  however,  when  such  matters  are  inhaled 
in  large  excess.  In  coal-miners  the  lungs  occasionally 
become  almost  as  black  as  coal ;  and  the  excessive  accu- 
mulation of  carbonaceous  matter  induces  a  chronic  inflam- 
matory condition  of  the  organs,  associated  with  induration, 
and  occasionally  with  the  breaking  down  of  the  pulmonary 
texture.  Among  copper-miners  something  of  the  same 
kind  occurs  ;  but  in  this  case  the  sooty  matter  is  assocl^Xtd 
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with  a  large  proportion  of  siHcious  particles,  which  are  far 
more  irritating  than  simple  carbon,  and  more  rapidly  induce 
chronic  inflammatory  changes  than  it.  In  grinders  and 
mill-stone  makers,  the  inhaled  particles  are  mainly  stony 
or  silicious  particles,  and  the  injurious  effects  ensue  with 
greater  rapidity.  Among  flax-dressers  the  pulmonary 
mischief  is  of  the  same  kind.  It  appears,  indeed,  that  the 
particles  which  are  absorbed  exert  no  specific  influence; 
that  whether  they  be  carbonaceous,  silicious,  or  of  any  other 
nature,  their  effects  are  simply  irritative,  and  to  produce 
chronic  inflammation  or  fibroid  change ;  and  that  the  only 
appreciable  distinctive  characters  are  such  as  are  due  to  the 
quality  of  the  particles  imbedded  in  the  lungs,  and  to  the 
greater  or  less  rapidity  of  progress  of  the  disease.  The 
symptoms  under  which  the  sufferers  labour  have  some 
resemblance  to  those  of  chronic  phthisis,  some  to  those  of 
chronic  bronchitis  and  emphysema,  for  either  of  which  they 
may  well  be  mistaken.  They  consist  in  gradually  increasing 
shortness  of  breath,  lividity  of  surface,  feebleness  of  circula- 
tion, and  cough,  with  more  or  less  abundant  expectoration  ; 
to  which,  at  a  later  period,  general  dropsy  and  hemoptysis 
may  be  superadded.  There  is  generally  a  total,  or  almost 
total,  absence  of  fever.  The  only  methods,  so  far  as  I  know, 
by  which  the  irritative  diseases  of  the  lungs  just  considered 
can  be  lessened  or  prevented,  are  by  providing  good 
ventilation,  and  (when  possible)  by  adopting  methods  to 
prevent  the  diffusion  of  particles  or  dust  in  the  atmosphere 
which  the  workmen  have  to  breathe.  It  is  obvious,  too, 
that  since  the  diseases  are  insidious  in  tlieir  progress,  and 
increase  in  proportion  as  the  inhaled  particles  accumulate, 
it  would  be  well  for  persons  who  present  early  traces  of 
them  to  seek  at  once  some  other  kind  of  employment 
Much  of  our  knowledge  of  the  subject  just  considered  is 
due  to  the  labours  of  Dr.  Headlam  Greenhow. 

Phthisis  in  connection  with  sedentary  work  and  defective 
ventilation. — But.  quite  apart  from  the  inhalation  of  solid 
particles  which  irritate  the  lungs  into  disease,  it  is  certain 
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that  many  occupations  tend  to  the  production  of  pul- 
monary phthisis  and  fatal  bronchial  affections.  I  will  quote 
the  remarks  made  by  Mr.  Simon,  in  reference  to  information 
which  his  inspectors  had  obtained  concerning  the  lives  of 
straw-plaiters,  lace-makers  and  glovers  at  Berkhampstead, 
Tring,  Towcester,  Newport  Pagnell,  Nottingham,  Rad- 
ford, Barford  and  Yeovil ;  the  lives  of  watch-makers  at 
Coventry ;  the  lives  of  button-makers,  jewellers,  and  various 
knick-knack  makers  at  Birmingham  and  Sheffield  ;  the  lives 
of  stocking-makers  at  Lincoln,  Nottingham,  Radford,  Bas- 
ford  and  Hinckley ;  the  lives  of  pottery  artisans,  especially 
of  the  decorators  of  earthenware,  at  Stoke  and  Wolstanton  ; 
and  the  lives  of  factory  operatives  employed  on  cotton, 
silky  flax,  and  wool  at  Preston,  Leeds,  Bradford,  Pateley 
Bridge,  Macclesfield,  Leek,  Stroud,  Melksham,  Coventry, 
and  Blackburn.  "The  concuirent  testimony,"  he  says,  "of 
these  most  various  illustrations  is — that  commonly,  where 
many  persons  are  employed  together  at  any  indoor  industry, 
the  ventilation  of  the  work-place  is  likely  to  be  so  bad  as  to 
convert  the  employment,  which  perhaps  is  not  in  its  own 
nature  of  hurtful  tendency,  into  an  employment  seriously 
dangerous  to  health.  Here  lies  the  explanation  of  a  fact 
most  deplorable  for  the  working  classes  of  our  country — 
that,  in  proportion  as  t/ie  people  of  a  district  are  attracted  to 
a$^  collective  indoor  occupation^  in  such  proportion^  other  things 
being  equals  the  district  death-rate  by  lung-diseases  will  be 
increased.  For  the  bad  ventilation  which,  as  a  rule,  belongs 
to  the  place  of  employment,  tends  to  develop  among  the 
workpeople  a  large  excess  of  phthisis,  and  probably  also 
some  excess  of  other  fatal  lung  disease."  It  was  further 
proved,  by  evidence  obtained  by  Dr.  Edward  Smith  in 
reference  to  printers  and  tailors,  and  by  Dr.  Ord  in  reference 
to  dressmakers,  and  published  in  the  appendix  to  the  report 
from  which  I  have  been  quoting,  that  the  mortality  from 
pulmonary  diseases  was  also  very  high  among  them.  Dress- 
makers appeared  to  suflTer  least ;  but  printers,  and  above  all 
tailors,  whose  hours  of  work  were  much  prolonged,  and 
whose  work  was  largely  conducted  in  over-crowded,  ill- 
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ventilated  apartments  orworkshops,sufFered  severely.  The 
document  from  which  I  quote  appeared  just  twenty  years 
ago.  It  is  probable  that  in  many  cases  much  sanitary 
improvement  has  taken  place  since  then. 

Spread  of  infectious  fevers  in  connection  with  certain 
industries. — There  are  a  few  occupations  wKich  render 
those  who  carry  them  on  liable  to  contract  infectious 
diseases  accidentally  brought  to  them  by  what  are  techni- 
cally termed  fomiles,  that  is,  by  articles  which  have  become  ■ 
impregnated  with,  or  contaminated  by,  the  irirus  or  poison 
of  the  diseases  in  question. 

Seeing  how  virulent  the  contagia  of  most  infectious 
diseases  are  ;  how  they  cling  to  clothing,  to  wall-papers,  to 
filth,  and  even  to  most  things  brought  into  relation  with 
them  whose  surfaces  are  porous  or  rough ;  how  such  dis- 
eases are  apt  to  be  conveyed  by  healthy  persons  passing 
between  the  sick  and  those  who  are  susceptible,  by  the 
transmission  of  articles  of  apparel,  by  books,  by  letters,  by 
milk,  and  other  articles  of  food,  and  in  many  ways,  some 
of  which  are  scarcely  suspected  ;  it  seemed  reasonable  to 
believe  that  the  spread  of  disease  might  be  due  in  no 
inconsiderable  degree  to  rags  collected  here,  and  imported, 
for  the  purposes  of  paper-making.  In  the  year  1865,  I 
made  an  extensive  inquiry  into  the  question  of  the  spread 
of  infectious  diseases  by  rags,  and  more  especially  among 
the  workpeople  engaged  in  paper-making.  The  result  was 
to  a  considerable  extent  reassuring;  for  it  appeared  in  the 
first  place  that  no  diseases  special  to  foreign  countries  had 
ever  been  introduced  amongst  them  by  the  agency  of 
foreign  rags,  and  that  as  regards  native  rags  the  only 
disease  that  was  ever  spread  by  them  was  small-pox,  and 
this  only  rarely.  A  recent  inquiry  by  Dr.  Parsons  has.  in 
the  main,  confirmed  ihe  conclusion  at  which  I  had  arrived, 
but  shows,  I  think,  that  small-pox  is  somewhat  more 
frequently  spread  by  rags  than  my  own  inquiries  had  led 
me  to  believe.  There  are  many  reasons  for  the  compara- 
tive safety  of  the  rag  trade  which  I  need  not  now  discuss. 


Industrial  Diseases.  1 1 9 


But  the  most  interesting  facts,  in  relation  to  the  spread 
of  infectious  disease  by  the  use  of  materials  impregnated 
with  morbific  virus,  are  those  which  have  been  collected 
during  the  last  few  years,  in  reference  to  the  affection 
known  in  Bradford  as  the  "  wool-sorters'  disease."  I  may 
state  at  once  that  this  has  been  ascertained  to  be  the 
anthrax  fever,  or  splenic  fever  of  cattle — a  very  fatal 
bovine  disease,  which  prevails  in  many  parts  of  the  Con- 
tinent^ and  also  in  Asia  and  America,  and  is  known  to 
spread  readily  from  cattle  to  other  animals,  and  to  man. 
Anthrax  fever  is  one  of  the  few  diseases  which  have  been 
clearly  proved  to  depend  on  the  entrance  into  the  system, 
and  the  growth  in  it,  of  specific  forms  of  living  vegetable 
organisms,  or  bacteria ;  and  it  will,  perhaps,  be  recollected 
that  it  is  one  of  the  affections  the  virus  of  which  M.  Pasteur 
claims  to  have  attenuated,  or  rendered  less  virulent  by 
cultivation,  so  that  by  inoculation  of  animals  with  the  cul- 
tivated products  a  mild  form  of  the  disease  is  imparted 
which  protects  from  future  more  virulent  attacks.  The 
disease  has  some  resemblance  to  glanders  in  the  fact  that 
it  commences  sometimes  as  an  external  or  superficial  dis- 
order, sometimes,  like  most  other  specific  fevers,  as  an 
internal  or  constitutional  complaint  In  the  former  case 
an  inflammatory  swelling  arises  on  some  part  of  the  surface 
exposed  to  the  air,  which  is  attended  with  much  redness 
and  brawniness  of  surface,  and  in  the  centre  of  which  soon 
appears  an  area  of  gangrene,  or  sloughing.  This  affection 
is  commonly  known  as  malignant  pustule.  In  some  in- 
stances the  disorder  remains  purely  local,  and  recovery 
takes  place  with  the  subsidence  of  the  local  mischief.  But 
not  infrequently  death  ensues,  either  from  constitutional 
disturbance  due  to  the  severity  of  the  local  inflammation, 
or  with  the  usual  symptoms  of  constitutional  anthrax. 
The  internal  form  of  the  disorder  is  the  more  common,  and 
also  the  more  fatal.  Its  period  of  incubation  is  uncertain. 
At  its  commencement  the  patient  complains  of  feverishness, 
with  weakness,  chills,  and  usually  perspirations.  After  a 
short  time  the  symptoms  become  almost  suddenly  aggra^ 
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vated  ;  the  temperature  rises,  the  pulse  and  the  respirations 
become  rapid,  difficulty  of  breathing,  with  precordial  anxiety, 
comes  on,  the  surface  gets  cold  and  livid,  and  the  patient 
falls  into  a  condition  of  prostration  or  collapse.  Some- 
times there  are  signs  of  local  congestions  of  the  lungs,  or  of 
the  abdominal  organs,  and  haemorrhages  are  not  infrequent ; 
and  very  often  delirium,  coma,  and  even  convulsions  occur 
before  the  fatal  termination.  The  disease  is  fatal  in  large 
proportion,  and  death  usually  ensues  in  the  course  of  four 
or  five  days. 

Now  anthrax  fever  has  never  prevailed  as  an  epizootic 
in  this  country,  and  British  medical  practitioners  and 
veterinary  surgeons  have  as  a  rule  had  no  experience  of  it, 
and  have  hence  been  almost  certain  to  overlook  or  to 
misinterpret  isolated  cases  of  it  In  the  year  1S78,  however, 
the  attention  of  Dr.  Russell,  the  medical  officer  of  health 
for  Glasgow,  was  called  to  a  group  of  mysterious  attacks  of 
disease,  attended  with  a  high  mortality,  which  occurred  at 
a  factory  in  that  town,  among  workers  in  Siberian  horse- 
hair. He  ascertained  that  this  mysterious  disease  was 
anthrax  fever,  and  concluded  tliat  the  workmen  had  con- 
tracted it  from  handling  affected  horsehair.  Two  years 
later  the  attention  of  the  Local  Government  Board  was 
directed  to  the  existence  at  Bradford  of  a  disease  frequently 
fatal,  but  only  imperfectly  understood  ;  and  Mr.  Spear  was 
directed  to  inquire  into  the  subject  The  following  quota- 
tion from  Dr.  Buchanan's  Report  for  the  year  18S0 
summarises  the  results  then  arrived  at:  "  Mr.  Spear  found 
that,  in  sequence  to  a  large  number  of  occasional  cases,  the 
nature  of  which  had  at  the  time  of  their  occurrence  been 
matter  of  suspicion,  some  thirty  or  forty  cases,  definable  as 
anthrax,  had  occurred  in  eleven  months  among  wool- 
sorters  in  Bradford  and  neighbouring  districts,  and  that  no 
less  than  twenty  deaths  had  to  be  ascribed  to  this 
cause.  The  disease,  whether  it  shewed  itself  more  by 
external  or  internal  symptoms  in  tlie  persons  of  the  affected 
wool-sorters,  was  found  by  pathological  observation 
uniformly  characterised  by  the  presence  of  bacillus  anthracis 
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in  the  blood  and  organs ;  and  the  material  of  the  disease 
had  been  received,  it  appeared,  into  the  body  of  the  worker, 
now  by  the  way  of  the  skin,  now  through  the  lungs  or 
stomach.  Experiments  conducted  by  Dr.  Greenfield,  in 
aid  of  Mr.  Spear's  inquiry,  showed  that  in  all  cases  where 
decomposition  did  not  interfere  with  the  result,  the  fluids 
derived  from  fatal  cases  of  the  disease  were  capable  of 
producing  the  same  disease  in  mice  and  guinea-pigs  into 
which  those  fluids  were  inoculated.  An  unintentional 
experiment  on  cows  and  sheep  was  made  by  the  irrigation 
of  certain  fields  with  the  washings  of  wool  from  a  factory 
near  Kdghley,  with  the  result  of  producing  unexpected 
deaths  among  the  animals  pasturing  on  the  fields ;  their 
disease  having  characters  similar  to  those  observed  in  the 
human  subject,  particularly  in  the  presence  of  the  same 
bacillus  anthracis  in  the  fluids  of  the  body." 

''Not  all  wools  and  hairs  were  found  equally  capable  of 
producing  the  disease.  The  dangerous  wools  were  foreign 
woolsy  and  the  most  dangerous  of  all  was  a  kind  of  mohair 
coming  from  the  Van  district  of  Armenia.  There  appeared 
reason,  moreover,  for  believing  that  the  infective  quality 
resided  more  especially  in  the  'fallen  fleeces'  of  a  wool- 
bale  ;  in  that  portion,  namely,  of  the  wool  which  had  been 
shorn  from  dead  animals,  and  which  forms  about  five  per 
cent  of  the  whole." 

In  the  report  of  the  Local  Government  Board  for  1882 
are  comprised  the  results  of  a  further  inquiry  by  Mr.  Spear 
with  respect  to  the  occurrence  of  the  same  disease  among 
persons  engaged  in  the  London  hide  and  skin  trades.  It 
would  take  too  long  to  consider  the  details  of  this  very 
interesting  report  But  it  shows  conclusively  that  anthrax 
fever,  in  both  its  forms,  is  of  not  infrequent  occurrence 
amongst  those  concerned  in  the  industries  referred  to  ;  and 
that,  as  might  be  supposed,  the  chief  sufferers  are  the 
persons  who  have  to  handle  the  raw  hides  coming  from 
abroad,  namely,  wharf-labourers,  sorters*  labourers,  and 
tanners'  labourers.  No  evidence  of  the  occurrence  of  the 
disease  could  be  traced  amongst  fellmongers.      It   is  an 


interesting  fact,  too,  as  further  proof  (if  need  were)  of  the 
nature  of  the  disease  amongst  the  workmen  in  London,  and 
of  its  virulence,  that  in  consequence  of  the  removal  from  a 
tannery,  in  which  there  had  been  special  recent  prevalence 
of  anthrax,  of  refuse  for  manurial  purposes  to  a  farm  near 
Guildford,  a  destructive  outbreak  of  anthrax  occurred 
among  the  farm  horses  and  cattle,  just  as  had  occurred 
previously  in  connection  with  the  Bradford  epidemic 
These  several  inquiries  show  conclusively  that  the  workmen 
who  have  to  do  with  foreign  hairs  and  hides  incur  a  serious 
risk  of  contracting  anthrax.  There  can  be  no  doubt  that 
many  such  attacks  have  been  overlooked  up  to  the  present 
time,  and  it  is  satisfactory  to  know  that  now  at  length  the 
danger  is  generally  appreciated,  and  that  precautionary 
measures  against  it  are  generally  adopted. 

There  are  still  two  or  three  diseases  which  may,  I  think, 
be  fairly  called  industrial  diseases,  to  which,  before  I  con- 
clude, I  should  like  to  advert :  one  is  the  so<alled  "  clei^- 
man's  throat,"  another  is  the  affection  known  as  "  writer's 
cramp,"  or  scrivener's  palsy.  Clergyman's  throat  is  not 
limited  to  members  of  the  clerical  profession ;  but  is  an 
affection  to  which  all  habitual  or  professional  speakers  and 
singers  are  liable.  It  is  a  form  of  follicular  laryngitis, 
which  is  caused  by  the  constant  over-exertion  of  the  voice, 
especially  if  that  over-exertion  be  continued  at  times  when 
the  patient  is  suffering  from  catarrh,  and  which,  if  the  over- 
exertion be  continued,  is  apt  to  become  chronic  and  in- 
curable and  to  incapacitate  the  sufferer  from  his  duties. 
Scrivener's  palsy  is  a  peculiar  affection  to  which  clerks  and 
persons  who  have  to  do  much  writing  are  liable.  It  consists 
in  a  kind  of  momentary  loss  of  power  or  spasm,  which 
affects  the  muscles  of  the  thumb  and  fingers  engaged  in 
writing,  which  in  advanced  cases  involves  the  muscles  of 
the  arm  as  well,  and  which  either  causes  the  writer  to  drop 
his  pen,  or  to  make  some  sudden  movement  that  checks 
or  mars  his  writing.  In  a  large  number  of  cases  the  di: 
is  progressive,  and  finally  renders  continuous  writing 
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impossible.  Sometimes  its  development  in  one  hand  has 
compelled  the  sufferer  to  learn  to  write  with  the  other  hand. 
Unfortunately  for  him,  however,  the  affection  is  apt  to 
spread  from  one  side  to  the  other.  Scrivener's  palsy  is 
only  the  best-known,  and  perhaps  the  commonest,  of  a 
group  of  spasmodic  or  paralytic  affections  to  which  persons 
who  have  acquired  skill  in  the  use  of  particular  groups 
of  muscles  are  liable.  The  pianist,  the  swordsman,  and 
others  whom  it  is  needless  to  enumerate,  suffer  from 
analc^us  disorders. 

The  sketch  of  industrial  diseases  which  I  have  g^ven  is 
short  and  necessarily  incomplete.  I  cannot  pretend  that  I 
have  consulted  all  the  literature  on  the  subject  which  has 
accumulated  during  the  last  few  years ;  and  my  personal 
studies  are  limited  to  two  or  three  inquiries  which  I  con- 
ducted many  years  ago  for  the  medical  officer  of  the  Privy 
Coundl,  and  to  the  casual  material  which  has  been  afforded 
me  by  my  position  as  an  officer  of  health  and  physician  to 
a  large  hospital.  It  is  probable,  therefore,  that  there  are 
some  well-known  industrial  diseases  with  which  I  have  no 
acquaintance ;  and,  with  respect  to  some  of  those  which  I 
have  brought  under  your  notice,  I  cannot  speak  with  any 
certainty  as  to  what  their  present  prevalence  is  as  compared 
with  their  prevalence  years  ago.  Moreover,  I  have  not  ven- 
tured to  enter  at  any  length  on  the  important  question  of 
their  prevention.  I  console  myself,  however,  with  the  con- 
sideration that  it  would  have  been  utterly  impossible  for 
me,  even  if  my  knowledge  of  the  subject  had  been  profound, 
to  give  an  adequate  account  of  industrial  diseases  in  the 
limited  time  placed  at  my  disposal ;  and  that  my  paper  will 
be  completed  and  corrected  by  the  observations  it  will 
doubtless  elicit  from  those  whose  knowledge,  of  at  any  rate 
particular  parts  of  the  subject,  is  much  more  intimate  and 
much  more  recent  than  mine. 


DISCUSSION. 

Dr.  William  Ogle  said  that  the  preceding  speakers 
had  discussed  the  question  from  a  medical  point  of  view, 
but  he  would  ask  to  be  allowed  to  approach  it  from  the 
statistical  side,  because  of  late  he  had  been  occupied 
officially  in  examining  at  great  length,  and  at  great  ex- 
penditure of  time,  into  the  mortality  of  different  trades 
and  industries,  and  to  a  certain  extent  into  the  causes  of 
such  mortality.  The  basis  of  the  inquiry  was  in  the  first 
place  the  census  of  i83i,  which  gave  the  numbers  engaged 
in  each  trade,  and  their  ages,  and  the  death  registers  for 
the  years  1881,  18S2,  and  1883.  It  would  be  advantageous 
to  discard  altogether  all  recognition  of  the  earlier  periods 
of  life  up  to  twenty-five,  and  of  the  later  periods  of  life 
after  sixty-five,  and  therefore  the  remarks  which  he  should 
make  would  refer  to  males  between  twenty-five  and  sixty- 
five,  which,  after  all,  was  the  time  when  professional  or 
trade  influence  was  most  marked.  As  figures  were  ex- 
tremely difficult  In  catch  and  to  realise  when  following 
a  speaker,  he  would  try  to  simplify  the  matter  by  the 
device  of  speaking  of  the  death-rate  of  males  in  England 
as  being  1000,  and  should  refer  death-rates  in  all  other 
trades  to  this  as  a  standard,  and  instead  of  calling  them 
"  death-rates  "  he  would  call  them  "  comparative  mortality 
figures,"  He  had  in  his  hand  the  comparative  mortality 
figures  of  some  80  different  occupations,  and  the  first 
thing  which  struck  him  was  the  enormous  difference  in 
these  figures.  There  were  some  lucky  occupations  in 
which  the  comparative  mortality  figure  was  scarcely  more  ■ 
than  500,  and  in  others  it  was  as  much  as  2000  or  2200, 
so  that  there  were  actually  occupations  in  which  an  ordi- 
nary  average  person  was  four  times  as  likely  to  die  as 
if  he  were  in  some  other  occupation.  It  might  be  gratify- 
ing, perhaps,  to  those  who  wore  the  blue  ribbon  to  know 
that  the  occupation  at  the  head  of  his  list  was  inn  and 
hotel   servants,   the   mortality  figure    for  this   occupation 
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being  2205  »  ^^^^  ^s  to  say,  their  chance  of  dying  was  more 
than  twice  as  great  as  that  of  an  average  man  of  the 
same  age. 

Almost  next  to  this  class  came  innkeepers,  publicans, 
and  wine  and  spirit  merchants,  with  a  mortality  figure 
of  1525,  and  then  brewers,  with  a  mortality  figure  of 
1361.  These  facts  by  themselves  would  justify  one  in  con- 
cluding, d  priori,  without  other  evidence,  that  this  high 
mortality  was  due  to  alcoholic  excess,  but  he  had  taken 
out  sufficient  number  of  data  from  the  death  register  to 
enable  him  to  calculate,  for  certain  occupations,  the 
death-rate  not  only  from  all  causes,  but  the  death-rate  from 
special  diseases.  Having  looked  to  see  to  what  disease  it  was 
that  this  enormous  mortality  among  innkeepers  was  due, 
he  found  that  the  death-rate  from  liver  disease  was  no 
less  than  seven  times  as  high  in  that  occupation  as  it 
was  among  males  in  general.  He  found,  moreover,  that 
the  death-rate  from  brain  diseases  was  twice  as  high  among 
innkeepers  as  it  was  among  ordinary  men  •  and  there 
could  therefore  be  no  doubt  that  the  high  rate  of  mortality 
of  these  three  groups  was  due  to  alcohol.  It  was  no 
wonder  that  Insurance  Offices,  though  they  already  make 
a  surcharge  of  ten  per  cent  upon  the  lives  of  publicans, 
should  nevertheless  find  that  this  does  not  cover  the  risk. 
There  was  only  one  trade  out  of  twelve,  for  which  he  had 
the  necessary  data,  which  in  any  way  resembled  the  inn- 
keeper, and  that  was  the  butcher.  The  mortality  figure 
for  butchers  was  1176,  and  they  also  died  in  a  large 
proportion  from  diseases  of  the  brain  and  liver.  Their 
death-rate  from  diseases  of  the  nervous  system  was  twice 
as  high  as  that  of  men  generally  ;  and  their  mortality  from 
liver  disease  was  also  far  above  the  average,  though  by  no 
means  so  high  as  that  of  innkeepers.  Another  group  of 
occupations  which  also  had  excessively  high  death-rates, 
comprised  those  engaged  in  the  traffic  of  streets  and  on 
canals.  The  comparative  mortality  figure  of  cabmen  was 
1482,  of  carters  and  carriers  1374,  and  bargemen, 
lightermen,  and  watermen    1305.      Doubtlessly  exposure 
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to  wet  and  liability  to  accident  were  contributory  causes 
to  the  high  mortality  in  these  occupations  ;  in  which,  how- 
ever, he  could  not  but  suspect  that  excessive  indulgence 
in  alcohol  also  played  a  considerable  part. 

He  turned  now  to  those  numerous  occupations  in  which 
the  workman  was  exposed  to  the  inhalation  of  much  dusL 
The  death-rate  from  lung  diseases  in  cotton,  silk  and 
woo!  factories,  was  rather  high,  owing  to  the  dust  which 
was  given  off,  though  apart  from  this  cause  the  general 
death-rate  of  persons  employed  in  textile  industries  was  not 
very  high. 

In  the  china  and  earthenware  manufactures  the 
comparative  mortality  figure  was  no  less  than  1742 ;  in 
the  glass  manufacture,  119O;  file-makers,  1667;  among 
cutlers,  1309;  stone  and  slate  quarrymen,  1125.  The 
diseases  prevalent  amongst  operatives  in  earthenware  fac- 
tories were  chiefly  of  the  respiratory  organs,  and  phthisis. 
The  mortality  from  this  class  of  diseases  was  almost  three 
times  as  high  in  the  earthenware  industry  as  among  males 
generally.  The  high  mortality  amongst  file-makers  was 
also  due  in  great  part  to  phthisis,  bronchitis,  pneumonia, 
and  lung  diseases,  but  besides  this  he  found  other  diseases 
prevalent  in  this  industry.  Looking  down  the  death-rates 
he  found  that  the  death-rate  of  file-makers  from  kidney 
diseases  was  no  less  than  four  times  that  of  average  men, 
and  that  the  deaths  from  brain  disease  of  various  kinds 
were  about  70  per  cent,  over  the  average.  To  what  was 
this  due  7  He  had  no  doubt  whatever  that  it  was  due  to 
lead  poisoning,  for  out  of  the  deaths  of  file-makers,  which 
formed  the  basis  on  which  the  calculation  was  made, 
numbering  280  in  all,  7  were  returned  as  dying  from  lead- 
poisoning.  As  all  medical  men  knew,  they  could  not 
measure  the  amount  of  lead  poisoning  and  its  fatal  effects 
by  the  deaths  that  were  directly  ascribed  to  lead  poisoning. 
but  must  also  take  into  account  the  after-effects  of  lead, 
and  these  after-effects  told  upon  the  kidney  and  brain.  If 
they  took  any  trade  where  lead  was  used  much,  they  found 
that  the  mortality  from  diseases  of  the  brain  and  kidney 
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were  greatly  in  excess.  In  order  to  see  whether  this  was 
correct  or  not  he  had  taken  out  the  death-rates  of  another 
trade  in  which  lead  poisoning  was  common,  namely  that  of 
painters,  glaziers  and  plumbers.  The  mortality  figure  in 
this  occupation  was  1202  ;  and  he  found  that,  taking  away 
the  diseases  due  to  respiratory  organs,  the  death-rates 
were  almost  identical  with  those  of  file-makers,  showing  a 
similar  excess  under  kidney  disease  and  brain  disease,  and 
there  were  no  other  trades  which  resembled  them  in  this 
respect  He  thought  there  could  be  no  doubt  whatever 
that  they  must  add  the  file-makers  to  the  class  affected 
by  chronic  lead  poisoning,  though  he  found  that  trade 
omitted  in  the  books  dealing  with  lead  poisoning.  The 
mortality  figure  of  cutlers  was  1309,  and  they  resembled 
the  file-makers  in  having  a  great  death-rate  from  disease 
of  the  lungs,  though  they  had  no  similarly  excessive  death- 
rate  from  disease  of  the  kidneys. 

The  death-rate  of  hair-dressers  was  enormously  high, 
though  why  he  did  not  know,  the  mortality  figure  being 
1327.  For  furriers  and  skinners  the  figure  was  11 17, 
whilst  for  those  who  worked  in  hair  and  made  brooms  and 
brushes,  it  was  not  quite  so  high.  If  one  could  have  the 
causes  from  which  the  hair-dressers  died,  it  might  be  found 
that  they  had  disease  of  the  lungs  from  swallowing  par« 
tides  of  hair  and  dust  Another  occupation  in  which  the 
mortality  was  very  high  was  that  of  the  law  clerks, 
which,  perhaps,  was  owing  in  part  to  habits  of  intemperance. 
Medical  men  and  stone  and  slate  quarriers  were  alike,  so 
far  as  their  mortality  was  concerned,  the  mortality  figure 
for  such  being  1122.  The  death-rates  of  grocers  and 
various  kinds  of  shopkeepers  was  rather  below  the  average, 
the  figure  for  the  grocers  being  771. 

Turning  to  the  other  end  of  the  table  the  mortality  figure 
for  clergymen  was  only  556;  gardeners  599;  farmers, 
631  ;  and  agricultural  labourers,  675. 

'*  O  !  fortunati  nimium,  sua  si  bona  norint 
Agricolse ! " 

Dr.   Ord  said  he  would  commence  by  thanking  Dr. 
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Bristowe  for  his  most  admirable  address,  for  he  had  put 

before  them  in  a  short  time  an  enormous  amount  of 
vahiable  matter,  compressed  without  losing  its  clearness, 
after  a  fashion  which  was  acquired,  no  doubt,  by  many 
years'  long  experience  in  teaching  and  writing.  It  was  a 
kind  of  paper  which  one  got  not  very  often,  but  which 
they  obtained  from  men  who  had  thought  and  read  much, 
and  taught  a  great  deal.  He  was  sorry  to  be  called  upon 
first  to  speak,  inasmuch  as  his  own  acquaintance  with 
diseases  of  an  industrial  kind  had  been  limited  so  far  as 
matter  of  inquiry  was  concerned  to  the  small  group  to 
which  Dr.  Bristowe  alluded  in  a  few  words,  viz.,  the  diseases 
affecting  milliners  and  dressmakers.  Twenty  years  ago, 
when  he  investigated  these  diseases,  the  conditions  under 
which  these  persons  worked  were  not  such  as  now  existed. 
He  referred  to  the  conditions  affecting  the  personality  of 
the  person  engaged,  and  also  in  one  point  of  view  the 
social  condition.  Thus  there  was  an  important  element  of 
imperfect  pay,  and  consequently  imperfect  food.  There 
were  also  elements  of  overcrowding  in  ill-ventilated,  ill- 
lighted  rooms,  as  well  as  the  important  clement  of  long 
and  protracted  hours  of  work.  These  were  obviously  the 
things  which  legislation  and  inspection  under  legislation 
could  modify,  and  he  had  every  reason  to  believe  that  during 
the  last  few  years  the  health  of  this  group  of  industrial 
labourers  had  been  improved.  But  seeing  that  there  were 
ladies  present  he  was  emboldened  to  go  into  the  subject  of 
female  industry,  and  to  say  a  few  words  about  the 
influences  which  bore  disastrously  upon  the  health  of 
domestic  servants.  As  was  well  known,  there  was  "  The 
Song  of  the  Shirt,"  but  there  was  an  almost  equally  touching 
song  of  the  scrubbing-brush  and  the  door-step ;  of  the 
weights  to  be  carried  upstairs  ;  of  the  full  pail,  of  the  coal- 
scuttle, and  of  the  weight  of  the  body  going  up  and  down 
stairs  many  times  a  day.  Dr,  Sibson  had  drawn  attention 
years  ago  to  the  existence  of  influences  bearing  upon  our 
young  population,  which  were  akin  to  those  to  which  he 
now  wished   to   draw  attention.      Dr.  Sibson,  in  dealing 
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with  what  was  called  acute  rheumatism,  showed  that  its 
victims  were  chiefly  adolescents  or  young  adults,  who 
had  been  so  exposed  to  particular  influences  as  to  make 
it  practically  certain  that  these  influences  were  important 
proximate  causes  of  the  aflection  in  them.  He  found  the 
victims  were  most  commonly  adolescents  and  young 
adults,  who  had  either  been  using  extreme  muscular 
exertion,  in  excess  of  their  natural  strength,  or  working  long 
hours  in  close  rooms,  ill-ventilated,  and  particularly  ill- 
lighted.  His  paper  on  the  subject  proved  the  case  very 
clearly  indeed,  and  brought  out  these  points  as  the  main 
features  explaining  the  remarkably  frequent  occurrence  of 
this  disease  among  young  people  at  such  ages.  Conditions 
of  this  kind  largely  afiected  domestic  servants.  At  the 
present  time  houses  were  cramped  together  so  closely  that 
every  square  foot  of  ground  was  of  value,  and  domestic 
servants  passed  a  large  portion  of  their  life  practically 
underground,  very  often  in  damp  rooms  and  in  a  small 
quantity  of  light  and  pure  air.  Here  was  the  first  of 
Dr.  Sibson's  conditions  fulfilled.  Add  to  this  the  constant 
muscular  strain  involved  in  stair  climbing  with  heavy 
weights,  and  the  second  condition  was  fulfilled  Among 
this  class  there  was  a  great  deal  of  rheumatic  fever,  and 
its  terrible  consequences  known  to  physicians,  such  as 
disease  of  the  heart  and  the  other  ailments  which  tended 
greatly  to  shorten  life.  He  had  not  come  there  to  suggest 
remedies,  but  merely  to  speak  out  once  in  his  life  what 
had  filled  him  with  regret  very  often,  when  going  through 
the  wards  of  the  hospital,  and  seeing  patients  suflering 
from  a  disease  which  was  in  a  sense  preventible.  He  did 
not  know  that  the  whole  matter  could  claim  to  be,  at 
present,  worthy  of  the  title  sometimes  used — the  title  of  the 
"social  problem,"  but  it  was  a  matter  for  the  deepest  and 
saddest  meditation. 

Dr.  Greenhow  said  the  subject  was  a  very  wide  one, 
and  Dr.  Bristowe  had  given  a  very  complete  digest  of  the 
present  state  of  knowledge  upon  the  subject ;  but  still  he 
might  perhaps  be  permitted  to  say  how  greatly  he  rejoiced 
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that  the  managers  of  the  Health  Exhibition  had  thought 
fit  to  include  among  the  Conferences  to  be  held  there  the 
subject  of  industrial  diseases.  There  were  a  great  many 
public  health  questions  which  were  of  great  importance,  of 
which  persons  had  some  knowledge ;  but  the  industrial 
disease  question  was  one  which  had  received  very  little 
public  attention,  although  it  was  second  to  no  other 
sanitary  question  of  the  day,  because  the  sickness  and 
mortality  produced  by  these  diseases  was  very  large.  It 
would  be  impossible  to  go  into  details  respecting  the 
other  kinds  of  disease  mentioned  by  Dr.  Bristowe,  but  he 
would  restrict  his  remarks  to  lung  diseases,  and  quote  two 
or  three  figures  which  would  illustrate  the  question  and  show 
how  large  an  influence  those  diseases  had  in  producing  pre- 
mature death  in  Great  Britain.  In  order  to  do  this,  he  would 
take  as  his  illustration  two  mining  districts  in  the  north  of 
England,  in  both  of  which  the  inhabitants  were  exclusively 
miners  and  shopkeepers.  One  of  the  districts  to  which  he 
referred  was  a  coal-mining  district,  where  the  coal-mines 
were  under  the  best  possible  superintendence,  where  every 
possible  means  were  taken  to  preserve  the  ventilation  of 
the  mines,  and  to  prevent  the  causes  of  disease  to  which  Dr. 
Bristowe  had  referred.  The  figures  which  he  should  give 
had  been  worked  out  by  himself  many  years  ago,  but  still 
they  were  sufficiently  near  the  point  to  show  the  general 
bearing  of  the  question.  The  mortality  amongst  males 
from  all  causes  in  this  district  was  iS  per  thousand  per 
annum  on  an  average  of  seven  years,  and  the  mortality 
amongst  females  17  per  thousand  for  the  same  period. 
Taking  the  mortality  from  lung  diseases  among  men  above 
twenty  years  of  age,  when  the  effects  of  occupation  would 
have  told,  he  found  it  was  only  3  in  a  thousand,  and  for 
females  2  in  a  thousand,  but,  he  must  repeat,  that  was  in  an 
exceptionally  well-managed  mining  district.  The  other 
district  to  which  he  referred  was  in  the  same  locality,  about 
forty  miles  from  the  former,  in  which  the  occupation  consisted 
in  metal-mining.  The  mortality  per  thousand  over  the 
same  period  of  time  was  20  for  men,  and  17  for  women,  and 
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the  latter  fact  seemed  to  show  that  both  localities  were  very 
much  the  same  as  regarded  their  general  salubrity ;  but 
when  the  mortality  from  lung  diseases  in  the  two  districts 
were  compared,  a  great  difference  would  be  at  once 
observed.  The  mortality  amongst  men  was  14  per  thou- 
sand in  the  lead-mining  district,  and  amongst  females  7 
per  thousand.  He  had  no  hesitation  in  saying  that  this 
difference  was  due  to  the  fact  that  the  miners  were  exposed 
to  special  causes  of  lung  disease.  He  thought  it  showed 
very  clearly  that  he  was  justified  in  saying  that  these  in- 
dustrial diseases  were  amongst  the  most  important  sanitary 
questions  of  the  day.  And  they  were  not  confined  to 
miners.  Amongst  the  operatives  in  cotton  factories,  espe- 
cially those  engaged  in  the  weaving-room,  where  China 
clay  was  used  in  sizing  the  cotton,  and  in  the  carding  room  ; 
amongst  potters,  flax  hacklers,  grinders,  needle-pointers, 
quarrymen,  and  also  amongst  miners  in  copper  and  tin, 
these  diseases  were  very  prevalent  If  the  public  heard 
of  a  great  colliery  explosion,  by  which  100  lives  were  lost, 
they  were  struck  with 'horror,  the  cause  of  the  catastrophe 
was  fully  investigated,  and  usually  funds  to  provide  for  the 
widows  and  children  were  collected ;  but  he  ventured  to 
say  that  all  the  accidents  and  explosions  in  coal-mines  fell 
iar  short  of  producing  the  mortality  which  was  produced 
by  the  causes  exciting  lung  diseases.  If  they  had  an 
epidemic  of  cholera  in  this  country,  which  carried  off  10,000 
or  iSfiOO  people  in  the  course  of  a  few  months,  the  im- 
mediate attention  of  the  legislature  was  drawn  to  the  ques- 
tion ;  but  the  mortality  produced  by  such  epidemics  was 
only  occasional  and  for  the  most  part  occurred  at  distant  in- 
tervalsy  and  fell  considerably  short  of  the  mortality  which 
was  every  year  incurred  throughout  the  country  at  large 
by  industrial  dbeases.  That  these  diseases  were  caused  by 
inhaling  particles  of  flax,  cotton,  metal,  and  other  dust  was 
proved  by  the  fact  that  these  had  been  found  in  the  lungs 
after  death.  It  would  be  a  mistake  if  he  did  not  say  that 
lung  diseases  were  by  no  means  confined  to  operatives  in 
factories,  or  miners,  or  it  appertained  to  a  great  many, 
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occupations  of  a  smaU  kind.  In  London  there  wertf 
numerous  operatives  who  worked  singly  or  two  or  three 
together,  who  were  exposed  to  causes  which  would  produce 
lung  disease.  Printers  of  colour  suffered  from  lung  disease 
by  inhaling  dust,  and  stainers  of  paper,  corn  meters,  chaff 
cutters,  and  various  other  labourers  suffered  from  inhaling 
dust  in  their  various  occupations.  Moreover,  lung  diseases 
were  very  prevalent  amongst  people  employed  in  large  ware- 
houses and  shops,  where  the  air  was  artificially  warmed. 
The  result  of  over-dried  air  was  to  bring  on  catarrh, 
and,  as  every  one  knew,  there  was  nothing  worse  than  a 
neglected  cold,  and  this  at  length  broke  down  the  health  of 
the  person,  and  he  died  of  an  industrial  disease.  He  hoped 
that  the  effect  of  this  discussion  would  be  to  stir  up  public 
attention  upon  the  matter.  With  regard  to  the  prevention 
of  these  diseases  he  thought  a  great  deal  might  be  said, 
but  it  scarcely  fell  within  their  province  to-day. 

Dr.  Vacher  said  it  would  appear  that  occupations 
were  healthy  or  otherwise  in  proportion  to  the  degree 
in  which  they  permitted  of  the  person  occupied  living 
under  healthy  conditions,  and  working  under  healthy 
conditions,  and  making  use  of  his  faculties.  So  they 
were  in  the  habit  of  regarding  clergymen  and  literary 
men  living  in  the  country  as  exceptionally  good  lives. 
Perhaps  next  to  these  merchants  and  business  men, 
who  live  away  from  their  work,  and  professional  men 
where  their  professions  do  not  place  them  in  positions  of 
exceptional  risk.  The  working  classes  they  found  naturally 
divided  under  two  groups,  the  skilled  and  unskilled 
workers  who  worked  in  the  open  air,  and  the  skilled  and 
unskilled  workers  who  worked  in  shops.  The  first  were  as 
a  rule  healthy,  but  in  different  degrees,  as  between  the 
cultivators  of  the  earth  on  the  one  hand  and  scavengers 
and  dustmen  on  the  other.  Those  who  worked  in  shops 
were  as  a  rule  unhealthy,  but  again  in  diiTerent  degrees, 
depending  on  the  work  being  active  or  sedentary,  the 
workshop  being  well  ventilated,  or  close,  or  draughty,  or 
superheated,  and  the  workers  being  exposed  to  noxious 
gases,  fluids,  and  dust 
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Among  those  who  worked  in  shops  they  found  a  certain 
class  of  them,  where  the  work  was  very  sedentary,  who 
appeared  to  have  a  curious  instinctive  dislike  to  ventilation. 
He  had  noticed  this  particularly  among  tailors  and  shoe- 
makers. These  people  loved  a  high  temperature,  were  very 
sensitive  to  the  least  motion  of  air,  and  often,  in  spite  of  the 
efforts  of  their  employers,  persisted  in  breathing  over  and 
over  again  air  charged  with  carbonic  acid  and  aqueous 
humoiur  as  the  result  of  the  respiration  of  themselves  and 
their  fellow-workers.  Along  with  this  class  he  might  also 
group  dressmakers  and  milliners,  and  some  clerks  and 
factory  workers — indeed,  all  who  worked  in  shops  the  air 
of  which  was  rendered  impure  only  by  the  exhalations  of 
the  lungs,  and  it  was  to  be  noticed  also  that  all  such 
workers  affected  a  stooping  posture.  They  suffered  from 
diseases  of  the  respiratory  and  digestive  organs.  What 
should  be  done  in  the  case  of  the  class  to  which  he  had  just 
referred,  was  to  ventilate  the  air  of  the  workshops  auto- 
matically, so  that  the  people  could  not  interfere  with  it, 
and  also  to  instruct  them  to  adopt  an  attitude  which 
would  give  full  play  to  their  lungs.  The  second  group  of 
unhealthy  trades  were  formed  by  those  in  which  noxious 
vapours  and  gases  were  generated,  principally  by  chemical 
decompositioa  These  works  were  alkali  works,  ammonia 
works,  artificial  manure  works,  bleaching-powder  works, 
iron  furnaces,  galvanising  works,  and  also  copper  works. 
He  knew  one  copper-refining  works  in  his  district  where, 
besides  sulphurous  acid,  arsenical  fumes  were  given  off. 
Some  time  ago  he  was  engaged  in  an  inquiry  upon  the 
effect  on  health  of  the  noxious  vapours  given  off  by 
chemical  works,  and  he  then  found  that  the  offending 
works  were  those  he  had  stated.  The  noxious  vapours 
were  sulphurous  acid  (largely  in  excess  of  all  others), 
hydrochloric  acid,  ammonia,  chlorine,  carbonic  oxide,  and, 
to  some  extent,  zinc  fumes  and  arsenical  fumes.  There 
was  abundant  evidence  that  chemical  noxious  vapours  pro- 
duced and  aggravated  diseases  such  as  bronchitis,  asthma, 
pneumonia,  and  phthisis  ;   in  certain  works  also  sick  head- 


ache,  loss  of  appetite  and  indigestion  were  produced. 
What  was  wanted  to  render  the  trades  healthy  was  the 
adoptionby  manufacturers  of  the  most  approved  scientific 
processes.  Chloride  of  lime,  for  instance,  was  still  commonly 
made  in  the  old  wasteful  dangerous  way :  lime  was  spread  I 
over  the  floor  of  a  large  room  into  which  chlorine  was  ] 
delivered,  and  the  lime  was  permitted  to  absorb  as  much  as  ] 
it  would  and  then  the  doors  were  thrown  open  and  the  ] 
chlorine  allowed  to  escape,  rendering  noxious  the  external  I 
air.  Of  course,  it  acted  prejudicially  upon  the  men  em- 
ployed to  open  the  doors.  The  acid  liquor  in  the 
chlorine  generators  was  turned  into  the  river,  and 
all  towns  where  there  were  alkali  works,  the  rain,  after 
percolating  through  the  waste  heaps,  which  contained 
sulphide  of  calcium  in  considerable  quantities,  went  into 
the  river  and  so  polluted  the  water  by  the  setting  free 
of  sulphuretted  hydrogen.  Yet  neighbouring  works  used 
Weldon's  process,  where  all  the  chlorine  which  was  made 
was  conserved,  and  the  manganese  regenerated  and  no 
waste  turned  into  the  river.  It  might  be  thought  that 
the  Alkali  Acts  had  done  a  great  deal  to  improve  the 
health  of  the  inhabitants  in  the  districts  where  the  alkali 
works  were  situated,  and  this  was  so  to  a  certain  extent. 
Indeed,  the  Alkali  Acts  seemed  to  have  been  directed 
rather  towards  improving  the  general  health  of  the  district 
than  to  improving  the  health  of  the  workers  in  the  various 
works.  The  main  result  of  the  Alkali  Acts  had  been  to 
diminish  the  output  of  sulphurous  acid,  and  doubtless  this 
was  a  good  work  as  far  as  it  went,  but  stiU  if  the  manufac- 
turers used  the  best  processes  there  was  no  reason  to 
suppose  that  the  health  of  the  men  would  be  to  any  great 
extent  seriously  prejudiced.  Besides  this,  working  men 
themselves  who  lived  close  to  the  works  in  a  tainted 
atmosphere  might  do  a  great  deal  for  the  conservation  of 
their  own  health  if  they  made  use  of  the  chemically  charged 
flannel  screens  for  purifying  the  air  in  their  cottages,  as 
suggested  many  years  ago.  The  third  class  of  dangerous 
trades  was  tlic  class  which  was  rendered  dangerous  because 
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the  workpeople  were  subjected  to  dust  of  one  kind  or 
another,  and  they  had  already  heard  a  good  deal  about  this 
from  previous  speakers.  In  his  own  district  the  classes 
specially  liable  to  disease  from  dust  were  millers,  bakers, 
masons,  and  coal-whippers.  Here  again  it  would  be  very 
easy  to  diminish  the  danger  if  all  the  works  were  obliged 
to  efficiently  ventilate  their  premises.  Mr.  Simon  had 
stated  that,  with  a  single  exception,  the  300,000  miners 
in  England  break  down  as  a  class  prematurely  from 
bronchitis  and  pneumonia,  caused  by  the  atmosphere  in 
which  they  live,  the  exception  being  the  colliers  of  Durham 
and  Northumberland,  where  the  mines  are  properly  venti- 
lated. In  some  very  exceptional  cases  it  might  be 
necessary  to  use  a  respirator  of  some  kind ;  but  either  by 
the  use  of  a  fan  or  a  respirator  all  the  dust,  from  whatever 
cause  occasioned,  might  be  driven  or  filtered  off.  Besides 
these  three  classes  of  trades  which  were  injurious  to  health, 
he  might  just  refer  to  one  or  two  others.  It  had  been 
said  that  butchers  were  prejudicially  affected,  inasmuch  as 
they  worked  amongst  meat  which  might  be  diseased,  that 
is  to  say,  they  might  get  inoculated  with  anthrax  like 
wool-sorters.  In  his  district  they  slaughtered  sometimes  as 
many  as  600  head  of  oxen  in  the  twenty-four  hours,  but 
he  had  never  known  a  single  case  of  a  butcher  having 
anthrax,  though  occasionally  they  dressed  carcases  which 
had  to  be  condemned  for  anthrax.  Then  it  was  said  that 
people  who  cleaned  out  the  sewers  were  especially  liable  to 
typhoid  fever ;  but  in  his  district  they  unfortunately  had 
sewers  of  deposit,  and  a  gang  of  men  were  constantly 
employed  to  clean  them  out,  and  he  had  only  known  of 
one  case  of  typhoid  fever  among  this  gang.  As  to  lead- 
poisoning,  his  experience  was  the  same  as  other  speakers, 
for  a  year  never  passed  that  did  not  bring  him  cases  of 
more  or  less  pronounced  lead-poisoning  ;  and  here  again  he 
believed  that  if  proper  precautions,  as  suggested  in 
Government  Blue  Books,  were  taken,  the  cases  would  be 
fewer  and  less  serious.  Some  time  ago  there  was  a  factory 
for  making  a  powder  called  Bradbury's  Sheep-dip,  which 


was  used  in  washing  sheep  to  destroy  parasites ;  and 
having  examined  this,  he  found  upwards  of  three-fourths  of 
the  whole  weight  was  sulphide  of  arsenic,  and  that  the 
worlcers  were  never  able  to  continue  their  work  for  longer 
than  a  month.  They  suifered  from  sores  round  the  mouth 
and  eyes,  but  no  doubt  this  was  due  to  the  badly  venti- 
lated state  of  the  works,  and  because  they  did  not  use 
soap  and  water  as  they  were  told  to  do.  Indeed,  the  whole 
result  of  his  experience  and  inquiries  was  to  teach  him 
that  if  known  preventive  measures  were  used  by  the  work- 
people and  by  the  employers,  special  trade  diseases  would 
all  be  much  mitigated,  and  the  greater  part  of  them 
entirely  repressed. 

Dr.  Dixon  said  with  regard  to  lead-poisoning  the 
symptoms  were  very  often  obscure,  one  of  the  most  general 
being  slight  muscular  pains  in  various  parts  of  the  body. 
As  to  the  frequency  of  what  were  called  septic  diseases 
amongst  tanners  and  persons  employed  in  handling  skins, 
he  might  say  that  for  the  last  seven  years  he  had  been 
Medical  Officer  of  Health  for  Bermondscy,  and  some  short 
time  ago  he  took  the  trouble  of  examining  the  old  records 
of  mortality  to  see  whether  there  was  any  excess  of 
diseases  of  this  class,  and  he  found  the  proportion  of 
deaths  from  these  causes  was  below  the  average  for 
all  London,  All  the  cases  which  he  had  ever  come 
across  had  arisen  from  inoculation  from  foreign  hides, 
the  disease  being  more  common  amongst  labourers  than 
amongst  the  hide- workers  themselves.  The  butchers 
had  a  high  rate  of  mortality,  but  it  did  not  arise 
from  handling  animal  matter,  but  from  drinking  drams 
of  spirits.  Unfortunately  butchers  were  in  the  habit  of 
treating,  and  he  had  not  the  slightest  doubt  that  their  high 
mortality  table  was  due  In  a  great  measure  to  this.  He 
knew  an  old  butcher  who  was  very  well  off"  in  the  world, 
who  was  always  ready  to  have  his  glass  of  gin  with  a 
friend,  but  he  had  entered  into  a  little  conspiracy  with 
the  landlady  of  the  house,  to  give  him  a  glass  of  water 
Instead  of  gin,  and  the  result  of  tliis  was  that  he  main- 
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tained  very  good  health,  notwithstanding  that  he  was  a 
butcher. 

Mr.  LiGGINS  said  he  should  not  have  troubled  the 
meeting  with  any  remarks,  had  it  not  been  for  the  fact 
that  one  class  had  been  entirely  omitted,  namely,  seamen. 
His  experience  proved  that  more  sailors  died  from  chest 
diseases  which  might  be  prevented  than  from  any  other 
cause  whatever,  drowning  included.  Sailors  shipped  in 
London  frequently  died  before  they  reached  Gravesend  or 
the  Downs,  owing  to  exposure  to  the  weather,  and  wearing 
improper  clothing.  He  regretted  to  see  the  improvident 
fashion — for  fashion  was  the  proper  word  to  use — which 
sailors  adopted.  The  folly  of  not  protecting  the  chest 
caused  a  great  number  of  deaths  amongst  seamen,  and  the 
Conference  would  do  well  to  take  notice  of  his  suggestion 
that  the  Royal  Navy  should  start  a  fashion  which  would 
have  a  tendency  to  prolong  their  lives.  Fishermen  and 
yachtsmen  covered  their  chests  with  thick  jerseys,  and,  as 
a  consequence,  lived  to  a  good  old  age.  Upon  one  occa- 
sion when  he  was  on  a  Royal  Mail  boat,  the  sea  was  so 
heavy  as  to  require  two  quartermasters  to  steer  the  ship, 
and,  notwithstanding  that  the  sea  was  washing  all  over 
them,  they  had  next  to  no  clothing  on :  therefore,  it  was 
not  to  be  wondered  at  that  men  in  such  positions  as  these 
had  but  short  lives. 

The  Chairman  said  it  was  now  his  duty  to  offer  some 
observations  on  the  course  of  the  discussion.  With  regard 
to  what  had  been  said  by  the  last  speaker,  he  would  observe 
that  the  death-rate  in  the  Royal  Navy,  which  was  under  some 
sanitary  inspection,  was  about  4^  per  thousand,  whereas  in 
the  mercantile  marine  it  was  18  per  thousand,  that  excessive 
mortality  arising  from  default  of  supervision,  and  under  pre- 
ventible  conditions,  which  produced  scurvy  and  a  great  deal 
of  disease  which  was  banished  from  the  Royal  Navy.  The 
original  registration  measure  was  solely  for  the  relief  of 
dissenters  from  the  necessity  of  registering  their  marriages, 
births,  and  deaths  in  the  church.  He  had  interposed,  and 
got  amendments  introduced  in  the  Lords,  placing   it  on 
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a  general  footing  and  providing  for  the  registration  of  the 
causes  as  well  as  the  fact  of  death.  He  afterwards  suc- 
ceeded in  getting  Dr.  Farr  appointed  to  watch  and  expound 
the  progress  of  the  causes  of  death.  It  was  pleasant  to 
observe,  from  the  paper  of  Dr.  Ogle,  that  the  function  of 
the  observation  of  the  progress  of  tlie  causes  of  death  was 
not  likely  to  fall  through  in  his  hands.  He  did  not 
think  attention  had  yet  been  properly  drawn  to  the  pre- 
ventive action  which  had  been  provided,  but  which  was 
neglected  by  public  administratiorL  He  was  one  of  the 
commissioners  appointed  to  inquire  into  the  labour  of 
young  persons  in  factories.  They  decided  that  public 
inspection  was  necessary,  and  their  intention  was  that  the 
inspection  should  be  regular  sanitary  inspection,  but  it  was 
not.  It  was  also  recommended  that  workshops  should  be 
visited  by  the  officers  of  health  at  regular  periods,  the  object 
being  that  by  repeated  and  regular  visits  the  oiKcer  of  health 
would  be  aware  of  the  occurrence  of  any  premonitory 
symptoms  of  disease,  and  that  it  would  then  be  his  duty  to 
separate  the  person  affected,  to  go  to  his  home,  and 
ascertain  if  there  were  any  causes  there  which  produced  the 
disease,  and  if  so  to  take  action  for  their  removal.  That 
again  was  a  function  which  had  been  omitted,  and  also 
the  regular  inspection  of  schools  for  the  detection  of 
the  premonitory  symptoms  of  disease,  and  arrangements 
for  following  the  children  to  their  homes  ;  and  where  It 
seemed  likely  to  occur  from  causes  which  were  removal 
to  take  action  for  their  removal.  That  was  a  function 
which  ought  to  be  provided  for,  but  for  various  causes, 
including  the  neglect  of  changing  political  chiefs,  that  also 
had  fallen  through.  Another  proposal  was  that  the  c 
as  well  as  the  fact  of  death  should  be  certified  on  view  of 
the  body  by  a  medical  officer  of  health  before  interment 
By  that  means  a  great  deal  of  knowledge  as  to  the  pre- 
ventive causes  of  death  would  be  obtained  for  the  direc- 
tion of  more  efficient  action  and  a  larger  gain  of  sanitary 
economy  than  was  yet  understood  or  thought  of.  With 
respect  to  the  diseases  occurring  in  particular  trades,  inspec- 
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tion  had  already  stopped  a  g^eat  deal,  and  would  certainly 
prevent  an  enormous  deal  more.  Many  manufacturers,  when 
they  put  up  manufactories,  had  every  wish  to  construct  them 
so  that  the  workers  might  not  suffer,  but  they  wanted  advice 
and  approbation  of  their  plans.    Ventilation,  or  any  other 
necessary  sanitary  condition,  should  be  specified  by  a  public 
officer,  and  in  the  majority  of  cases  they  would  be  adopted 
voluntarily.      At  Sheffield,  he  remembered,  amongst  the 
knife-grinders  simple  methods  of  prevention  were  pointed 
out,  and    he    got    Dr.   Calvert  and  other  medical  men 
to  assist,    but    the  men   would   not   adopt  them ;   they 
had  the  idea  that  if  those   methods  were  used,  and  the 
death-rate  were  lowered,  wages  would  be  lowered  also,  and 
they  preferred  high  wages  with  an  excessive  death-rate  to 
the  proposed  amendments  with  the  mistaken  view  of  a 
reduction  of  wages.      With   respect  to  the  diseases  from 
dusty  trades,  they  might  be  easily  prevented.     One  means 
was  r^^lar  head-to-foot  washing  and  keeping  the  skin 
clean.     Men  who  went  in  the  thick  of  disease  protected 
themselves  in  a  way  that  he  was  afraid  medical  men  did  not 
invariably  do,  by  head-to-foot  washing  twice  a  day ;  and  if 
he  had  his  time  to  go  over  again  as  an  officer  in  an  executive 
department  he  should  issue  a  proclamation  almost  immedi- 
ately, on  the  breaking  out  of  any  epidemic  disease,  that 
care  should  be  taken  ever3rwhere  to  secure  the  thorough 
washing  and  cleansing  of  every  one,  especially  children  ; 
for  there  was  no  doubt  at  all  that  the  cleansing  of  children 
was  an  important  factor  of  one-third  in  stopping  the  spread 
of  disease.    They  were  finding  it  out  in  Holland  and  other 
places  abroad,  where  they  were  very  careful  that  no  children 
should  come  into  school  who  were  not  thoroughly  washed. 
If  a  child  showed  symptoms  of  uneasiness,  it  was  taken  out 
into  a  room,  and  some  one  attended  to  it,  and  if  it  was 
repeated  fault  was  found  with  the  mother.     That  was  found 
to  work  capitally.     They  had  the  case  of  a  death-rate  in  a 
school  of  12  per  thousand.    The  first  step  in  sanitation  was 
to  clear  the  air  from  sewer-gas  and  smell,  and  it  brought 
the  rate  down  to  8  per  thousand.     The  next  factor  was 
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having  the  children  regularly  cleansed  in  tepid  water,  and 
the  death-rate  was  then  brought  down  to  4  per  thousand. 
By  those  two  means  of  purifying  the  air  and  cleansing  the 
skin  the  result  was  produced.  There  was  an  invention, 
which  he  was  sorry  was  not  shown  in  the  Exhibition, 
recently  introduced  into  the  French  army,  whereby  the 
captain  was  able  to  wash  all  his  men  for  about  i-ioth  of 
a  penny  per  diem.  If  that  were  generally  adopted  there 
would  be  a  great  saving  in  rations,  for  he  had  known  of 
a  case  where  an  officer  was  hemmed  in  with  a  force  in 
Spain  and  was  obliged  to  put  his  men  on  half  rations,  but 
owing  to  their  frequently  washing  in  the  river  they  really 
were  as  strong  as  men  elsewhere  on  full  rations.  The 
invention  he  referred  to  was  simply  this;  the  men  stepped 
into  a  tray  of  tepid  water  and  a  two-handled  pump  was 
worked  to  throw  a  jet  of  tepid  water  upon  them,  and 
they  were  cleansed  in  5  gallons  of  water  instead  of 
80  gallons  of  the  bath,  and  in  5  minutes  as  against 
20  minutes  by  the  ordinary  batli.  The  great  importance 
of  oi^anisation  and  the  prevention  of  disease  had  been 
clearly  shown,  but  it  had  been  neglected,  and  was  not 
pressed  in  Parliament  as  it  ought  to  be,  but  he  hoped  that 
the  Conference  would  end  in  some  practical  action  in  that 
direction  being  taken.  It  was  only  by  administrative 
means  for  the  application  of  preventive  science  that 
the  prevention  of  disease  could  be  properly  carried  out 
It  must  also  be  remembered  that  all  that  meant  the 
prevention  of  a  great  deal  of  waste,  A  man  might 
object  to  use  this,  that,  or  the  other  method,  but  he 
must  not  be  allowed  to  charge  other  people  with  the  con- 
sequence— to  charge  the  poor  rates  or  voluntary  charity 
with  the  heavy  expense  of  the  default  The  fact  was  that 
a  portion  only  of  the  cost  of  prcventlble  disease  was  gene- 
rally taken  into  account ;  it  amounted  to  a  tax  of  three 
times  the  amount  of  the  poor  rates,  which  could  not  be  less, 
and  he  believed  was  much  more,  than  twenty-five  mil 
a-year  in  England  and  Wales. 
Dr.  Ai-FRiiu  Carpenter  then  proposed  a  vote  of 


lillions     ^^1 
thanks     ^H 


Discussion,  141 


to  Mr.  Chadwick  for  presiding.  They  of  course  regretted 
not  to  have  the  presence  of  the  Duke  of  Northumberland, 
but  it  was  a  great  privilege  to  see  such  a  veteran  sanitary 
reformer  presiding,  and  himself  showing  what  the  study  of 
sanitary  science  could  do.  They  had  had  reference  there 
and  elsewhere  to  the  fact  that,  before  Dr.  Farr  occupied 
his  position  in  the  office  of  the  Registrar-General,  Mr. 
Chadwick  was  a  well-known  sanitary  authority  in  this 
country,  and  was  pressing  on  the  attention  of  the  Govern- 
ment the  necessity  for  such  an  officer  being  appointed, 
and  they  had  now  had  the  advantage  of  hearing  from 
Dr.  Ogle,  Dr.  Farr*s  successor,  some  very  important  statis- 
tical facts  which  could  not  be  too  deeply  impressed  on 
the  minds  of  the  people  of  this  country.  The  subjects 
brought  forward  to-day  had  been  of  the  greatest  importance, 
and  he  hoped  that  both  the  papers  and  the  remarks  of 
other  gentlemen  would  be  embodied  in  a  report  of  the 
transactions,  which  would  help  to  spread  a  knowledge  of 
the  important  matters  connected  with  industrial  diseases. 
The  Chairman  had  suggested  that  there  should  be  an 
arrangement  by  which  people  could  be  washed  at  so  much 
per  dozen.  He  had  heard  that  something  of  the  kind  was 
done  in  America  with  regard  to  children,  and  there  might 
perhaps  be  places  established  in  different  parts  of  London 
where  that  could  be  carried  out,  but  he  was  not  prepared 
to  suggest  the  absolute  wisdom  of  such  a  course. 

The  vote  of  thanks  was  carried  unanimously,  and  the 
Conference  adjourned. 
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Conference  on  Thursday,  June  12,  1884. 


1.  "  How  Infectious  Diseases  are  Spread.^     By  W.  H.  Corfikld, 

M.A.,  M.D. 

2.  "  On  Cows'"  Milk  as  a  Vehicle  of  Infectious  and  Epidemic  Disease 

to  the  Community^  with  Suggestions  for  the  more  Effectual 
Prevention  of  such  Outbreaks^   By  W.  N.  Thursfield,  M.D. 


Chairman  : 
Dr.  Alfred  Carpenter,  J.  P. 

Chairman  of  Council  of  the  Sanitary  Institute. 


The  Chairman  said  they  had  met  that  day  to  listen  to  a 
very  instructive  paper  by  Dr.  Thursfield,  an  able  Medical 
Officer  of  Health,  of  the  Midland  Counties,  who  for  a  long 
time  had  been  devoting  his  attention  to  the  important 
subject  which  he  was  about  to  bring  to  their  notice. 
Dr.  Corfield,  one  of  the  Medical  Officers  of  Health  con- 
nected with  the  Metropolitan  District,  would  read  a  paper 
upon  the  same  subject  These  papers,  he  was  sure,  would 
contain  a  large  amount  of  material  for  consideration,  diges- 
tion and  discussion.  He  would  especially  ask  that  a  subject 
which  was  peculiarly  within  the  domain  of  ladies  should  not 
be  left  entirely  to  be  discussed  by  gentlemen.  Ladies  could 
help  with  regard  to  work  that  had  to  be  done  in  connection 
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with  this  important  matter,  so  that  he  trusted  that,  as  there 
were  several  present  competent  and  capable  of  instructing 
them,  they  would  give  the  meeting  the  benefit  of  their 
advice  and  assistance  upon  the  matter. 


HOW  INFECTIOUS  DISEASES  ARE 

SPREAD. 

By  W.  H.  Corfield,  M.A.,  M.D. 

Medical  Officer  of  Healthy  St,  Georg^s^  Hanover  Squttre, 

We  are  able  to  prevent  the  spread  of  infectious  diseases 
exactly  in  proportion  to  our  knowledge  of  the  ways  in 
which  they  spread ;  and  as  long  as  we  are  ignorant  of 
those  ways  so  long  are  we  unable  effectually  to  control  the 
spread  of  these  diseases.  Before  we  knew  that  over- 
crowding was  an  essential  condition  to  the  spread  of 
typhus  fever,  and  that  the  non-removal  of  excremental 
filth  was  essential  to  the  spread  of  enteric  or  typhoid  fever, 
we  were  entirely  unable  to  cope  with  these  diseases,  but 
now  that  we  have  discovered  those  essential  conditions, 
we  are  gradually,  but  surely,  exterminating  these  two 
diseases. 

The  diseases  which  we  have  to  consider  are  characterised 
among  other  things  by  being  communicable  from  one 
person  to  another,  directly  or  indirectly  or  both  ;  we  are, 
therefore^  driven  to  the  conclusion  that  something  passes 
from  the  diseased  person  to  the  healthy  person,  and  this 
we  may  call  the  poison  of  the  disease. 

It  has  been  shown  by  Chauveau  and  others,  from  exami- 
nation of  liquids  containing  poisons  of  some  of  these 
diseases,  that  the  poison  exists  in  the  form  of  solid 
particles,  and  is  not  in  solution  in  the  liquids ;  and  other 
phenomena  attending  these  diseases,  especially  the  non- 
diffiisibility  of  the  poisons  as  shown  by  the  limited  extent 
of  the  infecting  area  around  an  infected  person,  leads  us  to 
the  same  conclusion.    These  poisons,  then,  are  "particu- 


late;"  they  are  also,  without  doubt,  oi^anic  substances, 
and  many  of  the  phenomena  that  they  exhibit  induce  U9 
to  beHcvc  that  most,  if  not  all,  of  them  are  organised,  that 
ihcy  are  in  fact  living  things,  capable  of  growth  and  repro- 
duction. They  are  of  various  kinds,  and  they  "breed 
true:"  the  poison  of  one  disease  always  producing  the 
same  disease  in  another  person.  Their  mode  of  action  in 
human  beings  and  other  animals  exactly  resembles  the 
phenomena  of  putrefaction,  which  wc  know  are  attended  by 
the  presence  of  living  organisms,  especially  in  the  existence 
of  the  stage  of  incubation  which  is  eminently  characteristic 
of  all  these  diseases ;  and  in  this  respect  their  action  is 
totally  unlike  that  of  the  mineral  or  vegetable  but  non- 
living poisons. 

When  an  animal  is  given  arsenic  or  strychnia  it  produces 
its  effect  as  soon  as  it  is  absorbed,  that  is  to  say,  almost 
immediately  ;  but  when  a  person  is  attacked  by  the  poison 
of  scarlet  fever  or  of  enteric  fever  it  docs  not  produce  its 
effect  at  once,  but  only  after  a  certain  definite  time,  which 
we  call  the  stage  of  incubation,  and  this  phenomenon 
exactly  corresponds  to  that  which  is  observed  when  a 
small  quantity  of  a  substance  in  a  state  of  putrefaction  Js 
added  to  a  substance  capable  of  undergoing  that  change. 
Moreover,  in  the  cases  of  some  of  these  diseases  the  specific 
organisms  have  been  observed,  examined  under  the  micro- 
scope, and  cultivated  for  successive  generations.  This  was 
first  the  case  with  "  anthrax,"  or  "  malignant  pustule " 
(the  "  charbon "  of  the  French  writers) ;  and  within 
the  last  few  years  the  poisons  of  several  communicable 
diseases  have  been  similarly  determined.  Whether  these 
living  organisms  are  the  actual  poisons  of  the  diseases,  or 
whether  they  invariably  accompany  these  poisons  and 
perhaps  produce  them,  is  a  matter  which  little  concerns  us 
from  our  particular  point  of  view  ;  and  we  may  therefore 
proceed  as  if  it  were  established  beyond  all  question  that 
these  organisms  themselves  are  the  poisons  of  the  diseases. 

When  a  sufficient  quantity  of  one  of  these  poisons  is  in- 
troduced into  the  body  of  an  animal,  it  multiplies  urjtil  it 
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produces  the  particular  phenomena  of  the  disease  in 
question,  the  time  that  it  takes  before  having  multiplied 
to  a  sufficient  extent  to  produce  the  commencement  of 
these  phenomena  being  the  period  of  incubation  before 
referred  ta 

During  the  prepress  of  the  disease,  and  in  some  instances 
at  any  rate  even  during  the  period  of  incubation,  the 
poison  b  being  excreted  from  one  or  other  of  the  organs 
which  separate  waste  substances  from  the  body,  i>.,  the 
skin,  the  lungs,  the  kidneys,  and  the  alimentary  canal ;  and 
when  excreted  from  the  body  of  a  person  suffering  from 
the  disease,  it  is  conveyed  in  various  ways  to  healthy 
persons.  The  substances  which  serve  as  agents  for  the 
conveyance  of  these  poisons  from  the  sick  to  the  healthy  wc 
term  "  vehicles,"  and  with  these  it  is  that  we  are  especially 
concerned  at  present 

The  atmosphere  is  the  most  universal  medium  or  vehicle 
of  communication  for  the  poisons  of  these  diseases ;  by  it 
they  are  conveyed  to  the  skin,  to  the  mucous  membrane 
of  the  mouth,  the  throat,  the  lungs,  and,  indirectly  at  any 
rate,  through  the  swallowing  of  the  saliva,  to  that  of  the 
stomach. 

The  poisons  of  some  of  these  diseases  are  much  more 
readily  conveyed  directly  by  the  air  than  arc  the  poisons 
of  others,  and,  indeed,  some  of  them  produce  an  evident 
and  characteristic  smell  in  the  air  around  the  patient 

The  smell  of  small-pox  has  been  long  known,  and  no 
doubt  is  referred  to  by  the  great  Arabian  physician, 
Rhazes,  who  in  his  first  chapter,  entitled,  "  Of  the  Cause's  of 
the  Small-Pox,  and  how  it  comes  to  pass  that  hardly  any- 
one escapes  the  disease,"  tells  us  that  it  is  chiefly  prevalent 
"in  pestilential,  putrid  and  malignant  constitutions  of 
the  air."  So,  too,  in  the  time  of  the  Black  Death,  in  the 
fourteenth  century,  the  foul  condition  of  the  atmosphere 
was  noted ;  we  are  told,  for  instance,  that  in  the  island  of 
Cyprus  "a  pestiferous  wind  spread  so  poisonous ^an  odour 
that  many  being  overpowered  by  it  fell  down  suddenly 
and  expired  in  dreadful  agonies."      Again,  as  Haecker 
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tells  us,  "  German  accounts  say  expressly  that  a  thick,  stinl 
ing  mist  advanced  from  the  east  and  spread  itself  01 
Italy,  and  (as  he  adds),  there  could  be  no  deception  in 
palpable  a  phenomenon."  During  the  prevalence  of  thtf 
sweating  sickness  a  similar  thing  was  observed,  as  Dr. 
Caius  tells  us,  for  in  speaking  of  the  cause  of  this  disease 
he  describes  a  mist  which  "was  seen  flying  from  town  to 
town  with  such  a  stink  in  mornings  and  evenings  that  men 
could  scarcely  abide  it"  In  the  case  of  typhus  fever,  too,  as 
Dr.  Murchison  says  :  "every  physician  who  has  had  any  ex- 
perience of  typhus  must  be  familiar  with  the  strong  odour  of 
the  breath,  and  still  more  with  that  which  escapes  on  turning 
down  the  bed-clothes  of  the  patient  It  hasbeen  found  thi 
those  patients  are  most  apt  to  communicate  the  disease 
whom  this  odour  is  strongest ;  and  there  are  many  instance 
of  persons  being  attacked  with  typhus  a  few  hours  or  imme- 
diate^ after  close  contiguity  with  a  typhus  patient  during 
which  they  had  been  strongly  impressed  with  this  pungent 
odour."  In  typhus  fever,  too,  therecan  be  noquestion  that 
the  disease  is  communicated  directly  through  the  medium 
of  the  air  in  the  vast  majority  of  instances,  and  that  the 
infected  area  around  the  patient  is  very  small,  the  poison 
being  so  diluted  at  even  a  short  distance  from  the  patient 
as  to  be  incapable  of  infecting  healthy  persons.  This 
disease  is,  therefore,  only  communicated  from  one  person 
to  another  in  overcrowded  places  ;  and  when  patients  suffer- 
ing from  it  are  taken  away  into  places  that  are  not  over- 
crowded, it  is  a  fact  that  the  disease  does  not  spread.  I 
have  known  several  instances  in  which  persons  suffering 
from  this  disease  have  been  brought  into  houses  which 
were  not  overcrowded,  but  I  have  never  known  a  single 
person  contract  the  disease  from  them  under  such  circum- 
stances. 

Scarlet  fever,  measles,  and  whooping  cough  are  also,  like 
the  preceding  ones,  diseases  in  which  the  poisons  are  given 
out  into  the  air  around  the  patient,  and  so  the  air  becomes 
the  chief  infecting  medium.  These  are  diseases  which 
arc  largely  spread   in  schooLs,  and   especially  in   infants' 
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schools  ;  and  during  the  prevalence  of  epidemics  of  these 
diseases  it  is  often  necessary  to  close  these  schools 
altogether  for  a  time.  In  measles,  however,  it  is  some- 
times sufficient  to  prevent  all  children  under  five  years  of 
age  attending  school  until  the  epidemic  has  abated. 

The  poisons  of  some  of  these  diseases  are  more  especially 
conveyed  in  the  foul  air  of  sewers  and  drains.  This  is  the 
case  with  enteric  or  typhoid  fever,  the  poison  of  which  is 
chiefly,  if  not  entirely,  discharged  from  the  body  by  means 
of  the  intestinal  canal,  and  with  diphtheria. 
.  In  the  case  of  enteric  fever  the  disease  is.  no  doubt  some- 
times contracted  directly  from  the  foul  air,  the  poison  most 
probably  being  swallowed  with  the  saliva,  although  Dr. 
Budd  was  of  opinion  that  enteric  fever  was  very  frequently 
conveyed  by  direct  contagion  through  the  medium  of  the 
air.  In  the  case  of  diphtheria,  a  disease  which  has  its 
special  manifestations  in  the  throat,  the  poison  is  most  gene- 
rally conveyed  directly  through  the  medium  of  the  air ;  and 
in  cases  where  diphtheria  itself  is  liot  actually  produced,  the 
breathing  of  such  foul  atmosphere  is  commonly  attended 
with  the  production  of  non-specific  sore-throats. 

Of  course,  foul  air  escaping  into  the  house  is  far  more 
often  the  cause  of  the  mischief  than  when  it  is  allowed  to 
escape  into  the  open  air,  in  which  case  it  gets  diluted  and 
soon  loses  its  infective  power ;  but  I  have  known  one 
undoubted  instance  in  which  a  person  contracted  enteric 
fever  from  the  emanations  from  a  blocked-up  drain  which 
was  opened  outside  the  house.  There  was  no  question  of 
contaminated  water  supply,  and  this  person  was  the  only 
one  among  a  great  number  of  servants  in  a  very  large 
country  housQ  who  contracted  the  disease.  I  was  able  to 
show  how  the  poison  got  into  the  drain ;  and  the  reason 
why  this  one  servant  got  it  while  the  rest  escaped  was  that 
she  was  in  a  feeble  state  of  health  from  overwork.  This 
instance  shows  not  only  that  the  disease  may  be  com- 
municated occasionally  directly  through  the  air,  but  that 
under  such  circumstances  the  majority  of  people  in  good 
health  do  not  contract  it 
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The  foul  air  from  sewers  and   drains  gets  into  hou: 
through    defective    drains,  soil-pipes,  and   other   sanit. 
apparatus.     It  is  not  at  all  uncommon  in  houses  to  fi 
bell-traps  in  the  basement-floor  leading  directly  into  the 
drain,  and  this  into  the  main  sewer ;   these  traps  having 
been  disused  for  some  time,  being  perfectly  dry,  and  allow- 
ing a  passage  of  sewcr-air  into  the  house  only  partially 
obstructed  by  the  dust  and  dirt  which  collects  in  the  trap. 
Foul  air  cats  holes  in  unvcntilatcd  lead  soil-pipes  and  traps, 
and  so  finds  its  way  through  numerous  small  fissures  and 
holes  into  the  house  continuously,  but  more  freely  at  nighty' 
when  the  doors  and  windows  arc  shut  and  the  fires  lighted. 

It  has  been  shown  that  the  poisons  of  several  of  these 
diseases  may  be  conveyed  by  means  of  clothing,  ovf^n  when 
the  persons  conveying  them  are  not  suffering  from  the 
disease  itself.  This  is  notably  the  case  in  typhus  fever,  as 
was  seen  in  the  instance  of  the  Black  Assizes,  where  pri- 
soners, not  suffering  from  gaol-fever  themselves,  infected 
by  means  of  their  clothing,  policemen,  jurymen,  and  evcO^ 
the  judges  in  the  courts.  It  is  probable  that  several  ofi 
these  diseases  are  very  frequently  conveyed  in  this  way;  I 
know,  for  example,  an  in.stance  in  which  chicken-pox  was 
introduced  into  a  house  by  a  gentleman  who  had  been 
playing  with  his  children  who  were  sufiering  from  the 
disease,  without  his  even  seeing  the  children  who  shortli 
afterwards  contracted  it  in  the  house  where  he  paid  a  morq*j 
ing  call ;  and  there  arc  no  doubt  many  such  instances  thi 
are  never  traced. 

Fortunately,  it  appears  necessary  that  the  poison  shouli 
be  in  a  very  concentrated  condition  to  be  conveyed  in  thi 
manner,  as  otherwise  its  conveyance  by  medical  men  and' 
attendants  on  the  sick  would  be  very  much  more  frcqui 
than  it  is  at  present. 

These  poisons  are  sometimes  spread  through  the  agcncj 
of  laundries,  both  by  infected  clothing  being  sent  to  thi 
establishments,  and  also  by  the  presence  of  a  case  of 
of  these  diseases  in  the  family  of  a  laundry  keeper. 

There  can  be  no  question,  too,  that  it  is  a  most  dai 
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gerous  thing  for  persons  suffering  from  such  diseases 
to  travel  in  ordinary  public  conveyances,  as  from  being 
shut  up  in  these  they  are  liable  to  infect  them  very 
virulently,  and  thus  to  be  a  source  of  great  danger  to 
other  persons  using  the  conveyances.  This  is  very  pro- 
perly an  ill^^l  act,  but  it  is  nevertheless  impossible  to 
prevent  it  occasionally  being  done.  I  remember  an  instance 
in  which  a  servant  girl  suffering  from  small-pox  was  about 
to  be  taken  to  the  hospital ;  she  sent  her  fellow  servant  out 
for  a  cab,  went  down-stairs,  got  into  it  and  drove  away  to 
a  railway  station,  and  thence  went  to  her  home  in  the 
country.  We  were  able  to  identify  the  cab,  and  found 
that  it  had  been  afterwards  used  to  take  some  ladies  to  the 
opera,  and  at  a  later  hour  in  the  evening  to  convey  to 
their  homes  some  Members  of  Parliament  from  the  House 
of  Commons.  I  am  not  able  to  say  that  the  disease  was 
spread  in  this  way  in  this  particular  instance,  but  it  is  very 
possible  that  it  was. 

These  poisons  attach  themselves  to  wall-papers,  and  the 
wall-paper  should  be  removed  and  burnt  after  a  person 
suffering  from  one  of  these  diseases  has  inhabited  a  room. 

In  some  instances  they  are  communicated  by  means 
of  letters,  and  Dr.  Bristowe  has  given  me  an  interesting 
example  of  this  in  the  case  of  chicken-pox,  which  was  com- 
municated to  some  children  while  staying  at  Hastings  in  a 
house  where  there  was  no  case  of  the  disease  by  letters 
from  the  mother  of  a  family  then  suffering  from  it  He 
has  also  mentioned  to  me  an  instancb  of  a  family  in  which 
the  boys  covered  with  small-pox  scabs  were  cutting  nibs 
for  quill  pens  for  the  stationers  ;  in  fact,  there  is  probably 
scarcely  any  article  of  household  use  which  may  not  under 
certain  circumstances  become  the  means  of  conveying  the 
poison  of  one  of  these  diseases. 

Drinking  water  is  also  a  most  important  vehicle  for 
the  conveyance  of  the  poisons  of  some  of  these  diseases. 
That  water  is  capable  of  being  polluted  by  such  poisons 
has  been  recognised  from  very  early  times,  and  is  even 
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mentioned  by  Vii^il  in  his  Third  Geoipc  in  the  rollowrti] 
lines,  which  1  quote  from  Dryden's  translation  : — 

"  Here  from  the  vicious  air  and  sickly  skies, 

A  plague  did  on  the  dumb  creation  rise, 

During  Ih'  autumnal  heats  th'  infection  grew, 

Tame  cattle  and  the  beasts  of  nature  slew ; 

Pois'ning  ihe  standing  lakes  and  pools  impurCi 

Nor  was  Ihe  foodful  grass  in  fields  secure." 

In  the  middle  ages,  too,  the  Jews  were  accused  tX  \ 
spreading  the  black  death  by  poisoning  the  drinking-  I 
water. 

The  diseases  that  we  recognise  as  especially  spread  by  I 
means  of  polluted  drinking-water  are  cholera  and  enteric  1 
or  typhoid   fever,  with  dysentery  In  hot  countries  ;   and  I 
there  is  also  a  certain  amount  of  evidence  that  diphtheria  ' 
may  be  spread  in  the  same  way.     The  poisons  from  these 
diseases    get    through    leaky   drains    and   cesspools,   and 
through  the   soil   into   the  wcUs,  or  they  are  carried  by 
sewdr-air   into    the    cisterns   in    which   drinking-water   is 
stored,  through  overflow  or  waste-pipes  connected  with  the 
drains,  soil-pipes  or  water-closet   apparatus ;  or  they  are 
conveyed  by  sewers  and  drains  into  water-courses  which 
are  afterwards  used  for  the  supply  of  drinking-water.     The 
conveyance  of  the  cholera  poison  by  means  of  drinking- 
water  was   first   pointed    out   by  Dr.  John  Snow  in  the 
year   1849;  he  says,  speaking  of  this  disease:  "there  i 
often  a  way  open  for  it  to  extend  itself  more  widely,  and  to 
reach  the  well-to-do  classes  of  the  community ;  I  allude 
to  the  mixture  of  the  cholera  evacuations  with  the  water  used 
for  drinking  and  culinary  purposes,  either  by  permeating 
the  ground,  and  getting  into  wells,  or  by  running  along  ] 
channels  and    sewers  into   the   rivers   from   which   entire  | 
towns   arc    sometimes    supplied   with   water."     Dr.   Snow 
traced  cases  of  cholera  to  polluted  water  in  1849,  and  again 
in  1854,  when  the  celebrated  outbreak  in  the  case  of  the 
pump  in  Broad  Street,  Golden  Square,  took  place,  in  which 
case  the  disease  was  traced  to  the  drinking  of  water  ( 
that  pump;  and  the  evidence  was  rendered  very  conclusive  J 
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by  the  fact  that  a  lady  in  Hampstead,  who  had  not  been 
in  the  neighbourhood  of  Broad  Street  for  many  months, 
but  was  in  the  habit  of  having  a  bottle  of  water  from  the 
'Broad  Street  pump  taken  up  to  her  every  day,  was  seized 
*with  cholera  on  September  ist — ^the  day  on  which  the 
severe  outbreak  in  the  neighbourhood  of  Golden  Square 
commenced — and  died  the  next  day.  A  niece  who  was  on 
a  visit  to  her  at  the  time  also  .drank  of  the  water;  she 
returned  to  her  residence  in  a  high  and  healthy  part  of 
.Islington,  was  attacked  with  cholera,  and  died  also.  The 
evidence  no  doubt  was  so  complete  that  Dr.  Snow 
was  quite  justified  in  saying:  ''Whilst  the  presumed 
contamination  of  the  water  of  the  Broad  Street  pump  with 
the  evacuations  of  the  cholera  patients  affords  an  exact 
explanation  of  the  fearful  outbreak  of  cholera  in  St.  James's 
parish,  there  is  no  other  circumstance  which  offers  any 
explanation  at  all,  whatever  hypothesis  of  the  nature  and 
cause  of  the  malady  be  adopted." 

Succeeding  epidemics  have  been  traced  to  the  same 
source,  and  Dr.  Snow's  dictum  has  been  found  to  be  true 
in  each  instance  ;  in  fact,  as  he  says :  "  Each  epidemic  of 
cholera  in  London  has  borne  a  strict  relation  to  the  nature 
of  the  water  supply  of  its  different  districts,  being  modified 
only  by  poverty  and  the  crowding  and  want  of  cleanliness 
which  always  attend  it" 

So  large  a  number  of  epidemics  of  enteric  or  typhoid 
fever  have  been  traced  to  drinking  water  polluted  with  the 
poison  of  the  disease  that  it  is  hardly  necessary  to  single 
out  any  one;  I  will  merely  mention  a  case  that  came 
under  my  own  observation  :  at  a  small  fishing  town  on  the 
south  coast  of  Cornwall,  where  the  midden  heaps  and 
cesspools  universally  drained  into  a  small  stream  from 
which  the  drinking  water  was  obtained,  but  where  there 
was  no  case  of  enteric  fever,  nor  where  there  had  been  any 
case  of  enteric  fever  for  years,  a  young  man  was  brought 
home  unwell  to  a  house  situated  at  the  upper  end 
of  the  town ;  his  illness  proved  to  be  typhoid  fever, 
and    within    a    short    space    of    time    the    disease    was 


raging  all  over  the  town,  which  was  universally  suppli 
with  water  from  the  stream  in  question.  There  can  be  no 
doubt  at  all  that  in  this  instance  the  water  proved  the 
vehicle  for  the  conveyance  of  the  poison.  In  London,  and 
many  other  large  towns,  this  disease  is  chiefly  spread  by 
the  pollution  of  water  by  means  of  sewer-air  containing 
the  poison  of  the  disease,  which  finds  its  way  into  the 
cisterns  through  overflow  or  waste-pipes  connected  with 
the  drains  or  soil-pipes  ;  and  thus  it  is  quite  impossible  to 
trace  the  disease  from  one  house  to  another ;  indeed, 
whether  in  towns  or  in  the  country,  it  is  quite  useless  to 
expect  that  we  shall  ever  be  able  to  trace  the  majority  of  the 
cases  of  this  disease,  for  a  person  may  go  about  with  it 
for  two  or  three  weeks,  without  knowing  that  he  has  got 
leaving  the  poison  behind  him  wherever  he  goes ;  and 
we  are  not  justified  in  any  case  where  we  are  unable  tp  trace; 
the  history,  in  assuming  that  the  disease  has  originated- 
apart  from  a  previous  case. 

Diphtheria  has  not  been  usually  recognised  as  a  disease 
conveyed  by  means  of  drinking  water,  but  some  interesting 
examples  brought  by  Dr.  Browning  before  the  Society  of 
the  Medical  Officers  of  Health  make  it  very  evident  that, 
occasionally  at  any  rate,  this  disease  is  spread  in  the 
manner  in  question  ;  however,  there  can  be  no  doubt  that 
while  enteric  fever  is  generally  contracted  by  means  of 
polluted  water  and  occasionally  by  means  of  polluted  air — 
diphtheria  is  generally  contracted  by  means  of  polluted  air, 
and  only  occasionally  by  means  of  polluted  drinking  water. 
Such  diseases  as  are  conveyed  by  means  of  drinking  water 
may  also  be  conveyed  by  milk  when  mixed  with  polluted 
water,  but  as  this  subject  has  been  so  thoroughly  treat< 
by  Dr.  Thursfictd  in  his  Paper,  I  need  not  further  a!lu( 
to  it 

Other  foods  may  become  vehicles  for  conveying  thi 
poisons,  and  I  have  known  instances  of  some  of  th< 
diseases  breaking  out  in  houses  where  there  were  traps 
the  floor  of  the  larder  connected  with  the  drains,  or  defecti' 
soil-pipes  in  the  walls.     Foul  air,  too,  which  may  contai'i 
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the  poisons  of  these  diseases,  frequently  gets  into  larders 
through  the  runs  which  rats  make  from  the  drains,  and 
thus  the  food  becomes  contaminated.  It  has  been  shown 
that  in  some  instances  flies  convey  the  poisons  of  infectious 
diseases  from  place  to  place.  It  had  long  been  suspected 
that  the  poison  of  anthrax  or  malignant  pustule  was  con- 
veyed from  one  animal  to  another  by  means  of  biting 
or  stinging  flies,  but  it  was  shown  by  M.  Raimbert  that 
this  was  not  correct,  but  that  the  poison  in  question  was 
transmitted  by  means  of  ordinary  house-flies  and  meat- 
flies  ;  and  there  can  be  little  doubt  that  the  poisons  of 
many  other  diseases  may  be  communicated  in  the  same 
way. 

Lastly,  the  poisons  of  some  of  these  diseases  may  be  said 
to  infect  the  ground,  which  may  thus  become  a  source  of 
disease  to  others.  As  Dn  Budd  says  of  enteric  fever: 
•like  malignant  cholera,  dysentery,  yellow  fever,  and 
others  that  might  be  named,  this  is  one  of  an  impor- 
tant group  of  diseases  which  infect  the  ground^  hence  the 
quasi-miasmatic  character  attached  to  them  all  which 
has  misled  so  many  observers  as  to  their  true  mode  of 
spreading." 

Having  finished  this  brief  review  of  a  vast  and  important 
subject,  I  would  point  out  that,  as  we  are,  I  may  almost 
say,  continually  discovering  new  ways  by  which  the  poisons 
of  these  diseases  are  spread,  so  we  have  no  right  to 
assume  that  in  any  case  the  poison  has  not  been  com- 
municated in  a  manner  at  present  unknown  to  us;  still 
less  on  such  slender  grounds  are  we  justified  in  assuming 
that  the  poison  has  arisen  independently  of  the  existence  of 
a  previous  case  of  the  disease. 


ON  COWS'  MILK  AS  A  VEHICLE  OF 
INFECTIOUS  AND  EPIDEMIC  DIS- 
EASE TO  THE  COMMUNITY,  WITH 
SUGGESTIONS  FOR  THE  MORE  EF- 
FECTUAL PREVENTION  OF  SUCH 
OUTBREAKS. 


By  W.  N.  Thursfield,  M.D. 


To  fully  consider  the  above  subject  would  involve  questions 
in  comparative  and  human  pathology  which  would  of  them- 
selves more  than  occupy  the  time  at  my  disjMsal  on  the 
present  occasion.  I  shall  therefore  endeavour  to  confine  my 
remarks  to  generally  acknowledged  facts,  moulded  as  fa 
as  possible  by  personal  experience,  and  to  suggest  such' 
remedial  measures  as  shall  be  immediately  practicable  and 
equally  efficacious  and  advisable,  whatever  technical  views 
may  be  held  as  to  the  extent  and  precise  mode  in  which 
cows  milk  becomes  a  vehicle  of  human  disease. 

The  subject  is  one  with  reference  to  which  it  is  special!] 
desirable  on  the  one  hand  not  to  create  undue  alarm,  an< 
on  the  other  hand  not  to  make  light  of  or  pass  over 
apparent  sources  of  disease,  however  improbable  they  may 
appear  at  first  sight  It  is,  however,  one  of  growing  import- 
ance. Milk  is  daily  becoming  more  recogtiised  as  the  stapl 
food  for  children,  and  from  a  variety  of  causes  it  is.  I  fear, 
fact,  that  year  by  year  the  proportion  of  women  physically 
incompetent  to  suckle  their  offspring  is  increasing.  The 
use  of  milk  by  adults  has  of  late  enormously  increased,  and 
although  I  cannot  but  consider  that  to  drink  milk  as  a 
beverage  with  heavy  meals  is  a  grave  dietetic  error,  the 
modem  practice  of  drinking  glasses  of  milk  instead  of  beer 
at  railway  refreshment  bars  and  elsewhere  is  certainly  not 
to  be  condemned. 

The  greatest  risk  of  danger  from  milk  lies  however  ii 
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fact  that  the  chief  consumers  are  of  an  age  when  the  body 
is  most  susceptible  of  taking  disease,  and  the  consumption 
of  unboiled  milk  may  literally  be  said  to  bring  the  con- 
sumer into  close  connection  with  the  animal  from  which  the 
milk  was  drawn,  and,  always  to  some  extent  and  often 
most  intimately,  with  the  family  and  domestic  arrange- 
ments of  at  least  one  household  and  often  twa  That  the 
above  inevitable  connections  may  be  rendered  as  free  as 
possible  from  danger  to  the  milk  consumer  is  the  aim  I  have 
in  view  on  the  present  occasion. 

When  we  consider  that  a  considerable  proportion  of 
animals  yielding  milk  are  in  that  parturient  condition  which 
is  specially  prone  to  sickness,  and  when  we  al30  consider  to 
what  extent  milk  is  a  reflection  of  the  bodily  condition  of 
an  animal  and  of  its  food,  and  how  very  absorbent  milk  is 
of  volatile  matters  in  the  atmosphere,  equally  liable  to  take 
up  and  taste  of  any  peculiar  odour,  organic  or  inorganic,  as 
to  be  affected  by  putrefactive  emanations,  and,  even  in  the 
absence  of  such,  most  prone  to  undergo  septic  changes,  the 
wonder  is  not  that  so  many  but  that  so  few  bad  consequences 
have  been  hitherto  traced  to  its  door. 

As  cases  of  infection  through  milk  can  only  be  considered 
absolutely  proved  when  there  is  no  other  condition  in  com- 
mon to  the  sufferers  or  probable  door  of  infection,  the  cases 
adducible  as  such  must  as  a  rule  be  restricted  to  epidemics 
occurring  where  milk  is  retailed  to  a  number  of  families  at 
a  distance  from  the  original  source  of  supply  and  to  diseases 
to  which  some  members  of  most  families  are  susceptible. 
It  fa  therefore  presumable  that  in  many  cases  of  disease 
from  milk  the  source  has  not  been  suspected,  as  the  evidence 
has  not  been  sufficiently  salient  to  attract  attention. 

To  Dr.  Michael  Taylor,  of  Penrith,  is,  I  believe,  due  the 
credit  of  having  in  the  year  1858  first  recorded  a  milk 
epidemic  in  an  account  of  an  epidemic  of  typhoid  fever. 
The  subject  appears  not  to  have  attracted  much  attention 
until  Dr.  Ballard's  well-known  report  of  an  epidemic 
of  typhoid  fever  in  Islington  in  the  year  1870,  since 
when  records  of  about  a  hundred  epidemics,  alleged  to  be 
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traceable  to  milk  dissemination,  have  been  published,  andl 
others  not  published  have  been  noted. 

The  connection  of  an  epidemic  with  milk  supply  is  i 
matter  with  regard  to  which  the  statistical  method,  unless  1 
applied  with  scientific  accuracy  and  rigorous  impartiality,  I 
may  readily  lead  to  a  wrong  inference  and  a  coincidence  be  I 
recorded  as  a  consequence,  and  this  would  doubtless  apply  I 
to  some  of  the  epidemics  recorded.     As  an  instance  of  how  | 
coincidences,  presumably  most  improbable,  do  occur,  I  may  \ 
state  the  following.     A  few  weeks  ago  I  received  a  letter 
from  a  medical  officer  of  health  in  one  of  our  largest  towns  to 
say  that  an  epidemic  of  typhoid  fever  in  his  district  had  been 
clearly  traced  to  a  milk  retailer  who  received  all  his  supply 
from  a  farm-house  in  my  district,  and  asking  me  to  t>e  good 
enough  to  investigate  the  matter  locally.     I  immediately 
visited  the  farm  and  found  that  there  was  no  typhoid  at  or 
anywhere  about  the  locality  of  the  farm,  and  the  sanitary 
arrangements  and  water  supply  were  satisfactory.     I  found, 
however,  that  the  farm  in  question  was  infected  with  foot- 
and-mouth  disease  {^Eczema  episoolicd),  but  that  the  infected 
animals  were  carefully  isolated  and  none  of  their  milk  sold. 
The  farm  happened  to  be  the  only  one  in  that  part  of  the 
country  so  infected.     Whilst  I  was  pondering  as  to  how 
best  to  meet   the   conclusion   that   I  feared   some  would 
inevitably  come  to,  viz.,  that  the  disease  of  the  cattle  had 
been  transferred  to  human  beings  in  the  shape  of  typhoid 
fever,  I  received  a  second  communication  from  the  medical 
officer  of  health  above  referred  to,  saying  further  investiga- 
tion had  revealed  circumstances  on  the  retailer's  premises 
amply  sufficient  to  account  for  the  epidemic  of  typhoid. 

Making  allowance  for  all  doubtful  cases,  it  may,  I  think, 
be  accepted  as  an  absolute  fact  that  epidemics  of  typhoid 
fever  and  scarlet  fever  have  been  repeatedly  disseminated  i 
by  milk,  and  that  there  is  very  strong  evidence  that  diph* 
theria  has  been  so  disseminated,  and  instances  have  bceoa 
adduced  by  most  competent  observers.  Other  infectious.! 
diseases  have  been  alleged  to  have  been  so  transmitted,  but-l 
the  cases  arc  not  so  numerous  nor  the  evidence  so  dean  J 
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If,  however,  we  accept  the  transmission  by  milk  of  the 
diseases  above  named,  we  are  justified  by  our  knowledge  of 
the  nature  of  infectious  diseases  generally  in  assuming  that 
to  a  certain  degree  the  same  danger  may  exist  in  the  case 
of  all  infectious  diseases,  and  should  be  guarded  against 

With  a  view  to  propose  efficient  preventive  measures  it 
is  necessary  to  consider  the  probable  mode  in  which  milk 
becomes  a  vehicle  for  the  germs  of  infectious  disease.  I  am 
certainly  expressing  my  own  opinion,  and  I  believe  also  the 
opinion  of  the  majority  of  those  who  have  carefully  studied 
the  subject,  that  this  is  a  point  on  which  we  have  as  yet 
very  little  accurate  knowledge.  In  the  case  of  the  majority 
of  milk  epidemics  investigated,  typhoid  fever  has  been  the 
disease  involved,  and  in  the  majority  of  such  cases  specifi- 
cally contaminated  water  added  to  the  milk  has  been 
r^^rded  as  the  source  of  the  evil.  This  doubtless  has  been 
the  case  in  many  instances,  but  this  theory  does  not  appear 
to  satisfactorily  explain  all  the  epidemics  of  typhoid  fever, 
and  less  so  the  epidemics  where  scarlet  fever  or  diphtheria 
has  been  the  disease  involved.  Another  possible  explanation 
is  that  the  milk  may  be  a  simple  carrier  of  the  disease  in 
the  same  way  that  articles  of  clothing  convey  the  germs  of 
disease.  This  may  explain  some  cases.  There  still  how- 
ever remain  a  considerable  number  of  epidemics  in  which 
the  above  explanations  do  not  suit  the  observed  facts. 
Another  explanation  is  that  milk  itself  may  become 
specifically  infected  and  serve  as  a  nidus  for  the  disease 
germs,  in  other  words,  may  itself  catch  the  disease.  Cer- 
tainly milk  is  specially  calculated  by  its  composition  to  act 
as  a  cultivation  fluid  for  germs  proper  to  the  human  body, 
though  it  is  difficult  to  believe  that  it  would  readily  so  act 
at  the  ordinary  temperature.  The  temperature  of  healthy 
milk,  taken  as  soon  as  practicable  after  the  milk  has  been 
drawn  from  the  cow,  will  be  found  to  be  from  99°  to  100°  F. 
We  have  therefore  in  milk,  warm  from  the  cow,  a  fluid 
specially  suitable  in  composition  and  condition  to  afford  a 
favourable  seed-bed  for  the  germs  of  infectious  disease,  sup- 
posing them  to  be  capable  of  cultivation  or  development 
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outside  the  human  subject.  Now,  supposing  freshly- 
drawn  milk  to  be  brought  in  contact  with  such  germs, 
through  the  medium  of  cither  air,  water,  or  an  individual  I 
infected  in  person  or  clothing,  it  is  certain  that  the  milk 
would  not  destroy  these  germs,  and  it  is  not  unreasonable 
or  discordant  with  analogy  to  assume  that  the  milk  might 
favour  the  development  and  even  multiplication  of  such 
germs,  and  thus  attain  a  more  uniformly  diffused  power  of 
infection  than  it  could  do  as  a  mere  mechanical  carrier  of  the 
infection.  It  is  indeed  remarkable  in  what  a  number  of  in- 
stances the  above  explanation  would  accord  with  the  observed 
facts,  and  specially  it  has  been  recorded  in  the  majority  of 
milk-scarlatina  epidemics  that  the  cows  had  been  milked 
by  persons  in  immediate  and  close  contact  with  that 
disease.  The  advantages  of  artificial  cooling  of  milk,  in 
improving  its  keeping  properties,  are  so  well  known  that 
it  is  unnecessary  to  call  attention  to  the  above  as  alt 
additional  reason  why  milk  should  be  refrigerated. 

Another  suggestion  is  that  milk  epidemics  may  be  ex- 
plained on  the  hypothesis  that  the  disease  is  a  vicarious 
expression  in  the  human  subject  of  some  apparently  differ" 
ent  disease  in  the  animal.  If  this  were  the  case  those 
engaged  in  investigations  into  the  origin  of  outbreaks  of 
infectious  disease  would  be  expected  to  find  a  larger  pcr^ 
centage  of  inexplicable  cases  (i.e.  cases  where  the  source  of 
infection  was  not  readily  traceable)  at  farm-houses  or  cot- 
tages where  cows  were  kept  Such  is,  however,  certainly 
not  the  case  in  scarlet  fever  or  typhoid  fever.  In  diphtheris 
I  will  not  give  a  positive  opinion,  and  it  has  struck  me  that 
very  frequently  outbreaks  in  which  the  source  of  infectioi* 
was  not  readily  traceable,  have  appeared  in  connection  ? 
a  certain  class  of  small  farms  where  a  few  cows  were  kept^ 
but  this  fact,  if  fact  it  be,  may  be  explicable  by  the 
natural  history  of  diphtheria,  as  in  this  disease,  essentially 
a  disease  of  rural  districts,  structural  dampness  of  habi- 
tation is  of  all  defects  the  one  most  favourable  to  severity  of 
infectious  sore-throat  (too  frequently  not  called  diphtheria 
unless  severe  and  marked  by  development  of  a  membrane 
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in  the  throat),  and  to  the  persistent  vitality  of  the  infection, 
and  to  its  recrudescence  often  at  intervals  of  years  ;  and  the 
class  of  houses  to  which  I  allude  are  often  imbedded,  in 
damp  situations  or  on  a  water-logged  subsoil,  and  struc- 
turally damp,  and  in  some  cases  have  probably  remained 
with  little  alteration  from  the  day  when  they  were  first 
erected  and  the  choice  of  locality  chiefly  influenced  by 
proximity  to  water  and  rich  pasturage. 

Calves  occasionally  suffer  from  a  throat  affection  pre- 
senting post-mortem  appearances  very  similar  to  those 
found  in  human  diphtheria.  Assuming  the  identity  to  be 
something  more  than  apparent,  it  is  obvious  that  cows 
milked  after  temporarily  giving  suck  to  such  calves  could 
very  readily  contaminate  the  milk.  *  I  have  not  been  able 
to  obtain  any  evidence  of  the  coincidence  of  this  disease  in 
calves  with  human  diphtheria  in  the  same  locality,  and,  for 
technical  reasons  unnecessary  to  detail,  the  practice  of 
only  partially  milking  cows  would,  in  the  case  of  regular 
milk  sellers,  be  exceptional 

It  has  more  recently  been  suggested  that  the  infected 
condition  of  the  milk  may  result  from  the  animal  being  itself 
the  subject  of  the  disease,  contracted  either  directly  from 
some  case  of  human  infection  or  remotely  and  after  the 
infection  had  previously  passed  through  other  animal 
subjects.  We  know  that  in  mankind  the  parturient 
condition  renders  a  mother  peculiarly  susceptible  to 
take  zymotic  disease,  and  that  in  such  cases  salient 
symptoms  of  the  specific  zymotic  disease  are  masked 
and  suppressed,  and  it  has  been  suggested  that  something 
of  the  same  kind  may  take  place  in  the  case  of  the  par- 
turient cow,  but  that  the  disease  is  modified,  and  instead  of 
being  severe,  as  is  generally  the  case  under  similar  con- 
ditions in  the  human  subject,  is  so  slight  as  not  necessarily 
to  attract  attention.  This  theory  is  supported  by  experi- 
mental evidence.  Dr.  Klein,  by  inoculating  a  cow,  recently 
calved,  with  the  virus  of  scarlet  fever,  appears  to  have 
succeeded  in  producing  a  febrile  ailment  which  proved 
transmissible  to  dogs  by  inoculation,  and  produced  in  them 
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an  apparently  specific  disease.     The  theory  also  receives  J 
some  indirect  support  from   certain  exceptional   features  j 
which  are  said*  to  have  been  observed  in  the  character  of  I 
the  disease  in  milk-scarlatina,  viz.,  exceptionally  mild  type 
of  disease  and  Httlc  tendency  to  spread  by  personal  in- 
fection.    I   have,   however,   certainly  noticed   exceptional 
mildness  of  attack,  and  I  am  disposed  to  think  a  diminished 
tendency  to  spread,  in  several  epidemics  of  typhoid  fever 
which  had  undoubtedly  been  disseminated  by  the  agency 
of  water.     The  above  theory  could  not,  however,  apply  to 
those  instances  in  which  the  milk  has  been  assumed  to 
have  become  infected  after  it  has  been  removed  from  the 
dairy  farm. 

In  addition  to  recognised  human  diseases,  milk  may 
become  a  vehicle  for  the  transmission  of  recognised  bovine 
disease  to  man.  That  the  infection  of  foot-and-mouth 
disease  \Ecsema  epizootica)  can  be  so  transferred  there  is  no 
manner  of  doubt  Numerous  instances  have  been  recorded. 
Some  nine  years  ago  I  published  a  very  distinct  case,  and 
could  now  adduce  other  instances.  When,  indeed,  we  con- 
sider how  sensitive  the  secretion  of  milk  is  to  the  general 
constitutional  condition  of  the  animal,  and  that  the  first  . 
symptoms  of  illness  noticeable  in  cows  is  a  sudden  and  ( 
marked  diminution  in  the  yield  of  milk,  and  that  even  the 
consumption  of  milk  from  over-driven  and  heated,  but 
healthy  animals,  has  been  known  to  produce  severe  intestinal 
disturbance,  it  is  difficult  to  believe  that  the  milk  from  a 
diseased  animal  can  be  otherwise  than  injurious.  Wc  are, 
however,  met  with  very  contradictory  evidence.  1  know 
instances  where  children  have  been  freely  allowed  to  drink 
milk  some  portion  of  which  came  from  cows  suflcring  from 
infectious  eczema,  and  without  injurious  results,  and  there 
is  abundant  evidence  of  the  consumption  of  the  milk  of  . 
animals  suffering  from  picuro-pneumcnia  without  any  ilM 
effect 

No  amount  of  negative  evidence  can,  however,  upse 

*  See  report  by  Dr.  Poivyr  in  ihe  supplement  lo  the  twelfth  onnt 
Report  of  the  Lot  j1  Cciveriiment  Uonrd. 
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po^tive  cases,  and  we  are  justified  in  the  conclusion  that  if 
there  is  considerable  uncertainty,  there  is  sufficient  evidence 
of  risk  to  render  it  necessary  to  take  such  precautions  as 
are  indicated  by  experience. 

It  is  asserted  by  some  high  authorities  that  bovine  tuber- 
culosis is  transmissible  to  maa  That  a  considerable  pro- 
portion of  milch  cows  are  affected  witn  tubercular  disease 
is  admitted,  but  whether  the  disease  be  or  be  not  trans- 
missible to  the  human  subject  through  the  milk  is  a  matter 
difficult  to  prove,  and  a  point  about  which  there  is  much 
controversy,  though  considerable  evidence  of  probability 
has  been  adduced  If  such  transmission  can  be  satisfac- 
torily proved  or  even  shown  to  be  frequently  probable,  the 
question  of  this  disease  would  then  transcend  in  importance 
any  previously  referred  to  by  me.  To  eliminate  or  even  to 
recognise  every  animal  infected  with  tubercular  disease  in 
a  herd  of  milch  cows  would  be  most  difficult,  and  the  ques- 
tion of  the  prevention  of  the  disease  in  cattle  would  involve 
agricultural  considerations  of  the  highest  importance.  As, 
for  instance,  one  cannot  but  think  that  the  very  customary 
practice  of  rearing  store  calves  upon  milk  deprived  almost 
entirely  of  its  natural  fat  must  be  a  powerful  predisposing 
cause  of  tuberculosis.  This  question  of  the  possible  trans- 
mission of  bovine  tuberculosis  to  mankind  is  one  which 
demands  thorough  investigation.  All  we  can  venture  to 
suggest  as  practicable  at  present,  is  that  no  milk  should  be 
sold  from  cows  in  a  recognised  stage  of  tubercular  disease. 

It  is,  however,  an  acknowledged  fact  that  cows  fed  in 
urban  cowsheds  are  much  more  prone  to  this  disease  than 
those  fed  in  the  ordinary  way  in  the  country,  and  if  the 
recent  large  development  of  the  milk  trade  from  the 
country  has  had  the  disadvantage  of  prolonging  the  interval 
during  which  milk  is  kept  before  being  delivered  to  the 
consumer,  and  thus  affording  more  time  for  septic  action, 
this  is  more  than  counterbalanced  by  the  lessened  danger 
of  the  milk  being  derived  from  tuberculous  animals. 

It  does  not  need  any  evidence  of  illness  produced, 
although  such  evidence  could  be  adduced,  to  emphasise  the 
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requirement  tliat  purulent  matter  from  abccsscs  or  local 
inflammations  of  the  udder  should  be  carefully  excluded 
from  milk  intended  for  human  food,  and  therefore  that  milk 
from  am'mals  so  suffering  should  not  be  sold.  Nor  need  I 
more  fully  refer  to  cases  of  illness  which  have  obviously 
been  caused  by  miik  of  cows  which  had  fed  on  plants 
possessing  irritant  properties,  and  which  had  been  taken  up 
by  the  milk.  Such  cases  are  most  exceptional  in  this 
country. 

There  have,  however,  recently  been  recorded  outbreaks 
of  epidemic  sickness  traceable  to  milk  which,  although  pre- 
senting features  agreeing  with  no  recognised  human  or 
bovine  disease,  have  presented  sufficient  uniform  charac- 
teristics to  entitle  them  to  be  considered  as  belonging  to  a 
specific  disease.  The  question  is,  do  these  symptoms  depend 
upon  some  epizootic  disease  transferred  to  the  human 
subject  (and  it  would  be  in  accordance  with  analogy  and 
experiment  that  an  animal  disease,  when  transferred  to  man, 
may  present  symptoms  varying  in  degree  and  kind  from 
those  which  it  originally  presented),  or  are  the  symptoms 
the  result  of  the  evolution,  under  favourable  condilions, 
of  a  special  degree  of  virulence  in  septic  germs  received 
from  without,  and  not  in  any  way  connected  with  the 
animal  source  of  the  milk  ?  The  cases  appear  to  present 
very  close  analogy  with  the  so-called  [xirk  sickness,  and 
in  three  somewhat  extensive  outbreaks  of  this  disease 
v/hich  I  have  been  called  upon  to  investigate  (records 
of  which  are  in  possession  of  the  Local  Government 
Board),  where  the  disease  has  presented  sufficiently 
definite  characteristics  to  entitle  it  to  be  considered  a 
specific  disease,  the  balance  of  evidence  has  appeared  to 
me  to  be  in  favour  of  the  theory  that  the  results  were  Hue 
to  the  latter  cause,  and  not  dependent  upon  an  original 
diseased  condition  of  the  animals.  It  is,  however,  note- 
worthy that  in  all  these  three  outbreaks  the  pigs  had 
probably  been  fed  upon  dairy  refuse. 

One  notable  fact  in  connection  with  milk  epidemics  is 
that  they  have  generally  occurred  in  connection  with  millc 
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purveyors  who  have  been  under  contract  to  supply  a  certain 
amount  of  milk  daily,  to  be  subsequently  retailed.  This  is 
possibly  open  to  the  explanation  that  in  such  cases  only 
can  the  necessary  statistical  evidence  be  forthcoming  and 
attract  attention.  It  is,  however,  I  trust  no  libel  on  human 
nature  to  say  that  milk  purveyors  so  situated  would  have 
greater  inducement  to  continue  the  use  of  milk  from  cows 
suffering  from  slight  illness,  or  to  bring  into  trade  use  milk 
from  parturient  animals  earlier  than  would  otherwise  be 
done,  and,  assuming  the  animals  to  be  the  source  of  the 
mischief,  the  mixed  milk  of  twenty  cows  would  at  all  times 
be  very  much  more  dangerous  than  the  milk  of  twenty 
cows  used  separately.  Although  in  acute  disease  the 
quantity  of  milk  is  decreased,  the  secretion  does  not 
generally  cease  altogether ;  and  it  is  an  important  part  of 
the  treatment  and  essential  for  the  well-being  of  the  animal 
that  it  should  continue  to  be  regularly  milked,  and  some 
people  would  probably  honestly  believe  that  if  this  milk 
was  mixed  with  a  large  quantity  of  wholesome  milk,  no 
harm  could  ensue. 

It  is  a  popular  belief  that  if  the  provisions  of  the  Adul- 
teration of  Food  Act  are  actively  put  in  force,  and  the 
duties  of  the  public  analyst  efficiently  performed,  sufficient 
protection  is  afforded  against  evils  traceable  to  milk 
supply.  Chemical  analysis,  especially  when  applied  to 
mixed  milk  from  a  number  of  cows,  although  indispensable 
to  expose  a  marked  addition  of  water  or  abstraction  of 
cream,  is  valueless  as  an  indicator  of  infected  milk,  and,  as 
n^[ative  evidence  of  danger  or  positive  evidence  of  infec^ 
tion,  is  as  fallacious  in  the  case  of  milk  as  it  is  in  the  case 
of  water. 

There  are  certain  circumstances  under  which,  when  the 
individual  members  of  a  community  cannot  well  protect 
themselves,  it  is  recognised  to  be  the  duty  of  the  State  to 
furnish  as  far  as  possible  the  necessary  safeguards.  This 
principle  as  applied  to  milk  has  already  been  endorsed  by 
our  legislature,  and  acted  upon  in  sec  34  of  the  Contagious 
Diseases  (Animals)  Act,  1878,  and  by  the  Order  in  Council 
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of  July  1879,  founded  on  the  Kbove  section,  and  known  as 
the  "  Dairies,  Cowsheds,  and  Milkshops  Order."  I  propose 
now  to  bring  under  notice  the  practical  working  of  this 
legislation  with  a  view  of  considering  what  measure  of  pro- 
tection is  afforded  by  it  to  the  consumer  against  the  risk 
that,  with  milk,  the  germs  of  disease  may  not  be  introduced 
into  households.  I  think  the  answer  must  be  not  only  that 
it  affords  no  sufficient  protection,  but  that,  in  those  districts 
from  which  disease  has  been  most  frequently  so  imported, 
the  risk  is  in  some  respects  greater  than  before  such  legisla- 
tion ;  and  the  reason  I  believe  to  be  that  this  important 
matter,  instead  of  being  placed  prominently  under  the 
operation  of  the  laws  relating  to  the  health  of  mankind, 
has  been  made  to  occupy  a  very  secondary  and  subsidiary 
place  amongst  the  statutes  relating  to  diseases  of  animals. 
Nowhere  can  it  be  considered  a  purely  local  question.  In 
fact,  it  is  almost  the  widest  we  have  to  deal  with,  as  from 
some  of  the  rural  districts  for  which  I  act  as  Medical  Officer 
of  Health,  quantities  of  milk  arc  consigned  in  bulk  to 
Manchester,  Liverpool,  Birmingham,  and  London.  It  is  not 
sufficient  that  a  sanitary  authority  in  London,  we  will  say, 
should  have  power,  as  at  present,  to  regulate  its  own  milk- 
shops,  or  even  interdict  any  suspected  source  of  supply. 
There  ought,  in  addition,  to  be  some  reasonable  assurance 
that  efficient  precautions  are  taken  at  the  source  of  the 
milk  supply,  to  which  their  local  precautions  can  only 
furnish  the  necessary  supplement. 

The  public,  guided  probably  by  common-sense  ideas  of 
the  fitness  of  things,  whenever  milk  has  been  proved  to 
have  conveyed  infection  from  one  district  to  another, 
invariably  appear  to  blame  the  sanitary  officials  of  the 
district  from  which  the  disease  was  imported  ;  whereas,  as 
a  matter  of  fact,  the  statutory  dut>'  of  enforcing  the 
necessary  measures  of  isolation  in  outbreaks  of  such  diseases 
as  scarlatina,  diphtheria,  or  typhoid  fever,  in  dairies.  &c,  has 
been  so  far  taken  out  of  the  hands  of  Medical  Officers  of 
Health  and  Sanitary  Inspectors,  by  being  made  the 
ject  of  special  legislation,  which  places  the  inspection 
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control  in  such  matters  of  dairies,  cowsheds,  and  milkshops 
in  the  hands  of  Inspectors  under  the  Contagious  Diseases 
(Animals)  Act 

The  local  authorities  for  the  administration  of  the  above 
Act  are  various,  but  (with  the  exception  of  that  part  of 
London  under  the  control  of  the  Metropolitan  Board  of 
Works)  the  whole  of  England  may  be  broadly  divided  into 
districts  (boroughs)  in  which  the  local  authority  for  the 
administration  of  the  above  Act  is  necessarily  the  same 
body  as  that  which  administers  the  laws  relating  to  human 
public  health,  and  districts  (non-corporate)  in  which  the 
local  authority  is  the  Court  of  Quarter  Sessions,  always  a 
distinct  body  from  the  sanitary  authority.  The  districts 
last  referred  to  include  nearly  all  rural  districts,  and  the 
vast  majority  of  the  dairy-farms  from  which  milk  is 
transmitted  in  bulk  for  subsequent  sale  by  retail  Speak- 
ing from  personal  experience  of  considerable  portions  of 
seven  counties,  and  from  what  I  have  been  able  to  learn  of 
other  localities,  it  is  in  these  districts  that  more  efficient 
supervision  is  most  desirable,  and  it  is  from  such  dis- 
tricts that  infectious  disease  appears  to  be  most  fre- 
quently transmitted  in  the  milk-tin.  Why  is  this  ?  Is  it 
because  in  these  districts  the  local  authority  is  a  distinct 
body  from  the  sanitary  authority,  or  is  it  for  some  other 
reason  ?  I  believe  the  latter,  and  that  the  failure  is  chiefly 
owing  to  the  fact  that  the  carrying  out  of  the  provisions  of 
the  L^slature  has  devolved  upon  officials  who  are  not  to 
be  blamed  if  they  have  failed  to  comprehend  the  importance 
of  and  the  method  of  doing  certain  things  requiring  con- 
nderable  technical  knowledge,  but  for  which  they  have  had 
no  technical  training  whatever. 

The  executive  for  carrying  out  the  Contagious  Diseases 
(Animab)  Act  are,  by  the  provisions  of  the  Act,  police 
officers,  who  have  the  power  of  calling  in  veterinary  in- 
spectors, a  machinery  doubtless  well  adapted  for  the  ori- 
ginal purpose  of  the  Act,  viz.,  the  prevention  of  the  spread 
of  epizootic  disease   amongst  cattle.     Local    authorities 


have  power  to  appoint  other  and  special  inspectors,  but 
such  appointments  are  most  exceptional. 

The  statutory  provisions  which  have  to  be  enforced 
under  the  above  Act  by  the  inspectors  are,  shortly,  that 
every  dairy,  &c.,  shall  be  provided  with  proper  water  supply, 
and  so  drained,  &c.  as  to  obviate  the  risk  of  contamination 
of  the  milk  by  means  of  sewer  emanations  or  in  other  ways, 
and  that  on  the  outbreak  of  any  infectious  disease  amongst 
the  employes,  precautions  shall  be  taken  to  enforce  isola- 
tion of  infected  persons  from  contact  with  the  milk, "  until," 
to  quote  the  words  of  the  Order,  "  in  each  case  all  danger 
therefrom  of  the  communication  of  infection  to  the  milk,  or 
of  its  contamination,  shall  have  ceased."  Now  with  reference 
to  these  requirements,  every  one  must  admit  that  if  there 
is  anything  in  the  application  of  trained  knowledge  to 
structural  works  of  drainage,  or  in  the  application  of  medical 
science  to  the  prevention  of  disease,  trained  sanitary  officials 
are  not  only  the  proper  persons,  but  the  only  persons  to 
whom  such  duties  should  be  entrusted.  As  a  rule,  the  eye 
only  sees  what  it  has  been  trained  to  see,  and  the  mind 
only  appreciates  what  it  has  learned  to  appreciate.  A 
police  officer,  or  indeed  any  officer,  however  zealous  and 
intelligent,  could  not  be  expected  without  previous  training 
to  know  if  a  place  where  milk  was  kept  was  drained  with 
precision  ;  and  how  could  he  appreciate  the  precautions 
"  necessary  to  ensure  the  absence  of  all  danger  of  the  com- 
munication of  infection  to  milk;"  and  his  opinion  as  to 
the  wholesomeness  or  otherwise  of  a  water  supply  would 
probably  not  be  more  valuable  than  that  of  any  other  non- 
technically  educated  person. 

To  take  another  very  practical  point,  it  is  my  experience 
in  a  large  number  of  epidemics  of  diphtheria — and  the  same 
remarks  apply  to  some  extent  to  scarlet  fever  and  typhoid 
fever — that  the  most  fertile  sources  of  infection  are  very 
slight  cases  of  the  disease  unattended  by  a  medical  man, 
and  probably  spoken  of  as  merely  colds.  Now,  how  can 
a  police  officer,  or  similar  individual,  be  expected  to  rightly 
appreciate  the  occurrence  of  several  cases  of  sore-throat  in 
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a  family  during  a  prevalence  of  diphtheria,  or  of  the  by  no 
means  uncommon  instances  in  which  scarlet  fever  is  unac* 
companied  by  any  rash. 

It  may  be  said  that  by  being  placed  under  such  jurisdic- 
tion as  I  have  described,  a  dairy  does  not  cease  to  be  an 
occupied  house  for  the  purposes  of  the  Sanitary  Acts.  This 
holds  good  to  a  certain  extent,  and  is  the  view  which  I 
have  practically  adopted  in  my  course  of  action  in  such 
districts ;  and  I  have  very  frequently  stopped  the  sale  of  milk, 
using  merely  the  prestige  of  my  office  rather  than  any  legal 
power.  But  it  is  nevertheless  true  that  in  making  any  trade 
or  calling  the  subject  of  special  legislation,  the  Legislature 
has  indicated  to  what  jurisdiction  the  calling  or  building 
is  primarily  responsible,  and  under  what  Act  and  by  whom 
proceedings  should  be  taken.  And  if  it  became  necessary 
to  take  proceedings  with  a  view  to  stop  the  isale  of  milk 
which  was  presumably  infected,  the  medical  officer  of  health 
could  only  do  so  by  calling  in  the  Contagious  Diseases 
(Animals)  inspector.  In  this  respect  we  are  even  worse  off 
in  cases  requiring  prompt  action  than  before  the  passing  of 
the  Act  in  question.  As  an  instance,  a  few  years  ago,  on 
a  milk-seller  declining  to  discontinue  the  sale  of  milk  which 
had  undoubtedly  been  exposed  to  the  infection  of  scarlet 
fever,  I  had  the  milk  seized  as  an  article  of  food  that  was 
unsound  and  unwholesome,  and  on  my  evidence  to  that 
effect  a  conviction  and  fine  ensued. 

To  place  all  dairies  in  rural  districts  under  the  same 
regulations  as  apply  to  cowsheds  in  large  towns  would  be 
an  unnecessary  interference.  Already  milk  is  too  difficult 
to  obtain  by  the  cottage  class  in  many  rural  districts,  and 
every  care  should  be  taken  not  to  render  this  more  difficult 
A  wide  distinction  should  be  drawn  between  milk  pur- 
veyors and  ordinary  cow-keepers.  The  milk  purveyors 
should  be  alone  subject  to  the  special  regulations  and 
license.  The  term  purveyors  should  be  restricted  to  those 
who  sell  milk  by  retail  by  sending  it  round  from  house  to 
house,  or  keep  shops  where  milk  is  sold  as  a  prominent 
article  of  trade,  or  transmit  milk  in  bulk  to  a  distance  for 
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subsequent  sale  by  retail.  All  such  purveyors  should  be 
subject  to  licence.  Regulations  are  of  course  necessary, 
but  what  is  chiefly  needed  is  efficient  inspection  and  re- 
sponsible advice  under  certain  exceptional  difficulties. 

To  effectually  prevent  milk  epidemics  precautions  are 
necessary : — 

(ffl)  At  the  house  of  the  consumer, 

{b)  At  the  milk-shop  of  the  retailer. 

(c)  At  the  dairy  farm  of  the  wholesale  purveyor. 

(a)  Precautions  advisable  at  tlte  house  of  the  consumer. 

If  there  is  one  fact  which  more  than  another  has  been 
uniformly  brought  out  in  the  records  of  milk  epidemics,  it 
is  that  the  consumers  of  boiled  miik  have,  as  a  rule,  escaped, 
and  the  same  fact  has  been  noted  in  outbreaks  of  an 
American  epizootic  which  Is  readily  transmissible  to  man, 
known  as  the  milk  sickness.  The  same  protective  influence 
of  boiling  infected  milk  has  been  observed  abroad  in  con- 
nection with  the  experimental  transmission  of  bovine  tuber- 
culosis to  other  animals.  To  boil  milk  may,  for  practical 
purposes,  be  said  to  confer  immunity  from  infection  con- 
veyed by  it,  though  such  should  never  be  absolutely  relied 
upon,  or  when  milk  is  known  to  be  infected.  At  the  pre- 
sent day  in  this  country,  milk  is  the  only  animal  product 
which  is  habitually  consumed  in  a  raw  state.  Milk  is  food 
and  not  medicine,  and  there  is  no  dietetic  reason  why  milk 
should  not  be  always  cooked  before  consumption  ;  in  fact 
rather  the  reverse,  and  the  antiseptic  and  preservative 
effects  of  even  partially  cooking  (scalding)  milk  are  well 
known.  The  objection  of  many  on  the  score  of  taste  would 
disappear  with  use,  as  taste  is  very  much  a  matter  of  culti- 
vation. If  bread  and  milk  and  puddings  were  the  only 
uses  to  which  milk  was  applied,  there  would  be  no  difficulty 
in  recommending  that  no  uncooked  milk  should  be  eaten, 
but  boiling  milk  produces  certain  physical  alterations  which 
interfere  with  its  subsequent  general  use  when  cold,  and 
causes   considerable   prejudice   against   the    obvious    pre- 
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caution  of  just  boiling  the  milk  in  bulk  when  received 
from  the  retailer. 

The  above  objections  do  not  apply  to  cream ;  and  I  am 
in  a  position  to  state,  on  the  authority  of  an  eminent  chef 
who  has  tried  the  experiment,  that  there  is  no  culinary 
mystery  in  which  cream  is  used  for  which  boiled  cream  is 
not  as  readily  applicable  as  unboiled. 

(b)  Precautions  advisable  in  connection  with  the  milk-shop 

of  the  retailer. 

Generally  those  adopted  by  urban  sanitary  authorities, 
with  the  addition  that,  on  the  occurrence  of  any  infectious 
disease  amongst  the  employes,  the  fact  should  immediately 
be  notified  to  the  proper  authorities. 

An  urban  sanitary  authority  should  also  have  the  power 
to  stop  the  sale  of  milk  consigned  from  any  particular 
farm  pending  investigations,  if  satisfied  that  they  have 
sufficient  grounds  for  so  doing,  but  should  be  liable  for 
compensation  if  the  step  prove  to  have  been  uncalled-for 
or  unnecessary. 

It  should  also  be  incumbent  on  a  retailer  of  milk,  when 
required  by  the  sanitary  authority,  to  furnish  a  list  of  his 
customers. 

It  has  been  suggested  that  milk  retailers  should  be 
required  to  adopt  such  a  system  of  book-keeping  as  would 
enable  the  farm  source  of  the  milk  supplied  to  any 
particular  house  to  be  at  once  identified.  Such  a  require- 
ment would,  I  fear,  be  to  some  extent  impracticable  and 
certainly  harassing. 

(c)  Precautions  advisable  at  the  dairy  farm  of  the  wholesale 

purveyor. 

In  connection  with  the  above  subject,  there  is  much  that 
is  theoretically  desirable  that  is  at  present  not  practically 
attainable ;  I  believe,  however,  that  it  is  possible,  without 
omitting  any  requirements  absolutely  essential  to  safety,  to 


restrict  the  compulsory  provisions  to  such  steps  as  are 
practicable  under  existing  conditions.  The  requirements 
as  to  cubical  and  floor  space  and  ventilation,  of  the  regula- 
tions generally  adopted  in  the  case  of  urban  cowsheds,  are 
unnecessary  in  the  case  of 'dairy  farms,  and  I  fear  that  in 
the  case  of  rural  cow-houses,  requirements  as  to  wash- 
able wall  surfaces  and  impervious  flooring  could  not  at 
once  be  complied  with,  and  the  same  would  apply  to  the 
requirements  as  to  daily  registering  the  quantity  of  milk 
given  by  each  cow,  and  taking  the  animal's  temperature, 
and  the  restrictions  as  to  feeding,  incorporated  in  the 
regulations  adopted  in  some  parts  of  Germany. 

There  are  certain  requirements,  however,  which  are 
essential  and  not  unreasonable. 

The  premises  on  which  the  business  of  a  milk-purveyor- 
is  carried  on  should  be  registered  with  the  local  authority. 

Every  registered  dairy  should  be  provided  with  a  plentiful 
supply  of  good  potable  water  for  the  use  of  the  dairy  and 
cows.  Dairy-farm  proprietors  need  be  under  no  alarm  at  this 
requirement  It  is  a  very  different  matter  from  requiring 
every  house  unprovided  with  water  on  the  premises  to  be 
furnished  with  such  supply  at  any  cost.  It  is  essential  for 
the  conduct  of  a  dairy  farm  at  all  that  there  should  be 
water  for  cattle  and  dairy  purposes,  and  the  business  would 
not  be  attempted  under  other  conditions.  To  require  that 
the  water  be  of  good  quality  should  entail  no  additional 
trouble.  By  good  potable  water  I  do  not  mean  water 
coming  up  to  an  arbitrary  chemical  standard,  but  the 
uncontaminated  water  of  the  district,  i.e.  wholesome  water 
free  from  animal  or  sewage  contamination,  or  excess  of 
organic  matter,  and,  which  is  most  important,  so  situated  as 
regards  its  source,  and  so  protected  as  regards  its  storage 
as  not  to  be  liable  to  pollution  by  sewaga  That  the  water 
connected  with  country  houses  does  not  as  a  rule  come  up 
to  the  above  requirements  is  simply  because  no  care  has 
been  taken  in  selecting  the  spot  on  which  the  well  is  sunk, 
and  no  precision  used  in  protecting  wells  or  other  reser- 
voirs from  obvious  sources  of  contamination.     About  such 
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houses  there  are  always  spots  where  it  is  very  undesirable 
to  place  a  well,  although  such  are  generally  selected, 
convenience  of  access  being  alone  considered;  but  there 
'will  also  nearly  always  be  found  a  choice  of  situations  not 
open  to  objection,  and  where  care  in  protecting  from 
surface  infiltration  will  ensure  good  water.  In  short,  good 
water  can  as  readily  be  obtained  as  bad. 

The  dairy  used  for  storing  and  treating  (refrigerating,  &c) 
the  milk  should  not  be  subject  to  animal  effluvia  of  any 
kind,  and  should  be  satisfactorily  drained,  i.e.  with  no 
drain  end  (unless  disconnected)  inside  it,  and  the  dairy 
should  not  be  used  for  general  domestic  purposes. 

Under  the  following  circumstances  the  milk  should  not 
be  transmitted  for  sale : — 

Milk  presenting  any  marked  deviation  from  ordinary 
appearances,  in  either  colour,  smell,  or  general  condition. 
'   Milk  from  an  animal  manifestly  the  subject  of  con« 
stitutional  disease. 

Milk  from  an  animal  suffering  from  acute  disease  or 
infectious  disease  of  any  kind. 

Milk  from  an  animal  suffering  from  abscess,  inflammation 
or  painful  swelling,  or  other  affection  of  the  udder. 

Milk  from  an  animal  that  has  not  completely  recovered 
from  the  febrile  state  and  other  symptoms  incident  to 
parturition. 

On  the  occurrence  in  an  animal  of  any  symptoms  of 
acute  disease,  or  a  large  and  sudden  diminution  in  the 
yield  of  milk,  the  milk  should  be  set  aside. 

On  the  occurrence  in  the  person  or  family  of  any  one 
employed  about  the  cows  or  the  dairy  of  any  eruptive 
or  infectious  disease  at  all,  or  of  any  throat  complaint 
affecting  three  or  more  persons,  the  affected  individuals 
should  be  isolated,  and  the  fact  notified  to  the  health 
officer. 

In  most  of  the  above  requirements  the  milk-purveyor 
would  be  a  gainer,  as  he  would  always  be  in  a  position  to 
avail  himself  of  responsible  advice.  Notification  of  disease 
need  not,  for  obvious  reasons,  entail  publicity,  but  in  such 
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cases  the  responsibility  of  the  necessary  isolation  would  1 
devolve  on  the  medical  officer  of  health. 

I  believe,  indeed,  inspections  may  be  so  carried  out  that  \ 
the  inspector  would  come  to  be  looked  upon,  not  as  an  | 
interloper  only  borne  with  so  far  as  the  law  demands,  but 
as  one  in  a  position,  under  certain  circumstances  of  disc 
incidence,  to  give  advice,  valuable  from  a  commercial  as  J 
well  as  from  a  sanitary  point  of  view. 

Whatever  difTerences  of  opinion  there  may  be 
technical  points  and  matters  of  detail,  I  think  that  all  who  I 
have  carefully  considered  the  subject  will  have  formed  a 
decided  opinion  that  the  adoption  of  regulations  as  to  the 
sale  of  milk  should  be  incumbent  on  local  authorities,  and 
not  permissive,  as  at  present,  and  that  the  regulations 
should  be  applied  at  the  producing  as  well  as  the  distri- 
buting depflts. 

I  am  induced  to  add  a  few  words  with  reference  to  , 
butter,  not  only  because  the  subject  of  milk  cannot  be  said 
to  have  been  completely  considered  without  some  reference 
to  butter,  but  chiefly  because  its  consideration  furnishes 
the  key-note  to  the  only  true  and  final  solution  of  the 
whole  difficulty,  viz.,  the  practical  extinction  of  the  infectious 
fevers  in  rural  districts. 

Butter-making  is  the  most  profitable  branch  of  dairy 
industry,  and  is  the  one  most  commonly  pursued,  especially 
by  those  who  only  keep  one  or  two  cows ;  and  for  one 
person  who  transmits  milk  from  coimtry  to  town  for  subse- 
quent sale  by  retail  it  is  safe  to  say  that  one  hundred 
transmit  butter,  generally  through  the  hands  of  middlemen, 
who  purchase  the  butter  at  the  country  markets.  As  a 
majority  of  the  original  vendors  of  the  butter  are  of  the 
class  who  do  not  keep  servants,  in  the  event  of  sickness 
occurring  in  the  family  the  mother  would  be  at  the  same 
time  nurse  and  butter-maker,  and  that  this  is  constantly  | 
the  case  I  speak  from  personal  experience.  In  America,  I 
the  "milk  sickness"  before  alluded  to  is  said  to  be  trans- 
missible from  animal  to  man  by  means  of  butter  as  well  as 
milk,  but  i  am  not  aware  of  any  evidence  in  this  country 
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of  the  transmission  of  disease  through  the  agency  of  butter. 
Such  evidence  to  be  satisfactory  would  be  most  difficult  to 
obtain,  but  that  butter  is  constantly  made  under  conditions 
where  it  is  brought  into  most  undesirable  contact  with  infec- 
tion is  a  fact  beyond  dispute.  As  I  write  this  I  know  a 
house  where  the  mother  of  a  family  is  nursing  two  children 
and  her  husband,  all  suffering  from  diphtheria,  and  is 
making  butter  from  three  cows;  and  I  specially  call  to 
mind  another  case  in  which  the  brave  wife  of  a  small  farmer 
on  the  Welsh  border,  deserted  by  her  only  female  domestic, 
nursed  solely  for  some  weeks  her  husband  and  a  resident 
farm  servant,  both  suffering  from  severe  attacks  of  small- 
pox, and  made  up  and  transmitted  from  a  neighbouring 
railway  station  some  thirty  pounds  of  butter  weekly  to 
Birmingham  throughout  the  whole  illness.  The  infection 
had  originally  been  imported  from  the  neighbourhood  of 
Birmingham,  and  it  is  not  impossible  that  it  may  thus  have 
been  returned  with  interest.  To  attempt  any  precise  regu- 
lations in  the  case  of  all  houses  where  butter  is  made  would 
be  impracticable.  The  only  solution  is  to  aim  at  the  total 
extinction  of  infectious  fevers.  If  not  quite  practicable 
immediately,  this  is,  I  believe,  very  nearly  so  in  rural  dis- 
tricts. Endemic  fevers  should  never  exist  We  may 
expect  isolated  outbreaks  from  direct  importation,  from 
recrudescence  of  old  infection  germs,  and  rarely,  but  occa- 
sionally, I  think,  from  evolution ;  but  epidemics  should 
never  occur.  Local  disseminations  do  occur  in  rural  dis- 
tricts from  incaution  and  indifference  in  visiting  infected 
houses,  or  allowing  infected  children  to  mingle,  or  through 
the  agency  of  milk  or  laundry  work ;  but  I  believe  it  may 
be  stated,  with  a  sufficiently  near  approach  to  absolute 
accuracy  to  justify  a  general  statement,  that  epidemics  in 
rural  districts  are  invariably  the  result  of  school  dissemina- 
tion. In  rural  districts  teachers  are  frequently  paid  partly 
by  the  school  fees  and  partly  by  a  share  of  the  Government 
grant,  which  depends  largely  upon  the  average  attendance, 
and  too  often  no  excuse  for  non-attendance  of  a  child 
through  illness  is  held  valid  unless  a  medical  certificate  is 
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produced.     It  is,  however,  generally  through  cases  so  slight] 
as  not  to  have  involved  medical  attendance  that  dissei 
nation  of  disease  occurs  in  national  schools. 

This  brings  us  to  the  solution  of  the  whole  question,  viz, 
tlie  attaching  of  greater  importance  to  al!  cases  of  infectious 
disease,  however  mild,  and  the  appreciation  of  the  duty  of 
erring  on  the  safe  side  in  all  cases  of  doubt  In  this  way 
only  can  we  look  for  the  practical  extinction,  at  least,  of  i 
epidemics  in  rural  districts,  and  in  no  other  way 
so  nearly  ensure  that  milk  and  milk  products  shall  noti 
occasionally  be  brought  into  contact  with  infection. 
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Professor  DE  Chaumont  thought  they  had  been  very 

fortunate  in  having  two  such  able  papers  from  gentlemen  so 
competent  to  deal  with  the  subject.  The  points  which  had 
been  brpught  forward  were  of  extreme  interest  to  everyone. 
With  regard  to  the  question  whether  milk  was  a  vehicle  for 
disseminating  poison  germs,  he  thought  there  could  be  no 
doubt  that  it  did  communicate  the  germs  of  typhoid  or 
enteric  fever,  and  in  a  smaller  degree  periiaps  scarlet 
fever  and  diphtheria.  Though  this  view  was  accepted  in 
England,  it  was  by  no  means  accepted  abroad,  for  some  of 
his  German  and  French  friends  had  expressed  themselves 
as  amused  with  the  view  insisted  upon  by  Englishmen. 
Some  of  them  looked  upon  the  whole  thing  more  as  a 
gigantic  joke  than  otherwise.  There  could  be  no  question 
that  if  milk  was  boiled  it  effectually  prevented  the  trans- 
mission of  disease,  though  he  could  hardly  coincide  with  the 
view  of  Dr.  Thursfield  that  people  would  get  accustomed  to 
the  taste  of  boiled  milk.  He  could  not  conceive  anything 
more  disagreeable  than  boiled  milk  ;  but  if  he  was  perfectly 
sure  that  the  milk  supplied  to  him  was  from  a  diseased 
cow,  or  that  it  contained  fever  poison,  he  should  prefer  to 
have  it  always  boiled  rather  than  expose  his  family  and  him< 
self  to  such  a  danger.     Several  ways  in  which  disease  couid 
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be  transmitted  by  milk  had  been  pointed  out  by  Dr.  Thurs- 
field,  the  most  frequent,  in  the  case  of  enteric  fever,  being 
by  the  milk  being  adulterated  with  impure  water,  or 
what  was  euphemistically  callbd  in  the  metropolis  **  Simp- 
son." It  had  been  frequently  said,  when  trying  to  explain 
the  outbreak  of  enteric  fever  occasioned  through  water 
which  had  been  added  to  the  milk,  that  the  water  had 
been  merely  used  to  wash  out  the  cans ;  but  this  view  he 
thought  would  not  hold  good  for  all  cases  when  investi-* 
gated.  The  other  day  he  took  part  in  a  Milk  Conference 
at  Gloucester,  and  one  farmer  propounded  a  view  which 
was  very  convenient  from  a  salesman's  point  of  view,  but 
very  alarming  to  the  public  For  he  said,  if  we  have  an 
exceptionally  rich  milk  from  a  cow,  why  should  we  be 
compelled  to  give  away  the  cream  and  rob  ourselves  of 
this  extra  good  milk  which  we  might  sell  for  money  ? 
This  farmer  considered  that  milk  ought  to  be  sold  at  a 
certain  standard,  and  that  if  the  public  were  supplied  with 
milk  containing  so  much  cream  it  ought  to  be  accepted 
without  question,  and  that  the  farmers  should  be  allowed 
to  arrange  the  standard.  If  that  were  done  they  would 
take  off  the  cream  and  add  water,  and  then  the  public 
would  have  no  guarantee  that  the  water  so  added  did 
not  contain  the  germs  of  poison.  As  to  scarlet  fever,  he 
thought  it  was  very  difficult  to  prove  that  this  was  propa- 
gated through  the  agency  of  water,  but  scarlet  fever  was 
propagated,  undoubtedly,  by  scales  from  the  skin  ;  they 
could  easily  conceive,  therefore,  how  this  disease  could  be 
propagated  by  drinking  water,  by  the  scales  in  bath  water 
getting  into  the  supply,  but  it  was  more  frequently  in  all 
probability  from  the  hands  of  those  who  milked  their  cows 
during  the  stage  of  convalescence.  That  the  disease  was 
propagated  from  time  to  time  unknown  to  the  individual 
he  knew  a  most  recent  example  of.  The  first  case  was 
undoubtedly  in  a  family,  where  nothing  more  severe 
than  slight  sore-throat  was  complained  of  among  the 
children.  But  these  children  had  mixed  with  a  number 
of  others   at   a  drill   class,   and  in   a  short   time   scarlet 


fever  showed  itself  in  nearly  all  the  houses  in  the 
immediate  neighbourhood.  In  another  case,  an  official 
in  a  large  establishment  was  observed  one  day  by  the 
doctor  to  have  something  the  matter  with  his  hands,  and 
he  asked  him  what  was  wrong ;  he  replied  he  had  some 
peeling  about  them.  On  being  further  questioned,  he 
admitted  to  slight  sore-throat  and  a  rash  on  the  body, 
followed  by  peeling.  The  doctor  told  him  he  had  been 
suffering  from  scarlet  fever,  and  must  go  into  quarantine^' 
He  had  been  unconscious  of  his  condition,  and  had  been 
going  about  at  his  usual  work,  so  that  it  could  not  be 
wondered  at  that  scarlet  fever  was  propagated.  As  to  the 
doubts  thrown  upon  the  propagation  of  disease  by  means 
of  milk,  there  was  no  doubt  some  reason  for  this,  for  now 
and  then  it  happened  that  milk  was  credited  with  being 
the  cause  of  the  disease,  which  upon  investigation  turned 
out  not  to  be  the  case.  In  the  barracks  at  Eastney,  where 
the  Royal  Marine  Artillery  are  quartered,  from  the  time 
of  their  first  occupation  in  1864  down  to  1S78,  there  had 
never  been  a  year  without  enteric  fever,  and  in  the  year 
187S  the  outbreak  was  so  severe,  several  deaths  taking 
place,  that  he,  in  company  with  Dr.  Macdonald,  was 
called  in  to  investigate  it  After  a  short  time  they 
soon  discovered  that  there  was  a  sufficient  cause  for  this 
in  the  state  of  the  drainage,  there  being  no  ventilation 
at  alt,  and  as  the  drain  ran  out  into  the  sea,  it  was 
frequently  backed  up  by  the  tide,  the  foul  air  escaping 
into  the  barracks.  They  reported  upon  the  cause  of  the 
disease,  and  in  conjunction  with  LieuL-Col,  Crease,  C.R, 
drew  up  some  directions  for  the  purpose  of  remedying 
this  state  of  things,  and  putting  the  drains  in  order.  How- 
ever, other  persons  were  inclined  to  think  that  this  was  not 
the  true  cause,  as  they  said  there  was  plenty  of  enteric 
fever  in  Southsca,  and  the  cause  was  attributed  to  the  milk. 
AH  he  could  say  to  that  was  that,  although  there  had  been 
enteric  fever  every  year  from  1 864  to  i  SjS  in  those  barracks, 
yet  from  1S78  down  to  the  present  time  there  had  not  been 
a  single  case,  although  there  had  been  plenty  in  Southsea 
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and  the  neighbourhood.  That  proved  that,  although 
some  cases  might  be  caused  by  it,  yet  every  case  which 
occurred  must  not  be  attributed  to  milk,  but  that  the  cause 
should  be  traced  to  its  true  source.  Pettenkofer  insisted 
that  water  did  not  propagate  disease,  but  this  opinion  was 
not  generally  shared.  In  India  the  sanitary  department  of 
the  Government  adopted  rather  a  Nihilistic  view:  they 
set  aside  the  evidence  hitherto  relied  on  as  showing  pro- 
pagation of  cholera  through  human  intercourse,  and 
declared  that  they  were  ignoi-ant  of  the  causes  producing 
cholera.  That  was  a  perfectly  philosophical  position  if 
they  were  unconvinced  by  the  evidence.  But  they  went 
further,  and  said  that  no  one  else  knew,  and  refused  to 
listen  to  an3^ing  said  in  that  direction.  That  was  an  un- 
philosophical  position  and  a  serious  obstruction  to  the 
prc^^ss  of  discovery.  If  it  should  turn  out  that  the  in- 
vestigations of  Koch  and  his  friends  in  Calcutta  had  really 
led  to  the  discovery  of  the  cholera  germs,  which  he  was 
as  yet  very  far  from  admitting,  that  would  be  a  discovery 
lost  to  the  British  nation  which  they  might  have  been 
reasonably  expected  to  have  made ;  and  if  such  were  the 
case  he  could  hardly  help  connecting  it  with  the  unfortunate 
attitude  of  the  department  to  which  he  had  referred 

In  the  meantime  those  differences  of  opinion  showed  us 
how  far  we  still  were  from  a  true  knowledge  of  disease 
poisons,  and  in  this  matter  we  might  apply  to  ourselves  the 
comparison  of  Newton,  that  we  were  like  children  who  had 
picked  up  a  few  bright  shells  on  the  sea-shore,  whilst  the 
great  ocean  of  knowledge  lay  untravelled  before  us. 

Mr.  Shirley  Murphy  said  it  was  impossible  to  detect 
the  poisons  in  milk  in  such  a  manner  as  to  enable  the  in- 
vestigation to  be  of  use  in  stopping  an  outbreak  due  to 
this  cause.  The  only  way  in  which  it  could  be  learnt 
whether  milk  was  infected  with  scarlet  fever,  or  enteric 
fever,  was  by  the  effect  it  produced  upon  the  people  who 
drank  it  It  was  a  most  unfortunate  thing  that  a  Health 
Officer,  who  was  bent  on  preventing  disease  from*  entering 
the  locality  over  which  he  had  jurisdiction,  was  unable  as  a 
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rule  to  take  any  steps  to  prevent  infection  by  milk  until 
absolutely  the  death  returns  told  hira  that  a  number  of 
people  had  died  from  the  disease.  This  was  very  often  the 
first  intimation  which  came  to  him  with  reference  to  what 
was  going  on,  and  he  pleaded  very  strongly  that  Officers 
of  Health  should  be  told  at  once,  not  of  the  death  of  the 
patient,  but  of  the  disease,  so  that  they  might  have  their 
attention  directed  to  finding  out  the  cause  and  thus  pre- 
vent its  continued  operation.  The  officer  might  often  find 
after  a  preliminary  inquiry  that  there  was  a  grave  sus- 
picion of  the  milk  supply,  but  for  some  long  time  it  was 
'  impossible  for  him  to  accumulate  sufficient  evidence  which 
would  enable  him  to  say  emphatically  whether  or  not 
this  was  the  true  cause  of  the  disease.  The  milk  vendors 
in  the  metropolis  were  willing  to  give  facilities  to  Medical 
Officers  of  Health  under  tliesc  circumstances,  but  their 
power  was  very  often  limited  by  a  matter  which  was 
entirely  under  their  control.  A  niill^  vendor  might 
perhaps  be  receiving  milk  from  five  or  si.\  farms,  from 
one  of  which  only  the  infected  milk  came,  but  owing 
to  the  fact  that  there  was  no  system  of  book-keeping. 
which  enabled  the  milk  of  a  particular  farm  to  be  traced  to 
the  customers  who  drank  it,  the  whole  of  the  farms  came 
under  suspicion,  and  as  a  result  many  milk  vendors  had 
stopped  their  business  because  an  opportunity  was  not 
given  to  them,  or  to  the  medical  officer,  to  fix  upon  the 
particular  farm  implicated.  The  whole  question,  so  far 
as  investigation  was  concerned,  turned  upon  the  system 
of  keeping  books  in  such  a  manner  as  to  afford  the 
means  of  tracing  milk  from  a  particular  farm  to  the 
persons  who  drank  it.  He  had  spoken  to  more  than 
one  milk  vendor  as  to  the  possibility  of  introducing  such 
a  system,  and  he  was  glad  to  say  that  in  one  large  business 
all  the  difficulties  had  been  overcome,  and  books  were  now 
being  kept,  so  that  if  an  outbreak  occurred  in  any  particular 
street,  he  could  at  once  ascertain  from  what  place  the  milk 
had  come.  As  the  subject  of  boiling  milk  had  been  men- 
tioned,   he   might    say  hb    experience    was    that    where 
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infected  milk  entered  a  house,  the  people  who  drank 
the  boiled  milk  escaped,  whereas  those  who  drank  it 
before  it  was  boiled  were  often  affected.  In  one  house 
which  he  knew,  where  there  were  two  children  affected, 
milk  was  delivered,  and  as  one  of  the  children  was 
delicate,  the  milk  was  boiled  before  it  partook  of  it,  and 
this  child  escaped,  while  the  other  one  took  the  disease. 
There  was  no  doubt  a  very  strong  presumption  that  boiling 
the  milk  destroyed  the  germs  of  enteric  and  scarlet  fever, 
and  this  being  so,  householders  ought  always  to  boil  their 
milk ;  this  fact  could  not  be  too  strongly  pressed  upon 
the  public. 

Prof.  Fleming  said  the  subject  was  such  a  wide  one,  and 
demanded  so  much  time  for  consideration,  that  it  was  im- 
possible for  any  speaker  to  direct  his  attention  to  more  than 
one  or  two  points.  There  was  no  doubt  whatever  that 
diseases  were  conveyed  through  the  medium  of  milk,  but 
the  extent  to  which  they  were  conveyed,  although  it  could 
only  be  guessed  at,  was  nevertheless  wide.  They  knew  that 
diseases  were  conveyed  from  animal  to  animal  through 
the  medium  of  milk,  and  that  there  were  epidemics  in 
animals  which  became  epidemics  in  man  through  the 
medium  of  milk.  It  was  impossible  to  speak  of  milk 
without  referring  to  flesh,  and  he  thought  it  would  have 
been  as  well  if  Dr.  Thursfield  had  included  this  subject  in 
his  paper.  With  regard  to  the  question  of  tuberculosis  or 
phthisis,  whether  man  derived  a  large  percentage  of  phthisis 
from  the  bovine  species  they  knew  not,  but  they  did  know 
that  tuberculosis  was  transmitted  from  animal  to  animal, 
and  through  the  flesh  of  diseased  animals  or  through  the 
milk  of  diseased  animals  ;  and  there  was  no  better  marked 
fact  in  the  science  of  medicine  than  this.  Although  it 
could  not  be  proved  that  the  disease  could  be  transmitted 
from  bovine  animals  to  the  human  species,  yet  he  thought 
that  the  introduction  of  a  disease  from  animal  to  animal 
plainly  pointed  to  a  very  serious  danger.  He  had  had 
occasion  to  investigate  diseases  in  the  bovine  species  to 
some  extent,  and  he  thought  there  was  no  more  serious 
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maUdy  than  tuberculosis.     The  percentage  he  could  not 
even   guess   at,  but    if  he  said   that  25   per  cent,  of  the 
dairy  cows  were  so  affected,  he  should  be  very  much  within 
the  mark.    The  disease  in  the  cow  was  of  a  chronic  nature ; 
it  was  slow  in  its  progress,  and  sometimes  animals  were  seri- 
ously affected  before  they  showed  any  signs  of  the  malady,   i 
Having  examined  oxen  after  they  were  killed,  he  found  j 
serious  manifestations  of  the  disease,  which  before  death 
could  not  be  detected  except  by  a  most  clever  expert    The  j 
importance  of  this  from  a  health  point  of  view  was  very  f 
obvious,  and  the  fact  that  it  was  easily  transmissible  ought  | 
to  put  sanitary  authorities  on  their  guard.    The  question  of  I 
milk-sheds  was  also  an  important  one,  and  he  thought  the  I 
inspection  of  dairies  should  be  carried  out  with  the  greatest  I 
exactitude  and  care.     Dairies  ought  to  be  visited  regularly, 
and  each  animal  should  be  inspected  at  stated  intervals,  in 
order  to  ascertain  its  health.     He  entirely  agreed  with  the 
remarks  of  Dr.  Thursfield  as  to  the  methods  of  inspection 
and  the  care  which  should  be  exercised.     Sanitary  science 
had  been  moving  very  slowly  in  this  country,  and  no  better 
evidence  could  be  obtained  of  this  fact  than  the  present 
condition  of  slaughter-houses.    Slaughter-houses  and  dairies  1 
were  closely  allied,  as  regards  the  public  health,  and  the  con-  I 
dition    of   slaughter-houses   was   to   his   mind  a    positive 
disgrace  to  civilisation.     He  had  had  occasion  to  visit  3  J 
number  of  slaughter-houses,  and  the  way  in  which  the  work  j 
was  performed  was  positively  cruel.     Anything  more  dis- 
reputable than  the  state  of  these  places  could  not  possibly  | 
be  conceived.     He  could  not  understand  why  in  this,  the  I 
richest  city  in  the  world,  people  should  be  compelled  to  eat  \ 
the  flesh  of  animals  which  had  not  been  inspected,  or  which 
had  been  badly  dressed.     A  large  number  of  dairies  were   I 
not  fit  habitations  for  cows,  nor  was  the  milk  supplied  by 
the  cows   fit   for  human  consumption.      If  laws  were  in- 
troduced  to   enforce    sanitary   arrangements,   and   better 
slaughter-houses  were  erected,  a  large  proportion  of  the 
diseases  now  suffered  by  mankind  would  be  abolished. 
Dr.  George  Wilson  said  it  was  with  some  considerable 
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amount  of  hesitation  that  he  took  part  in  the  debate,  as 
the  subject  had  been  so  fully  and  ably  dealt  with  by  the 
readers  of  the  papers  and  by  the  previous  speakers.  There 
could  be  no  doubt,  from  what  had  already  been  said,  that 
a  number  of  serious  outbreaks  of  disease  might  be  traced 
to  milk,  and  it  was  easy  to  undertand  how  such  an  ab- 
sorbent material  could  take  up  particles  of  scarlatina,  and 
that  milk-pails  being  washed  with  polluted  water  would 
convey  the  germs, of  typhoid  fever.  But  then  there  were 
outbreaks  which  were  not  fairly  traceable  to  such  causes, 
as,  for  instance,  diphtheria.  Some  four  years  ago  he  was 
called  upon  to  investigate  an  outbreak  of  this  kind  which 
took  place  in  Rugby  School  As  many  as  ninety  boys  in 
that  school  were  laid  up  with  sore-throat,  and  some  of  them 
with  serious  symptoms.  In  making  inquiries  he  found  that 
the  outbreak  was  confined  to  three  out  of  the  eight 
boarding-houses,  and  that  these  three  were  supplied  ex- 
clusively by  one  milkmaa  Of  course,  that  threw  con- 
siderable suspicion  upon  the  milk  supply.  Having  made 
inquiries  as  to  the  families  supplied  in  the  town  by  this 
particular  milkman,  he  discovered  that  a  similar  proportion 
of  those  families  were  subject  to  diphtheritic  sore-throat, 
as  it  was  called,  and  one  of  the  medical  gentlemen  who 
attended  some  of  these  cases  believed  that  the  outbreak 
was  due  to  atmospheric  causes,  and  not  to  milk.  Then 
came  the  difficult  question,  what  was  the  particular  pol- 
luting agent?  This  he  could  not  discover.  The  water 
supply  was  found  to  be  good  at  the  four  different  farms 
from  which  the  milkman  obtained  the  milk  ;  the  sanitary 
conditions  were  found  to  be  fairly  good,  and  the  only 
suspicious  agent  discovered  was  that  the  milkman  admitted 
that  at  one  of  the  farms  there  was  a  cow  suffering  from 
inflamed  udder,  though  he  said  that  the  milk  from  this 
cow  was  thrown  away.  Of  course,  the  outbreak  was  not 
clearly  traced  to  the  milk  supply,  though  there  was  no 
doubt  that  it  was  due  to  that  He  had  also  learnt  with 
regard  to  these  obscure  throat  outbreaks  from  one  or  two 
veterinary  surgeons,  that  calves  were   apt   sometimes  to 
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suffer  from  a  sore-throat  which  partook  of  a  diphtheritic 
character,  and  that  the  calves  were  allowed  to  suckle  the 
cows ;  and,  as  the  cows  were  milked,  he  strongly  suspected 
that  several  of  these  obscure  outbreaks  might  be  traced  to 
that  cause.  Some  few  years  ago,  when  investigating  a 
limited  outbreak  of  diphtheria,  very  strong  suspicion  was 
thrown  upon  the  milk,  but  after  excluding  all  other 
possible  evidence,  he  came  to  the  conclusion  that  it  was 
probably  due  to  the  fact  that  one  of  the  milkmen  had  two 
children  in  his  family  suffering  from  diphtheria  ;  the  milk 
was  not  brought  to  his  house,  but  as  he  had  himself  suffered 
from  sore-throat  for  several  days,  it  was  possible  that,  as 
the  man  milked  the  cow,  his  breath,  tainted  by  his  throat, 
impinged  against  the  milk  as  it  was  flowing  into  the  pail, 
and  thus  the  disease  was  conveyed  in  that  fashion.  At  all 
events,  he  agreed  that  enough  had  been  said  to  prove  that 
a  rigid  inspection  of  all  dairies  and  milk-sheds  was  ab- 
solutely necessary.  The  Government  some  years  ago  issued 
an  order  to  which  Dr.  Thursfield  had  referred,  which  applied 
to  all  town  and  country  districts,  that  dairies  and  milk 
sheds  should  be  inspected,  that  the  water  supply  should  be 
good,  and  the  drainage  and  other  sanitary  arrangements 
satisfactory,  but  the  truth  was  that  this  order  was  in  entire 
abeyance.  The  licensing  of  the  houses  and  dairies  had 
been  entrusted  to  policemen,  who  were  not  qualified  to 
fulfil  the  duty,and  the  orderwhich,  if  faithfully  and  properly 
carried  out,  would  have  effected  a  large  amouut  of  good, 
was  now  emphatically  a  dead  letter.  He  was  not  going 
into  the  question  of  how  this  should  be  carried  out,  but  he 
believed  that  sanitary  officials  would  be  the  proper  persons 
to  be  entrusted  with  the  task  of  inspection.  As  to  the 
remarks  made  by  Professor  Corficld,  more  especially  with 
respect  to  water  being  an  agent  in  the  spread  of  enteric 
diseases,  he  confessed  he  formerly  believed  in  that  theory, 
but  since  he  had  enjoyed  the  opportunity  of  being  able  to 
make  inquiries  in  country  districts,  he  found  that  typhoid 
fever  was  often  a  purely  filth  disease.  Still  he 
doubt  that  polluted  water  would  also  cause  diphtheria. 
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Dr.  Watford  said  he  could  endorse  all  that  had  been 
said  by  Dr.  Thursfield  and  Professor  Corfield,  as  well  as 
the  remarks  which  had  been  made  by  Dr.  Fleming  as  to 
slaughter-houses.  He  never  sent  in  a  report  to  his  Sanitary 
Committee  without  touching  upon  the  great  necessity 
which  existed  for  having  properly  arranged  slaughter- 
houses. What  he  wished  to  touch  upon  was  the  practical 
results  from  such  knowledge  as  had  been  acquired  on  this 
subject,  and  it  was  this,  that  they  would  not  get  on  very 
much  faster  until  the  public,  high  and  low,  were  more 
educated  in  sanitary  matters.  He  might,  perhaps,  be 
permitted  to  give  an  instance  of  this.  When  he  first  took 
office  as  a  medical  officer  of  health  in  a  town  of  some 
17,000  inhabitants,  he  did  so  under  most  favourable  circum- 
stances, being  ably  aided  and  abetted  by  the  Sanitary 
Committee,  and  having  a  most  admirable  system,  by  which 
all  infectious  diseases  were  at  once  notified  Scarcely 
anything  could  go  on  in  the  town  without  his  being  at 
once  informed  of  it  He  took  office  just  after  the  town 
had  been  ravaged  by  an  epidemic  of  scarlatina,  and  con- 
sequently, all  his  recommendations  were  readily  listened 
ta  No  sooner  was  scarlatina  introduced  into  the  town 
from  the  adjoining  districts  than  it  was  stamped  out,  and 
he  began  to  think  that  they  had  a  sanitary  Utopia.  How- 
ever, after  the  lapse  of  a  few  years  he  found  himself  face 
to  face  with  a  danger  which  he  little  anticipated.  Some 
years  having  elapsed  since  the  outbreak,  people  had  for- 
gotten what  scarlatina  was,  and  upon  visiting  any  houses 
where  scarlatina  existed,  people  would  scarcely  listen  to 
him  ;  one  person  asked  him  whether  it  was  infectious  ; 
another  almost  laughed  at  him,  and  said  she  should  not 
mind  if  all  her  seven  children  had  scarlatina  at  once :  it 
would  not  matter  if  she  kept  them  warm.  He  represented  to 
her  that  she  would  certainly  have  her  hands  full  for  a  long 
time,  and  that  perhaps  one  or  two  children  might  die. 
As  it  turned  out,  all  the  children  did  have  the  scarlatina, 
and  one  died,  and  the  woman  afterwards  said  that  she 
wished  she  had  listened  to  his  advice.     It  was  not  only 
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the  poor  and  the  lower  classes  that  required  education,  but 
also  the  upper  classes.  He  remembered  particularly  one 
lady  whose  house  he  visited  in  consequence  of  her  children 
having  scarlatina.  She  said  she  saw  the  importance  of  sani- 
tary measures  amongst  the  poor  in  courts  and  alleys,  but 
in  such  a  house  as  hers,  and  with  such  a  mild  case,  there 
was  no  necessity  for  precautions.  He  represented  to  her 
that  the  mildest  case  of  scarlatina  in  a  house  contaii 
stuffed  chairs  and  Turkey  carpets  was  more  likely  to  con- 
vey the  disease  than  in  a  cottage  with  a  sanded  floor. 
Sanitation  was  nothing  very  new.  Perhaps  the  earliest  and 
best  medical  officer  of  health  was  Moses,  though  the  precept: 
he  laid  down  were  better  adapted  for  people  living  in  tents 
than  in  towns.  Herodotus  wrote  that  Cyrus  fully  understood 
the  value  of  pure  water,  for  he  never  drank  water  except 
from  one  river,  and  then  only  when  it  was  boiled,  and  when 
going  forth  to  battle  he  always  took  a  large  supply  of  this 
water  which  had  been  boiled.  As  the  public  became  edi 
cated  in  sanitary  matters  he  hoped  they  would  not  drive 
their  hobbies  too  hard,  for  he  thought  very  much  harm  was 
done  by  amateurs  and  others  in  this  direction.  He  had 
heard  it  said,  what  did  it  matter  ?  it  would  be  all  the  same 
a  hundred  years  hence.  He  hoped  it  would  not  be  so.  If 
a  conference  on  sanitary  matters  was  held  a  century  hence, 
he  hoped  that  a  tribute  would  be  paid  to  the  present  gene- 
ration for  laying  a  good  foundation  for  inaugurating  a 
better  state  of  affairs  for  posterity. 

Dr.  Priestley  said  he  came  to  that  meeting  rather  as  a 
learner  than  a  speaker,  but  he  could  not  refrain  from  saying 
a  few  words,  as  he  took  particular  interest  upon  all  questions 
relating  to  sanitary  affairs,  more  especially  with  reference 
to  the  diffusion  of  knowledge  in  everything  concerning  sani- 
tary reform.  As  a  physician  he  was  appalled  at  the  amount 
of  ignorance  amongst  those  who  ought  to  know  better, 
and  not  only  the  ignorance  but  the  actual  indifference 
exhibited  with  reference  to  the  spread  of  disease.  The  two 
principal  infectious  diseases  which  a  doctor  had  to  treat  in 
the  houses  of  the  better  class  were  scarlet  fever  and  measles. 
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From  the  excellent  book  of  his  friend  Dr.  West  it  appeared 
that  97  per  cent  of  those  who  died  from  these  diseases  were 
children  under  ten  years  of  age,  and  if  this  were  true  the 
question  of  scarlet  fever  and  measles  became  so  absolutely 
a  mother*s  question  that  they  ought  to  be  so  interested  in  it 
as  to  be  able  to  learn  how  to  protect  their  children  from 
these  dire  diseases.  The  poison  of  both  complaints  was  so 
subtle  that  medical  men  scarcely  knew  how  they  might  be 
conveyed.  An  apt  illustration  seemed  to  be  a  man  walking 
through  a  field  when  grasses  and  flowers  were  in  full  bloom, 
his  clothes  brushing  off  the  pollen  which  he  carried  away 
with  him.  If  a  person  went  to  a  house  where  there  was 
scarlet  fever  or  small-pox,  the  germs  might  cling  to  him, 
and  as  soon  as  they  found  suitable  soil  to  grow  in  they 
would  do  so.  He  thought  if  it  were  sufficiently  known 
among  women  that  the  poisons  of  the  diseases  to  which  he 
had  referred  were  so  subtle,  greater  precautions  would  be 
taken  to  prevent  their  dissemination.  It  was  well  known 
that  as  soon  as  a  woman  had  scarlet  fever  or  measles  in 
her  house  she  became  careless  as  to  how  it  spread  amongst 
others,  and  it  was  no  uncommon  thing  for  her  children 
to  be  sent  to  the  sea-side  without  informing  the  occupant 
of  the  house  as  to  the  nature  the  disease  from  which  the 
children  had  just  recovered,  so  that  the  rooms  might  be 
disinfected  before  another  occupant  arrived.  No  doubt 
there  were  g^eat  difficulties  attending  this  matter,  and  in 
tiie  first  place  it  would  be  said  that  if  a  mother  confessed  her 
diildren  had  had  scarlet  fever  they  would  not  be  received 
in  the  house,  and  consequently  the  difficulties  of  obtaining 
apartments  would  be  increased.  As  time  went  on  he 
believed  this  difficulty  would  be  got  over  by  the  erection 
of  convalescent  houses  where  the  children  of  the  poor  and 
rich  could  be  properly  cared  for.  He  looked  with  great 
admiration  upon  the  efforts  which  were  being  made  in  this 
direction.  The  National  Health  Society  were  working  in 
the  right  direction  for  the  diffusing  of  knowledge  upon 
sanitary  matters  by  giving  lectures  and  publishing  tracts, 
and  he  hoped  that  this  good  work  would  be  cotvtitvvi^d. 
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One  step  in  the  right  direction  for  the  prevention  of  infec- 
tion was  the  invention  of  a  fever-proof  dress,  which  could 
be  worn  in  a  sick  room  by  nurses  and  parents  so  as  to 
protect  them  from  the  infection  of  germs.  This  dress  con- 
sisted of  a  sort  of  macintosh  tunic  which  went  up  to  the 
throat  and  down  to  the  ground  ;  a  small  cap  was  also 
provided  for  covering  the  hair,  or  a  hood  for  covering  the 
bonnet  A  cotton-wool  respirator  worn  across  the  mouth 
completed  the  protection.  This  dress  had  been  made 
under  Mrs.  Priestley's  directions.  When  taken  off  it 
could  be  thrown  into  a  pail  of  disinfecting  fluid.  He 
had  heard  that  the  Asylums  Board  had  ordered  some  of 
these  dresses,  so  that  people  might  be  able  to  visit  their 
friends  who  were  in  a  dying  state  in  the  hospital,  and 
afterwards  leave  the  hospital  without  fear  of  carrying  away 
the  disease.  Of  course  this  dress  must  be  used  properly. 
It  must  not  be  thrown  off  in  the  presence  of  the  patient, 
otherwise  it  would  be  like  a  Davy  lamp,  which  directly  the 
gauze  was  removed  exposed  foul  air  to  the  light.  The 
dress  must  be  so  used  that  there  should  be  no  access 
of  disease-germs  to  any  part  of  the  body  of  the  person 
wearing  the  dress.  Disinfection  was  a  very  important 
matter,  and  he  thought  every  one  ought  to  see  that  this  was 
properly  done  before  allowing  a  child  who  had  had  fever 
to  go  amongst  the  rest  of  the  community.  It  was  not  so 
much  the  time  which  elapsed  after  the  attack  of  measles 
and  scarlet  fever,  as  the  question  of  disinfection,  and  he  was 
of  opinion  that  in  these  cases  disinfection  could  be  properly 
carried  out  in  the  space  of  twenty-four  hours.  So  far  as 
many  infectious  diseases  were  concerned,  he  had  great  hopes 
that  the  researches  of  Monsieur  Pasteur  and  others  would 
do  much  to  help  in  the  elucidation  of  the  germ  theory.  He 
regretted  that  persons  were  found  who  opposed  vaccination, 
and  he  hoped  that  as  information  upon  this  subject  was 
attained,  that  there  would  be  not  only  less  opposition  to 
vaccination,  but  to  scientific  investigation  generally. 

Dr.  Robert  Pringle   said  he  liked  the   place  where 
one     could    speak    openly    upon     these     subjects,     and 
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he  thanked  his  old  brother  graduate  for  what  he  had 
said  about  India,  in  which  country  he  had  spent  some 
thirty  years  of  his  life.  After  ten  years'  absence  from 
England,  two  things  made  a  great  impression  upon 
him,  one  was  the  number  of  boys  and  girls  wearing 
spectacles,  and  the  other  that  in  nearly  every  shop  a  glass 
of  milk  could  be  obtained  Some  years  ago  he  was  called 
upon  as  a  sanitary  officer  to  give  an  opinion  upon  some 
milk,  and  from  its  odour  he  should  have  condemned  it  right 
off,  but  he  was  informed  that  there  was  nothing  the  matter 
with  it  After  examining  it,  as  well  as  the  cream,  he  dis- 
covered a  very  high  aromatic  odour,  and  upon  inquiry  he 
found  that  the  cows  had  been  feeding  on  the  hill-side  of  the 
Himalayas,  where  they  had  discovered  a  plant  very  much 
resembling  the  rue.  This  at  once  accounted  for  the  aromatic 
odour  which  he  had  discovered.  That  showed  the  importance 
of  thoroughly  investigating  the  matter.  Milk  was  very  much 
like  a  sponge :  it  would  take  up  everything,  and  he  had 
known  milk  in  a  very  short  time  in  India,  which  was  abso- 
lutely pure,  become  absolutely  offensive.  With  reference 
to  the  incubation  of  small-pox,  he  knew  there  was  a  theory 
that  at  the  papular  stage,  before  it  reached  the  full  mattery 
stage,  it  could  be  carried  through  given  localities  without 
imparting  infection,  the  disease  not  being  propagated  at 
that  time,  but  that  the  infection  must  either  come  from  lymph 
or  crust,  and  with  this  he  rather  agreed.  As  to  jail  fever, 
the  only  attack  he  ever  remembered  meeting  was  in  a  large 
jail  in  India,  and  in  examining  into  the  cause,  he  must  have 
done  so  rather  rashly,  for  within  twelve  hours  he  was  stricken 
down  with  the  fever.  With  reference  to  the  chicken-pox  in 
India,  he  was  informed  by  a  Medical  Officer  that  a  great  deal 
of  his  vaccination  had  been  discredited  by  the  appearance 
of  small-pox  after  successful  vaccination  ;  but  upon  inquiry 
he  discovered  that  what  was  supposed  to  be  small-pox  was 
really  a  severe  epidemic  of  chicken-pox.  Upon  stating  this 
the  natives  would  not  believe  him,  but  after  pointing  out  the 
difference  between  the  two,  it  was  found  that  his  diagnosis 
was  correct.     He  was  very  much  struck  with  the  fevet  At^s>^ 


which  had  been  referred  to,  and  hoped  that  it  would  be  tried 
in  fever  and  small-pox  hospitals.  In  a  case  of  small-pox 
which  occurred  in  India,  where  the  people  had  been  vac- 
cinated, he  searched  for  a  long  time  before  discovering  the 
cause,  but  after  some  time  he  found  in  the  sugar  some  small- 
pox crusts,  but  the  disease  was  very  soon  stamped  out  by  vac- 
cination. He  was  quite  convinced  that  flies  carried  the 
disease,  especially  on  their  feet,  not  so  much  on  their  pro- 
boscis. In  India  the  natives  dreaded  the  flies  for  this  reason. 
In  an  outbreak  of  cholera  which  occurred  in  India,  the  sys- 
tem of  isolation  was  adopted  most  successfully.  For  many 
years  he  had  used  his  utmost  endeavours  to  procure  a  proper 
water  supply  in  India,  and  after  repeated  efforts  this  had 
been  obtained.  He  believed  that  water  was  one  of  the  prin- 
cipal mediums  for  the  dissemination  of  fever  poisons,  but  if 
those  who  believed  that  such  was  not  the  case  could  prove 
it  to  him  by  a  series  of  careful  experiments,  he  should  be 
willing  to  accept  it.  The  importance  of  having  pure  milk 
could  not  be  over-estimated,  for  at  the  present  date  children 
were  entirely  dependent  upon  it  The  first  point  to  ensure 
was  that  there  was  a  good  water  supply  in  the  dairy,  and  to 
sec  that  there  were  no  dead  animals  in  the  cistern,  and  that 
the  cistern  was  perfectly  clean,  for  he  had  known  of  an 
instance  where  the  water  had  become  putrid  through  the 
presence  of  seventeen  dead  mice. 

Mr.  H.  E.  Armstrong  said  tliat  in  Newcastle,  since 
iSSa,  a  regulation  compelling  the  notification  of  infectious 
diseases  had  been  in  force,  and  had  been  very  useful  in 
enabling  him  to  trace  disease.  As  to  water  supply,  pro- 
bably most  medical  men  knew  that  Ncwcastle-on-Tyno 
afforded  a  somewhat  startling  illustration  of  how  cholera 
could  be  spread  by  such  means.  It  was  an  illustration 
that  water  companies  did  not  draw  much  attention  to,  but 
it  stood  on  record  in  the  blue-books,  that  a  supply  and 
stoppage  of  water  from  a  certain  reservoir  which  was  di- 
luted with  water  from  the  Tyne  was  exactly  coincident  with 
the  spread  and  cessation  of  cholera.  The  moment  the 
supply  from  this  source  was  stopped  the  cholera  declined. 
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The  remark  of  Dr.  Murphy  with  regard  to  the  system 
of  book-keeping,  by  which  in  milk  epidemics  milk  from 
each  source  might  be  clearly  traced,  struck  him  as  being 
of  great  importance.  Dr.  Murphy  had  earned  a  high 
reputation  by  the  way  in  which  he  had  conducted  an 
inquiry  into  a  recent  outbreak  of  enteric  fever  from  milk 
supply,  and  anything  he  said  would  be  listened  to  with 
great  respect  Having  had  experience  of  certain  epidemics 
connected  with  milk  in  Newcastle,  he  (the  speaker)  could 
endorse  what  had  been  said  as  to  the  difficulty  of  tracing 
the  milk  from  the  cow  to  the  consumer.  He  thought  that 
if  this  could  be  done  a  great  deal  of  the  difficulty  which 
Medical  Officers  of  Health  had  to  meet  would  be  done 
away  with,  for  they  would  be  able  at  once  to  trace  the 
cases  as  readily  as  they  could  trace  any  other  thing.  He 
would  strongly  urge  that  a  system  of  book-keeping — such 
as  indicated  by  Dr.  Murphy — should  be  made  compulsory 
upon  all  milk-dealers.  In  his  own  district  they  had  power 
to  compel  a  list  of  customers,  which  was  likely  to  be  of 
service.  He  looked  with  horror  upon  the  spread  of 
tuberculosis  by  the  use  of  milk,  and  he  had  reason  to 
believe  that  it  was  so  spread  amongst  children.  A  propos 
of  the  subject  of  meat,  he  thought  there  was  an  important 
omission  in  legislation,  and  that  was  that  meat  should  be 
classified  by  the  butchers.  If  this  were  done,  the  first-class 
meat  would  fetch  a  good  price,  and  the  second-class  meat 
a  lower  price.  The  third-class  should  be  understood  to  be 
questionable  or  suspicious,  and,  supposing  any  person 
would  buy  it,  would  bring  a  very  low  price  indeed. 

Dr.  Charles  West  said  he  came  to  the  meeting  simply 
to  learn,  and  he  must  confess  that  he  had  nothing  new  to 
impart,  and  he  could  do  no  more  than  enforce  the  wise 
sayings  of  his  friend  Dr.  Priestley.  There  was  one  point, 
however,  which  he  might  refer  to,  and  that  was  that 
he  found  women  considered  measles  was  such  a  slight 
thing  that  they  said  that  it  did  not  matter  if  all  their  chil- 
dren had  it  at  once.  Now  he  held  it  to  be  the  duty  of 
everyone — especially  a  duty  to  children — to  do  all   that 
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was  possible  to  shelter  them  from  harm,  and  the  fact 
that  two  or  three  children  in  one  family  had  measles 
very  slightly  furnished  no  guarantee  as  to  the  nature 
of  the  disease,  for  others  might  have  it  very  virulently. 
Although  children  might  recover  from  this  complaint, 
they  often  did  so  at  a  terrible  cost,  for  measles  left 
behind  it  in  no  rare  number  of  instances  a  sort  of  taint  in 
the  constitution,  and  one  not  unfrequently  was  able  to  trace 
consumptive  disease  in  after  life  to  an  imperfect  recovery 
from  measles.  This  caution  he  was  certain  was  well  worthy 
of  being  laid  to  heart  In  a  somewhat  similar  way  he  had 
observed  in  cases  of  mild  scarlet  fever  a  degree  of  in- 
difference as  to  sheltering  others,  which  could  only  arise 
from  a  misapprehension  of  the  danger  of  disease,  for 
mildness  in  one  case  is  no  guarantee  as  to  what  it  might 
be  in  another.  Dr.  Priestley  had  spoken  of  the  importance 
of  persons  after  having  had  the  fever  not  going  amongst  the 
general  community  before  convalescence,  and  he  must  say 
that  he  thought  there  was  a  great  want  of  proper  precaution 
in  this  respect,  and  of  disinfecting  articles  of  clothing  and 
bedding.  When  Dr.  Priestley  was  describing  the  very 
useful  dress  which  had  been  invented  for  nurses  by  Mrs. 
Priestley,  it  reminded  him  of  what  had  been  said  by  Solomon, 
that  there  was  nothing  new  under  the  sun  ;  for  he  re- 
collected having  seen  in  a  book,  published  at  the  beginning 
of  the  sixteenth  century,  a  picture  of  a  doctor  dressed  in  a 
garment  which  was  supposed  to  guarantee  him  against  con- 
tagion. This  dress  was  made  of  cere-cloth,  or  something 
that  had  the  reputation  of  preventing  contagion  to  the 
wearer,  and  the  doctor  had  a  hat  on  his  head,  which 
formed  a  complete  mask  for  the  face  ;  holes  were  cut  in  it 
for  the  eyes,  the  mouth  being  covered  over  by  a  prolonged 
beak.  Between  the  hole  for  the  mouth  and  this  beak  there 
was  a  space  for  aromatic  herbs.  The  picture  represented 
the  doctor  as  furnished  with  a  long  wand,  wherewith 
he  was  supposed  to  investigate  the  condition  of  the 
patient,  and  to  save  himself  from  the  risk  of  feeling  his 
pulse. 
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He  quite  endorsed  what  had  been  said  about  the  neces- 
sity of  educating  people  to  understand  these  things. 

Dr.  A.  Anderson  said  when  he  came  to  England  his 
first  master  was  Faraday,  his  second  Siemens,  the  third  Dr. 
Richardson,  and  the  fourth  was  the  worthy  President ;  and 
he  thought  if  those  present  would  go  and  see  what  the  latter 
gentleman  had  done  at  Croydon,  they  would  find  how  an 
unhealthy  place  could  be  converted  into  a  healthy  one. 
Having  lost  a  daughter  from  fever,  he  had  investigated  into 
the  cause  of  her  death,  and  he  believed  that  it  could  be 
traced  to  milk  which  came  from  a  part  of  the  country  where 
foot-and-mouth  disease  existed.  Since  that  time  he  had 
done  his  best  to  find  out  when  milk  was  infected,  and  to 
prevent  contamination  by  such  means.  It  was  all  very 
well  to  be  convinced  that  the  boiling  of  milk  would  prevent 
contamination,  but  it  was  quite  another  thing  to  convince 
women  of  this.  If  doctors  could  only  convince  ladies  of 
this  fact,  one  important  step  would  have  been  gained. 

Mr.  J.  Cleland  Burns  said  he  felt  somewhat  em- 
barrassed in  making  any  remark  upon  this  subject,  as 
he  had  hoped  that  there  might  have  been  present  at 
such  an  important  conference  some  gentlemen  who 
might  be  able  to  speak  with  greater  authority  than  he 
he  could  on  sanitary  matters  in  Scotland.  He  spoke 
simply  as  an  amateur  and  volunteer,  but  with  regard  to 
those  who  had  taken  an  official  part  in  Glasgow,  he  could 
not  help  referring  to  the  name  of  Dr.  J.  B.  Russell,  Medical 
Officer  for  Glasgow,  a  name  well  known  throughout  the 
country.  Many  gentlemen  intimately  acquainted  with 
the  details  of  the  subject  had  given  most  valuable  informa- 
tion, and  he  was  glad  to  notice  that  there  had  been 
running  through  their  remarks  a  vein  of  what  was  to  be  done 
in  the  way  of  legislation  ;  and  if  that  conference  could  in- 
duce the  Sanitary  Institute  of  Great  Britain  to  try  and 
obtain  legislation  upon  sanitary  matters,  considerable  good 
would  have  been  derived  from  it.  He  fully  shared  in  all 
that  had  been  stated  by  Dr.  West,  having  himself  been 
subjected  on  three  different  occasions  to  quarantine.     The 
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points  upon  which  Scotland  required  amendments  in  the 
present  Act  were,  firstly,  compulsory  notification   of   in- 
fectious disease ;   secondly,  information    as    to    the    milk 
supply;   thirdly,  compulsory  hospital  accommodation  for 
infectious  disease  in  every  health  district ;  fourthly,  more 
stringent  regulations  with  regard  to  lodging-houses;  and. 
fifthly,  additional  powers  to  Sanitary  Inspectors  for  the 
summary  removal  of  nuisances.     It  was  only  by  legislation 
that  the  business  of  sanitation  could  be  fully  carried  out. 
It  appeared  to  him  that  at  present  more  care  was  taken  of  J 
the  health  of  cattle  than  of  human  beings,  and  this  was  a 
thing  which  was  much  to  be  deplored.     When  the  com- 
munity had  once  been  convinced  that  the  rates  and  taxes  | 
would  be  lowered  by  looking  after  the  health  of  the  popu- 
lation, then,  and  not  till  then,  would  sanitation  be  properly  I 
carried   out.       With     reference    to    compulsory    hospital  ' 
accommodation  in  every  health  district,  he  might  be  per- 
mitted to  quote  the  remarks  of  Dr.  Russell  as  to  Glasgow 
and  Lanarkshire,  and  he  believed  thai  his  views  will  apply   ' 
generally  to  the  United  Kingdom  :  "  In  Glasgow  we   have 
two  general  hospitals,  supported  by  charity,  and  containing 
about  looo  beds  between  them.     Only  a  few  years  ago 
there  was  but  one  with  600   beds.     These  are   Glasgov 
institutions,  and  it  is  often  forgotten  that  they  represent  all 
that  charity  has  provided  for  a  population  numbering  more 
than  twice  that  of  Glasgow.     The  county  of  Lanark  has  a 
population  of  904,000,  including  so  much  of  the  city  and 
suburbs   as   lies  within  it     This  is  a  population   largely 
engaged  in  the  most  dangerous  and  most  exacting  upon 
life   and  health   of  all   industries — those   connected   with 
mining  and   iron  manufacture.      Yet,   excepting   a  small 
hospital  at  Lanark,  beyond  the  seat  of  these  industries,  j 
there  is  not  a  bed  provided  for  accidents  or  sickness  except  J 
those  in  our  two  noble  hospitals.     If  we  include  the  popu- 
lation lying  to  the  north   and  west,  outside  Lanarkshire,  1 
but  neighbouring  Glasgow,  it  is  certainly  within  the  mark  ] 
to  say  that  those  1000  hospital  beds  are  the  sole  provision  [ 
of  charity  for  the  wants  of  a  million  of  people.     I  doubt  j 
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if  there  is  in  the  island  another  million  of  people  equally 
exposed  to  the  risks  of  dangerous  employments,  and  so 
lai^ely  belonging  to  the  working  classes,  who  are  so  poorly 
provided  for  in  their  sickness."  In  conclusion  Mr.  Cleland 
Bums  hoped  that  this  conference  would  lead  to  legislation 
for  Scotland  on  the  lines  he  had  been  permitted  to 
indicate. 

Dr.  DUDFIELD  said  he  agreed  with  the  remark  that  the 
great  need  was  for  additional  legislation  for  the  protection 
of  public  health.  For  many  years  sanitarians  had  been  en- 
gaged in  the  endeavour  to  obtain  protection  for  the  public 
by  legislation  in  regard  to  the  supply  of  milk,  and  in 
1878  an  Act  was  passed  called  the  Contagious  Diseases 
(Animals)  Act,  the  34th  clause  of  which  enabled  the  Privy 
Council  to  make  the  Dairies,  Cowsheds,  and  Milkshops 
"  Order,"  which  was  issued  in  the  year  1879.  It  was  a  very 
useful  Order  as  far  as  it  went,  but  the  misfortune  was  that 
those  who  had  to  carry  it  out  in  the  country  generally  were 
persons  who  had  no  knowledge  of  the  subject  The 
Order,  in  fact,  was  carried  out  in  such  a  manner  as  to 
lead  one  to  suppose  that  the  only  object  the  Local 
Authority  had  in  view  was  to  preserve  the  health  of  cattle, 
and  it  was  a  very  remarkable  fact  that  more  care  was 
taken  of  the  health  of  cattle  than  of  the  health  of  human 
beings.  The  Government  brought  in  a  Bill  last  year  to 
place  the  supervision  of  dairies,  cowsheds,  and  milkshops 
under  the  sanitary  authorities,  but  it  did  not  pass  ;  and  it 
was  probable  that  the  Bill  would  not  be  brought  in  again 
this  year,  owing,  as  he  understood,  to  the  jealousy  with 
which  Scotch  members  of  Parliament  regarded  the  transfer 
of  powers  from  the  county  authorities  to  the  sanitary 
authorities.  It  seemed  almost  incredible  that  people  so 
enlightened  as  Scotchmen  were  assumed  to  be,  should 
oppose  a  measure  of  that  kind.  No  doubt  many  evils 
had  resulted  from  an  impure  milk  supply,  but  there 
was  no  possibility  of  protecting  the  public  by  sanitary 
means  until  dairies,  cowsheds,  and  milkshops  were  placed 
under  pioper  supervision.      Sanitary  societies  had   been 
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agitating  for  many  years  in  this  direction,  but  hitherto 
without  success.  With  the  knowledge  which  at  present 
existed  upon  the  subject,  it  would  be  a  scandal  and  a 
shame  if  any  great  length  of  time  were  allowed  to  elapse 
without  legislation  for  the  benefit  of  the  public  in  regard 
to  preventible  diseases  spread  through  the  agency  of 
milk,  &c. 

The  Duke  of  Buckingham  said  he  took  an  especial 
interest  in  these  Conferences,  in  the  hope  that  they  mi^t 
be  successful  in  drawing  public  attention  to  the  important 
subjects  which  had  been  discussed.  By  means  of  the 
papers  and  discussions  the  true  facts  of  a  great  number  of 
important  sanitary  questions,  which  pressed  so  much  upon 
the  attention  of  public  men,  and  every  person  in  this 
country,  were  brought  forward.  One  of  the  most  valuable 
effects  of  the  Exhibition  would  be  the  elucidation  of  many 
sanitary  matters.  Sanitary  legislation  was  no  doubt  a 
subject  which  every  year  pressed  with  more  force  upon  the 
attention  of  persons  in  this  country,  and  it  came  home  to 
the  labourer  as  well  as  to  the  rich  man,  The  \'arious 
alterations  which  had  been  already  made,  and  the  develop- 
ment of  science,  had  brought  about  many  improvements, 
but  still  many  of  these  improvements  had  brought  to  their 
homes  concurrent  evils.  It  was  those  evils  which  they 
wished  to  reach  and  to  eradicate.  When  he  entered  the 
room,  a  gentleman  was  referring  to  the  question  of  the 
sanitary  inspection  of  dairies  in  country  districts,  and  as 
his  experience  was  perhaps  more  of  country  places  than  of 
towns,  he  might  be  permitted  to  say  that  he  entirely  con- 
curred in  the  opinion  that  a  more  general  control  over 
sanitary  matters,  such  as  had  been  referred  to,  was  wanting. 
Those  questions  might  have  to  be  treated  in  a  different 
mode  perhaps,  and  considered  from  a  somewhat  different 
standpoint  in  the  country,  but  the  evils  arising  from  in- 
sanitary conditions  wcie  as  great  and  as  terrible  in  their 
effects  in  country  villages  of  half-a-dozen  houses  as  they 
were  in  any  street  in  this  large  city.  He  could  not  quite 
join  in  the  regret  which  had   been  expressed  that  a  par- 
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ticular  measure  was  not  carried  out,  because  he  thought 
that  when,  as  doubtless  would  soon  be  the  case,  some  mea- 
sure for  coping  with  the  evils  which  had  been  referred  to 
was  brought  in,  that  it  would  be  founded  upon  a  better  and 
more  sound  basis  than  the  bill  which  was  first  introduced. 
The  object  of  this  Conference  was  to  consider  the  evils 
which  existed,  and  to  elucidate  opinions  as  to  the  general 
grounds  upon  which  they  might  be  dealt  with,  and  he 
hoped  that  those  who  attended  would  cany  home  to  their 
neighbours  and  friends  the  remarks  which  had  been  made, 
in  order  to  induce  them  to  study  the  valuable  information 
which  had  been  given. 

The  Chairman  said  it  now  became  his  duty  to  sum  up 
the  discussion,  and  to  make  a  few  remarks  upon  the  papers 
which  had  been  submitted  to  them.  There  could  be  but 
one  opinion  upon  the  valuable  points  which  had  been 
brought  forward  in  the  paper  which  was  read  by  Dr.  Thurs- 
field,  and  also  in  the  very  important  communication  by 
Dr.  Corfield.  The  way  in  which  those  gentlemen  had 
handled  the  subjects  which  had  been  placed  in  their 
hands  showed  the  wisdom  of  the  Committee  in  choosing 
them  to  bring  the  questions  before  the  Conference.  It 
could  not  be  too  frequently  impressed  upon  the  public 
mind,  the  different  ways  by  which  diseases  were  spread, 
because  so  long  as  they  were  absent  from  contact  with 
disease  itself  the  public  mind  was  likely  to  be  forgetful. 
The  rules  which  had  been  put  forward  by  Dr.  Thursfield, 
and  which  had  been  insisted  upon  as  necessary  by  Dr. 
Corfield,  ought  to  be  spread  broadcast  over  the  country, 
in  order  that  the  public  might  understand  some  of  the 
dangers  which  arose  from  that  intercourse  which  was  con- 
stantly going  on  between  unhealthy  and  healthy  places. 
He  would  not  refer  in  detail  to  the  papers,  but  would 
merely  take  up  some  of  the  points  in  the  discussioa  The 
observations  made  by  Dr.  Priestley  with  regard  to  the 
passage  of  a  man  through  a  field  full  of  flowers,  and  where 
his  boots  became  covered  with  the  pollen  obtained  from 
the  plants,  was  very  instructive,  because,  to  his  mind,  the 
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majority  of  infectious  diseases  were  produced  by  a  material 
something  allied  to  a  plant.  The  way  in  which  materials 
might  be  carried  from  a  place  where  there  was  infectious 
disease  and  brought  into  contact  with  other  material  where 
there  was  not  that  particular  disease  might  produce  one  of 
a  different  character  altogether  from  that  which  had  been 
brought,  and  it  was  possible  to  have  those  hybrids  produced 
in  disease  in  the  same  way  as  they  were  produced  in  plants ; 
and  even  by  transferring  material  which  was  not  actually 
a  part  of  the  disease,  they  might  have  produced  elsewhere  a 
disease  which  was  propagated  from  the  former  one-  Just 
as  gardeners,  in  propagating  hybrid  plants,  knew  they  would 
be  able  in  succession  to  produce  a  different  kind,  some  of 
which  had  never  been  known  before,  so  they  from  time  to 
time  might  have  diseases  which  at  present  were  unknown. 
Allusion  had  been  made  to  the  danger  arising  from  the 
fact  that  cows,  after  they  had  brought  forth  their  calves, 
when  in  the  condition  which  was  called  parturient,  were 
excessively  liable  to  suffer  mischief;  but  it  must  not  be 
forgotten  that  the  birth  of  a  calf,  like  the  birth  of  a 
child,  was  a  natural  thing,  and  that  it  ought  not  to  be 
so  attended.  In  trying  to  make  cows  !ead  unnatural 
lives  much  of  the  mischief  was  caused,  and  that 
great  measure  was  owing  to  the  crass  ignorance  of  those 
who  had  their  management.  One  of  the  hopes  of  the 
promoters  of  this  Congress  was,  that  the  spreading  of 
information  upon  the  right  way  to  deal  with  this  subject, 
would  help  to  diminish  the  incidence  of  much  of  the  disea.se| 
which  was  produced  in  animals.  Dr.  Fleming  had  alluded' 
very  forcibly  to  the  question  of  tuberculosis  in  animals,  and 
he  knew  that  some  years  ago,  when  the  local  bench  upon 
which  he  sat  were  asked  to  condemn  the  flesh  of  certain 
animals  which  had  been  seized  by  the  local  inspectors,  that 
evidence  was  given  by  an  inspector  from  Smiihfield  Market 
to  the  effect  that  8o  per  cent  of  the  flesh  there  sold  was  sub- 
ject to  the  same  disease  and  infected  in  the  same 
and  that  it  would  be  as  much  as  their  place  was  worth  to 
condemn  all  the  meat  that  was  tuberculous.     Tuberculosis 
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was  not  natural  to  cows,  but  the  way  in  which  they  were 
treated  in  the  cow-houses  and  by  those  who  were  supposed 
to  have  some  knowledge  of  their  management,  had  tended 
much  to  increase  the  disease.  It  was  quite  possible  that 
the  food  of  those  animals  might  in  the  long  run  give 
a  tendency  to  the  production  of  similar  diseases  in  the 
human  beings  who  ate  them.  The  remarks  of  Professor  de 
Chaumont  had  brought  to  his  mind  instances  where  the 
mischief  had  been  supposed  to  be  traced  to  one  cause,  but 
afterwards  it  turned  out  that  it  was  due  to  another  ;  and  the 
caution  which  he  had  pressed  upon  the  meeting,  that  they 
should  not  at  once  come  to  a  conclusion  that  a  particular 
epidemic  was  caused  by  something  because  it  seemed  to 
point  in  that  way,  was  certainly  very  necessary.  Medical 
officers  did  not  at  once  now  jump  to  the  conclusion  that  this 
or  that  condition  had  produced  a  particular  epidemic,  but 
they  searched  it  out,  and  proved  by  the  actual  removal  of  all 
other  circumstances  that  it  had  been  caused  by  a  particular 
thing.  With  regard  to  the  observations  of  Dr.  Geo.  Wilson 
as  to  the  possibility  of  typhoid  having  a  sua  sponte  origin, 
he  did  not  think  that  diseases  such  as  small-pox  and  diph- 
theria ever  arose  sua  sponte^  but  that  they  were  always 
preceded  by  germs  from  a  similar  case,  and  it  was  a  ques- 
tion whether  there  were  not  conditions  in  connection  with 
the  filth  arising  from  the  aggregate  of  human  beings  which 
would  produce  or  allow  the  germs  of  typhoid  to  develop 
anywhere.  If  he  took  a  piece  of  bread  and  put  it  into  a 
dark  cupboard  which  was  rather  damp,  in  the  course  of  a 
little  time  it  would  be  covered  with  mould.  Penicilium  was 
to  be  found  everywhere,  and  the  probability  was  that  the 
excreta  from  human  beings,  whether  from  the  skin  or  the 
breath,  or  any  mucous  membrane,  if  allowed  to  get  into 
drinking-water  would  produce  typhoid.  First  of  all  it 
caused  irritation  of  the  bowels,  and  after  a  time  increased 
in  intensity.  It  might  be  perfectly  possible  for  an  individual 
to  infect  himself,  but  this  was  not  true  with  regard  to  a 
number  of  other  diseases.  With  regard  to  small-pox  there 
must  be  a  germ  from  a  preceding  case  to  have  it  produced, 
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then  came  the  question  how  the  first  case  of  small-pox  ai 
He  did  not  quite  see  how  that  came  about,  except  on  the 
principle  which  had  been  mentioned,  as  belonging  to  the 
role  of  the  gardener,  that  by  crossing  different  plants  he 
obtained  different  productions,  and  it  was  quite  possible  that 
diseases  originally  had  been  propagated  from  one  kind  to 
another  in  that  way.  The  suppression  of  disease  was  an 
important  point,  for  it  showed  how  difficult  it  was  to  get 
knowledge  spread  abroad  amongst  those  who  had  to  do 
with  its  repression.  When  the  Contagious  Diseases  Act 
(Animals)  was  passed,  he  was  appointed  one  of  the  members 
of  the  local  authority  in  his  own  county  for  the  purpose 
of  getting  those  diseases  controlled,  and  he  knew  that  a 
great  deal  more  trouble  was  taken  to  repress  disease 
amongst  animals  than  for  the  purpose  of  repressing  it 
amongst  men.  He  had  always  impressed  upon  the 
authorities  with  whom  he  came  in  contact  the  extreme 
importance,  in  carrying  out  the  Act,  of  it  being  placed  in 
the  hands  of  the  sanitary  authority  of  the  district.  The 
advice  was  not  followed.  When  the  Committee  was  first 
formed,  he  brought  to  its  notice  the  absolute  uselessness 
of  many  of  the  arrangements,  whilst  they  allowed  stock- 
keepers  and  others  connected  with  the  management  of  cattle 
to  go  about  with  their  dirty  boots  and  clothes,  and  even 
their  persons  covered  with  the  saliva  of  diseased  animals, 
without  being  disinfected ;  representations  were  made  by 
his  Committee  to  the  Privy  Council  at  the  time  upon  this 
subject.  Only  a  few  days  ago  an  order  had  been  issued 
by  the  Privy  Council  giving  the  local  authorities  power  to 
make  bye-laws  as  to  the  disinfection  of  the  clothes  of 
persons  who  came  in  contact  with  animals  infected  with 
foot-and-mouth  disease.  That  was  a  very  important  regu- 
lation, and  the  local  authorities,  by  pressing  this  as  they 
ought  to  do  upon  the  attention  of  their  inspectors  and  the 
police  officers,  who  unfortunately  had  the  carrying  out  of 
the  regulations  in  the  rural  districts,  would  help  to  edu- 
cate the  people  as  to  the  danger  of  allowing  Inter- 
course  between    individuals  in    houses   infected  with   tho 
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diseases  to  which  reference  had  to-day  been  made,  and  out- 
side people.  Mr.  Bums  had  spoken  of  the  necessity  of 
legislation,  but  he  thought  there  were  two  sides  to  that 
question.  There  should  be  legislation  for  those  who  were 
unable  to  protect  themselves,  and  who  were  placed  in  con- 
ditions where  they  were  quite  unable  to  be  protected  ex- 
cept by  legislative  enactment,  from  the  ignorance  and 
wrong-doing  of  others,  but  he  was  adverse  to  calling  on 
Paiiiament  to  legislate  for  them  on  every  possible  occasion 
and  on  all  kinds  of  subjects.  The  public  ought  them- 
selves to  take  these  matters  in  hand,  and,  whilst  he  approved 
of  general  principles  being  passed  by  the  House  of  Com- 
mons as  general  principles,  he  was  very  much  averse  to 
details  being  brought  into  Acts  of  Parliament 

Upon  the  proposition  of  Professor  De  Chaumont,  a 
cordial  vote  df  thanks  to  the  Chairman  for  presiding  was 
passed,  and  the  Conference  adjourned 
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1.  **  The  Ri^ht  of  the  StaU  to  Enforce  Notification  of  Infkctiaus 

Disease,  and  the  Best  Method  of  Doing  It."^     By  Alfrxd 
Carpenter,  M.D.,  J.P, 

2.  ^  The  Notification  of  Infectious  Disease:  its  Importance  and  its 

Difficulties,^    By  Alfred  Hill,  M.D. 


Chairman  i 
The  Right  Hon.  Earl  Fortescue. 

Vice-President  of  the  Parkes  Museum  of  Hygiene.^ 

The  Chairman  said  that  he  concluded  he  owed  the  posi- 
tion which  he  had  the  honour  to  occupy  there  to  the  hard 
labour,  and,  he  might  add,  the  sufferings  he  had  undergone 
in  the  cause  of  sanitary  reform.  It  would  be  impossible 
for  him  now  to  work  as  he  had  done  formerly,  owing  to 
advancing  years,  but  he  was  present  that  day  to  testify 
his  unabated  attachment  to  the  great  cause  of  sanitary 
reform,  and  his  strengthened  instead  of  impaired  con- 
viction of  its  important  bearing,  not  only  upon  the  physical 
but  the  moral  and,  he  might  add,  the  religious  condition 
of   the   population.      In  the  wide-spread  work  of  sani- 

•  The  Presidency  vacated  by  the  lamented  death  of  H.R.H.  the 
late  Duke  of  Albany  has  not  been  refilled. 
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tation  it  must  be  inevitable  that  individual  liberty  and 
the  rights  of  property  must  to  a  certain  extent  be 
interfered  with  for  the  public  good  He  should  listen 
attentively  to  the  arguments  for  and  against  a  novel  but 
by  no  means  unprecedented  extension  of  that  interference 
in  the  shape  of  compulsory  notification  of  the  existence  of 
infectious  diseases  which  would  be  proposed.  He  would 
say  no  more  than  that  it  was  for  the  advocates  of  any  com- 
pulsory interference  with  individual  liberty  or  with  the  rights 
of  property  to  justify  exceptional  legislation  for  that  purpose. 
Liberty  itself  was  so  very  precious  a  possession  that  it  ought 
not  lightly  to  be  curtailed,  and  confidence  in  the  security 
of  property  was  so  indispensable  to  the  development  of  self- 
denying  thrift  and  industry  and  the  retention  of  capital 
that  it  ought  not  lightly  to  be  shaken  or  alarmed.  It  was 
better  to  tolerate  a  certain  amount  of  inconvenience,  of  evil, 
and  even  of  suffering,  rather  than  lightly  to  interfere  by 
legislation  with  liberty  and  property.  Capital  might  really 
be  described  as  the  wage  fund  which  was  liable  to  be  scared 
away  on  the  slightest  cause  of  alarm.  Not  only  would  alarm 
about  any  one  kind  of  property  decrease  confidence  about 
the  rest,  but  it  scared  away  any  capital  which  might  be 
inclined  to  come  into  the  country.  Nay,  more :  as  many 
kinds  of  capital  were  easy  of  transport,  any  alarms  tended 
to  scare  it  away  from  the  country  in  which  it  was,  to  others 
offering  a  better  prospect  of  security.  The  infringement  of 
liberty  was  attended  with  much  more  serious  evils.  The 
too  constant  official  interference  certainly  tended  to  enervate 
the  national  character,  and  to  render  men  helpless  and  unfit 
for  liberty  after  they  had  been  too  long  looked  after  and 
done  for,  incapacitating  them  for  the  duties  and  responsibili- 
ties of  free  men.  Moreover,  the  evil  of  enlisting  general 
sympathy  against  the  law  by  any  prematurely  stringent 
enactment  and  enforcement  of  regulations,  tended  to  dimi- 
nish sympathy  for,  and  support  of,  the  law  generally ;  it 
caused  the  law  to  be  looked  at,  not  as  it  had  always  been 
in  England,  as  the  general  friend  and  protector,  but  rather 
either  as  an  unpopular  King  Stork,  or,  if  the  enforcement  of  a 
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public  law  was  ncglccled,  as  a  King  Log,  which  was  an 

undesirable  aspect  for  the  law  to  be  regarded  in.  Multi- 
plied official  interferences  required  multiplied  officials,  and 
multiplied  offices  to  be  filled  were  accompanied  by  an 
even  disproportionate  multiplication  of  office-seekers ;  and 
though  competitive  examination  tended  to  diminish  the 
number,  and  to  eliminate  those  least  qualified  intellectually 
for  offices,  yet  the  training  for  those  examinations  was  a 
]ireparation  rather  for  the  work,  to  speak  in  the  language 
of  political  economy,  of  verification  or  distribution,  than  of 
production.  In  these  days,  when  there  was  a  general 
complaint  of  slackness  of  business  and  want  of  prosperity 
in  mining,  in  agriculture,  in  manufactures  and  commerce, 
he  dreaded  anything  which  tended  to  augment  the  body 
of  distributors  of  a  diminished  produce,  and  the  unofficial 
verifiers  of  a  diminished  number  of  transactions.  In  spite 
of  the  judicious  establishment  of  competitive  examinations 
a  very  large  proportion  of  official  patronage  would  inevit- 
ably fall  into  official  hands,  and  in  a  country  with  a  party 
government  like  ours  it  must  fall  into  political  hands,  and 
much  of  it  was  likely  to  be  given  away  for  political  ser- 
vices, The  tendency  when  new  offices  were  created  was 
generally  in  the  first  appointment  to  seek  the  fittest  man  for 
the  pla<^  ;  but  after  a  vacancy  or  two  the  other  aspect  of  the 
question  predominated,  and  the  disposer  of  patronage  was 
apt  to  be  more  earnest  in  seeking  out  a  place  for  llu  man, 
and  so  they  found  that  after  offices  had  been  created  and 
had  existed  for  a  certain  time  there  was  a  tendency  to  dimi- 
nished zeal  and  qualifications  in  those  who  were  after  a  time 
appointed  to  them.  Having  been  for  more  than  forty-five 
years  connected  with  public  life,  some  of  it  with  paid  and 
unpaid  offices,  and  almost  the  whole  of  it  with  one  or  other 
of  the  Houses  of  Parliament,  his  experience  led  him  to 
believe  that  the  proportion  of  appointments  of  ill-qualified, 
undesirable  candidates,  was  not  so  very  different  between 
one  government  and  another,  and  was  not  generally  found 
at  all  better  in  governments  with  ministers  who  made 
extravagant   professions  of  purity.      He   should  listen   to 
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the  various  speakers  with  a  mind  quite  open  to  conviction, 
but  with  the  leaning  indicated  in  these  remarks. 

Before  concluding,  he  might  suggest  that  the  various 
speakers  should  confine  their  remarks  to  the  following 
points :  first,  What  success  had  attended  the  system  in 
r^;ard  to  the  number  ot  cases  notified  to  the  total  number 
of  cases  ?  secondly.  What  success  in  stamping  out  diseases 
it  had  led  to,  kx  rather,  whether  there  had  been  any 
diminution  in  the  spread  of  such  diseases?  and,  thirdly. 
What  amount  of  hospital  accommodation  the  sanitary 
authorities  of  the  place  had  provided  for  infectious  diseases, 
and  to  what  extent  it  had  been  made  use  of? 


THE  RIGHT  OF  THE  STATE  TO  EN- 
FORCE  NOTIFICATION  OF  INFEC- 
TIOUS DISEASE,  AND  THE  BEST 
METHOD  OF  DOING  IT. 

By  Alfred  Carpenter,  M.D.,  J.P. 

The  early  discovery  of  infectious  diseases  to  a  local  autho- 
rity, like  to  the  early  notification  of  a  fire  at  a  fire  station, 
is  one  of  the  subjects  which  engaged  the  attention  of 
sanitary  reformers  as  soon  as  the  dogma  of  destiny  was 
seen  to  be  fallacious  by  those  engaged  in  the  struggle  with 
death  produced  by  preventible  causes. 

A  proverbial  philosopher  has  written  that  "  If  pestilence 
stalks  through  the  land,  ye  say,  this  is  God's  doing,"  and 
then  he  proceeds  to  combat  that  idea.  I  will  not  follow 
his  example,  for  I  contend  that  it  is  God's  doing,  inasmuch 
as  it  follows  upon  a  neglect  of  His  beneficial  laws,  and  a 
disobedience  to  His  commands  as  to  purity  and  cleanliness. 
It  is  in  consequence  of  such  neglect  that  disease  stalks 
through  the  land,  and  I  may  say  with  the  same  philosopher 
that  "Verily  there  is  nothing  so  true  but  the  damps  of 
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error  have  not  warped  it,  and  there  is  nothing  so  false  that 
a  sparkle  of  truth  is  not  in  it" 

Without,  however,  going  into  first  causes,  and  supporting 
as  I  do  in  the  main  the  observations  of  my  friend  Dr.  Hill 
as  to  the  necessity  for  early  discovery,  I  wish  to  point 
out  some  of  the  difficulties  which  are  in  the  way  of 
doing  it  as  is  suggested  by  some  earnest  sanitarians,  and 
at  the  same  time  to  give  a  short  history  of  the  progress 
which  has  been  made  in  that  direction.  I  agree  fully  with 
the  proverbial  statement  that  "  a  spark  is  a  molecule  of 
matter  which  may  kindle  a  world."  and  I  opine  that  the 
great  object  of  the  sanitary  world  is  to  get  evidence  of 
the  presence  of  that  spark  before  it  has  time  to  reproduce 
its  kind,  and  that  the  machinery  which  will  give  the  most 
complete  and  general  result  in  practice  will  be  more  satis- 
factory than  one  which  may  be  perfect  in  theory  but  for 
various  reasons  not  so  efficient  in  action.  The  first  good 
experiment  as  to  method  came  from  Manchester."  The 
Manchester  Sanitary  Association  did  that  nearly  twenty 
years  ago,  which  the  Society  of  the  Medical  Officers  of 
Health  suggested  as  the  right  thing,  but  failed  to  do  it 
for  want  of  funds,  the  Government  of  the  day  refusing  to 
help  them  in  their  proposals.  The  Manchester  Association 
published  a  weekly  return  of  all  new  cases  of  diseases 
coming  under  treatment  at  the  various  medical  institutions 
in  Manchester  and  Saiford.  The  sanitary  section  of  the 
International  Statistical  Congress  held  in  the  preceding 
year  had  considered  the  subject  and  had  pointed  out  the 
method  of  doing  it.  The  Congress  had  urged  it  as  a  duty 
upon  governments  to  get  the  information  in  the  usual 
way.  and  pointed  out  that  a  knowledge  as  to  the 
position  of  the  onset  of  disease  was  of  more  importance 
than  were  the  returns  of  actual  mortality,  a  principle  which 
I  had  inculcated  at  various  local  meetings  held  for  sanitary 
purposes,  long  before  the  Congress  alluded  to.  The  Man- 
chester returns  gave  timely  warning  of  the  foci  from  whence 

*  I  am  informed  ihat  similar  returns  have  existed  in  Marylebone 
from  about  the  same  time. 
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it  might  be  expected  that  infectious  diseases  would  spread 
as  spread  they  did.  Manchester,  without  Government 
assistance,  did  that  which  London  was  unable  to  do. 
Attempts  were  soon  made  in  different  parts  of  the  kingdom 
to  provide  similar  returns,  but  they  were  only  "  flashes  in 
the  pan,"  and  were  not  persistent  The  late  Dr.  Lankester 
brought  the  matter  to  the  notice  of  the  Social  Science 
Association  on  June  5th,  1871,  at  their  rooms  in  the 
Adelphi ;  Dr.  W.  Farr  being  the  Chairman  at  that  meeting. 
Dr.  Lankester  urged  that  the  State  should  stand  in  loco 
parentis  as  r^ards  those  children  who  were  not  vaccinated, 
and  that  a  Court  of  summary  jurisdiction  should  have 
them  vaccinated  in  spite  of  the  parents,  and  that  heavy 
fines  should  be  inflicted  upon  all  medical  men  who  attended 
cases  of  small-pox,  who  did  not  at  once  notify  to  the  local 
authority  the  fact  of  its  presence  at  that  particular  place. 
This  was  the  flrst  suggestion  made  in  a  general  meeting  in 
this  country,  that  a  penalty  should  be  put  upon  a  medical 
man  for  not  notifying  to  the  local  authority  the  fact  of  the 
fire,  although  it  had  been  previously  suggested  that  the 
k)cal  authority  ought  to  be  fined  for  allowing  the  fire  to 
extend  itself.  I  had  urged  this  view  because  the  foci  of 
disease  could  not  become  persistent  if  the  local  authority 
did  its  duty,  and  insisted  upon  local  cleanliness,  with  the 
generous  distribution  of  a  pure  water  supply. 

The  subject  of  notification  of  small-pox,  upon  the  motion 
of  the  late  Dr.  Patrick  Stewart,  was  referred  to  the  Com- 
mittee of  the  Health  Department  of  the  Social  Science  Asso- 
ciation to  consider  and  report  upon,  as  to  what  steps  could 
be  taken  to  effect  the  desirable  object  of  stamping  it  out- 
It  was  discussed  and  re-discussed  at  the  Congresses  of  that 
Association  without  any  satisfactory  result.  At  Brighton, 
in  1875,  it  was  resolved  to  recommend  the  Council  to  take 
into  consideration  the  desirability  of  promoting  by  legis- 
lative enactment  that  all  cases  of  an  infectious  character 
should  be  reported  to  the  Medical  Officer  of  Health  of  the 
district,  but,  to  meet  objections  made  in  the  meeting,  the 
reporter  was  not  distinguished. 
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Dr.  Littlejohn  is  said  at  that  meeting  to  have  strongly 
opposed  the  resolution  as  it  stood  when  first  considered, 
viz.  "  that  it  should  compel  medical  men  to  report"  He 
said  veterinary  surgeons  were  not  called  upon  to  send 
certificates  under  the  Contagious  Diseases  (Animals)  Act 
to  the  county  authority,  and  he  considered  that  it  would 
be  "  invidious  and  monstrous  to  throw  such  a  responsibility 
upon  medical  men,  instead  of  casting  it  upon  the  man  of 
the  house  where  the  case  took  place." 

In  the  same  year,  1875,  the  North-Westem  Association 
of  Medical  Officers  of  Health  memorialised  the  President 
of  the  Local  Government  Board  in  favour  of  putting 
medical  men  in  a  criminal  position  if  they  did  not  report  to 
the  local  authority  any  case  they  might  be  called  upon  to 
attend.  The  subject  was  again  publicly  discussed  in 
London  on  April  29th,  1876,  when,  at  the  request  of  the 
Health  Committee  of  the  Social  Science  Association  I 
read  a  Paper  upon  the  right  of  the  State  to  obtain  early 
information  of  the  appearance  of  epidemic  or  infectious 
disease  in  a  given  district.  I  discussed  whether  the  medical 
attendant  ought  to  be  the  informant  or  not  In  that  Paper 
I  dealt  with  the  subject  from  its  various  aspects, /ro  and 
con.  A  very  careful  consideration  led  me  to  conclude  that 
there  were  even  more  than  two  sides  to  the  question  under 
consideration,  and  that  it  was  not  so  absolutely  one-sided 
as  the  Social  Science  Association  and  Northern  Medical 
Officers  of  Health  Society  at  their  various  meetings  seemed 
to  think.  The  Chairman  {Dr.  W.  B.  Richardson)  in 
.summing  up,  said  that  in  the  discussion  four  distinct  views 
had  been  enunciated. 

1.  That  the  duty  should  be  absolute  upon  the  medical 
attendant  under  a  penalty  for  neglect 

2.  It  should  be  upon  the  legal  representatives,  as  head  of 
the  family  or  of  the  household  in  which  the  case  occurred. 

3.  That  there  should  be  a  dual  notification,  that  is  notifi- 
cation by  both  parties.  Whilst  the  4th  made  it  the  duty  of 
the  medical  attendant  to  inform  the  head  of  the  household 
in   writing   as   to  the  infectious  character  of  the  disease, 
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which  information  the  householder  should  be  bound,  under 
a  penalty,  to  transmit  to  the  local  authority. 

Each  project  had  been  supported  in  the  discussion  by 
about  an  equal  number  of  speakers.  The  last  view  was 
the  system  advocated  in  my  Paper,  and  is  the  plan  which, 
to  my  mind,  was  most  likely  to  effect  the  object  we  all  had 
in  view. 

The  divided  counsels  at  Adam  Street  did  not  get  the 
matter  settled. 

It  was  again  taken  up  by  the  Society  of  Medical  Officers 
of  Health,  and  at  a  meeting  held  December  15th,  in  the 
same  year,  certain  resolutions  were  proposed ;  and,  after 
several  suggestions  and  amendments  had  been  made,  it  was 
unanimously  resolved  that — 

(i)  Infectious  disease  ought  to  be  reported  by  the 
householder  to  the  sanitary  authority  without  delay. 

(2)  Every  medical  man  attending  a  case  of  infectious 
disease  should  give  immediate  information  respecting  its 
nature  to  the  occupier  or  other  person  responsible  for 
reporting  to  the  sanitary  authority. 

It  does  not  appear  from  the  report  of  the  discussion  at 
that  meeting,  which  was  presided  over  by  Dr.  Buchanan, 
that  any  proposal  was  made  that  medical  men  should 
be  subject  to  a  criminal  prosecution  if  they  did  not  disclose 
the  nature  of  the  disease  to  the  householder ;  much  less 
suggest  that  they  should  be  criminally  prosecuted  if  they 
did  not  do  so  to  the  local  authority.  The  Chairman  in 
simiming  up  the  discussion  said  he  thought  it  the  duty  of 
the  society  to  affirm  the  principle  without,  however,  making 
it  compulsory  under  penalty  upon  the  medical  profession 
to  give  the  sought-for  information.  He  (Dr.  Buchanan) 
felt  persuaded  that  as  soon  as  the  profession  found  itself 
morally  bound  to  do  a  thing,  there  would  be  no  ground  for 
suspecting  any  evasion  of  the  duty,  even  although  there  was 
no  legal  compulsion.  The  Parliamentary  Session  of  1876 
witnessed  the  introduction  of  clauses  in  local  Acts  giving 
the  power  to  the  local  authority  of  prosecuting  medical 
men  who  did  not  notify  the  existence  of  such  disease  to 


the  local  authority.  Huddersfield  introduced  such  a 
clause,  which  inflicted  a  penalty  not  exceeding  j£io,  but 
which  was  partial  in  its  application.  The  subject  was 
handled  in  a  masterly  manner  at  the  annual  meeting  of  the 
Social  Science  Association  at  Liverpool  in  1876  by  Dr. 
Francis  Bond,  who  argued  in  favour  of  the  householder 
being  the  informant  under  a  penalty,  and  that  medical 
men  should  make  the  communication  to  him  as  a  moral 
duty. 

In  the  following  year  the  Town  Council  of  Coventry 
passed  resolutions  having  the  same  effect  as  indicated  in 
the  course  which  Dr.  Bond  had  suggested  at  Liverpool,  and 
Dr.  Ransome  urged  the  same  course  as  essentially  necessary 
in  a  Paper  which  he  read  to  the  National  Health  Society 
in  May,  1877. 

About  the  same  time  the  North- Western  Association  of 
the  Medical  Ofliccrs  of  Health  again  approached  the 
President  of  the  Local  Government  Board,  but  this  time 
they  suggested  that  the  householder  should  be  the  informant, 
and  that  the  medical  attendant  should  be  liable  to  a  penalty 
if  he  did  not  disclose  the  nature  of  the  case  to  the  house- 
holder or  person  responsible  for  the  care  of  the  patient. 
Memorials  were  al.so  sent  to  Mr.  Sclater  Booth  by  various 
sanitary  authorities  calling  upon  him  to  introduce  3  measure 
into  Parliament  for  the  purpose  of  effecting  legislation  in 
the  direction  thus  indicated. 

A  further  step  was  also  taken  by  the  town  of  Bolton, 
which  obtained  a  clause  in  an  Act  of  Parliament  putting 
a  penalty  for  non -disclosure  upon  both  householder  and 
doctor,  the  doctor  being  liable  to  a  penalty  not  exceeding 
^10,  but  entitled  to  a  fee  of  2J.  6d.  for  notifying. 

A  temperate  and  well-written  Paper  on  the  subject  was 
read  at  York  in  July,  1878,  by  Mr.  North,  to  a  combined 
meeting  of  Medical  Officers  of  Health  for  the  Northern, 
Western,  and  York  Societies,  in  which  the  difficulties  lo  be  en- 
countered by  compulsory  notification  were  placed  before  the 
members.  It  did  not  convince  the  various  Medical  Officers 
of  Health  assembled  at  that  meeting.  They  found  themselves 
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so  often  foiled  in  their  endeavours  to  arrest  disease  because 
fod  had  been  conveyed  to  many  places  before  information 
reached  them  as  to  its  existence  that  they  still  insisted  upon 
going  to  the  fountain-head  for  the  information,  in  all  those 
cases  at  least  which  came  to  the  cognizance  of  the  mem- 
bers of  the  medical  profession.  The  advantage  and  saving 
of  trouble  by  this  course  to  medical  officers  cannot  be 
doubted,  and  if  all  cases  of  infectious  disease  were  attended 
by  medical  men  as  a  matter  of  course,  it  would,  if  carried 
out  efficiently,  do  what  the  medical  officers  require :  viz., 
give  them  intelligence  as  to  the  whereabouts  of  dangerous 
infection.  But  no  one  can  read  the  reports  of  the  medical 
officers  of  health  from  all  parts  of  the  kingdom  without 
coming  to  the  conclusion  that  the  greatest  spread  of  infec- 
tion is  brought  about  by  those  cases  which  are  not  under 
orthodox  medical  care  at  all,  and  that  notification  by  the 
medical  profession  alone  would  not  effect  the  object,  but 
rather  lead  to  ignorant  attempts  to  smother  up  the  evi- 
dence, and  in  the  end  to  raise  up  more  persistent,  and 
more  wide-spread,  outbursts.  There  was  a  necessity  in  the 
minds  of  medical  officers  of  health  for  dual  notification ; 
and  all  the  local  Bills  introduced  into  the  House  of 
Commons  in  this  and  succeeding  years  contained  clauses 
requiring  the  medical  attendant,  either  with  or  without  the 
householder,  to  notify  to  the  local  authority  under  penalties. 
I  now  refer  to  the  action  of  the  British  Medical  Asso- 
ciation. The  first  note  was  sounded  by  that  body  soon 
after  Dr.  Ransome  had  moved  in  the  matter  at  Man- 
chester, for  he  introduced  the  subject  to  the  notice  of  the 
Association  at  Leamington  in  1865,  and  procured  the 
appointment  of  a  committee  to  consider  the  registration  of 
disease.  Various  reports  were  made  by  that  committee, 
and  in  1875  it  was  stated  that  the  authoritative  declaration 
of  the  nature  of  the  disease  must  come  in  the  first  instance 
from  the  medical  attendant ;  but  the  committee  also  ex- 
pressed their  opinion  that  the  proper  individual  to  make 
the  return  would,  in  the  first  instance,  be  the  householder, 
or  the  person  in  chaige  of  the  case.     I  had  dealt  with  the 
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matter  in  this  direction  in  the  address  upon  Public  Medicine 
which  I  had  the  honour  to  read  at  Sheffield  in  that  year. 
The  subject  was  then  referred  to  the  Parliamentary 
Bills  Committee,  in  whose  charge  it  has  since  been.  Volu- 
minous reports  have  been  presented  from  time  to  time,  and 
accepted  by  the  Association,  and  the  moral  duty  of  com- 
municating that  information  to  the  householder  has  been 
often  insisted  upon  and  agreed  to.  The  report  of  the 
chairman  of  the  committee  upon  the  subject  is  a  masterly 
risumi  of  the  action  of  the  committee,  and  should  be 
studied  by  all  who  take  interest  in  the  matter.  A  dis- 
cussion took  place  at  Ryde  in  1881,  when  Mr.  Michael,  ^.C, 
proposed  an  amendment  to  the  report,  which  amendment 
cast  the  duty  on  the  medical  attendant,  and  made  its  neglect 
a  penal  act,  but  which  was  lost  by  a  large  majority. 

At  Worcester,  in  1882,  the  subject  was  brought  pro- 
minently forward  both  in  the  Public  Health  Section,  of 
which  I  was  President,  and  in  the  General  Meeting.  The 
result  of  the  discussion  which  ensued  was  the  overwhelming 
defeat  of  Mr.  Hastings'  resolution,  which  made  neglect  to 
report  a  penal  act,  and  the  following  proposal  was  adopted : 
"  That,  whilst  desiring  compulsory  notification  of  infectious 
diseases,  the  Association  wishes  to  express  its  opinion  tliat 
the  compulsion  to  notify  should  be  placed  upon  the  house- 
holder as  his  duty  as  a  citizen,  and  not  u|K)n  the  doctor." 

The  subject  continued  to  be  debated  in  various  quarters, 
and  on  April  26th,  i88i,  a  deputation  waited  upon  the 
President  of  the  Local  Government  Board,  which  was 
formed  by  representatives  of  various  societies,  to  ask  the 
Government  to  legislate  upon  this  and  other  subjects 
connected  with  measures  necessary  to  guard  the  public 
health  from  the  danger  of  infectious  diseases. 

One  of  the  sequences  of  that  deputation  was  the 
appointment  of  the  "Hospitals  Commission"  to  inquire 
respecting  small-pox  and  fever  hospitals ;  the  extent  and 
sufficiency  of  hospital  accommodation,  and,  with  other 
matters,  "  to  ensure  as  far  as  practicable  the  protection 
of   the   public    against   contagion."       The   report   of  the 
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Commissioners  slates  very  distinctly  that  "notification 
should  in  all  cases  be  oblig^tor>'  upon  one  or  more  of 
the  following  persons :  the  patient ;  those  in  charge  of 
him ;  the  occupier  of  the  house  in  which  he  lodges ;  his 
medical  attendant,  or  any  relieving  officer  (if  a  pauper) 
to  whom  he  may  apply  for  assistance."  In  effect  the 
report  says  it  is  only  by  the  medical  attendant  (if  any) 
that  the  disease  can  be  intelligently  notified,  since  it  is 
only  he  who  can  be  presumed  to  know  what  it  is,  and  who 
has  no  interest  in  concealing  it ;  but  it  is  represented  that 
to  impose  that  duty  upon  him  directly  and  undeservedly 
would  interfere  with  the  relation  which  ought  to  exist 
between  him  and  his  patient,  and  might  prevent  the  aid  of 
a  medical  attendant  being  sought  for  at  all.  If  this  be  so 
it  may  be  sufficient  that  the  medical  attendant  should  be 
required  by  law  to  furnish  to  persons  in  charge  of  a  patient, 
or  the  owner  or  occupier  of  the  house  in  which  he  lodges, 
a  certificate  of  the  nature  of  the  disease,  stating  whether 
proper  isolation  can  or  cannot  be  secured  without  removal, 
and,  when  removal  is  necessary,  stating  also  to  what  extent 
the  case  is  urgent  or  severe.  "  The  persons  to  whom  this 
certificate  is  given  should  be  in  like  manner  required  by 
law  to  forward  it  at  once  to  the  Medical  Officer  of  Health." 

Evidence  upon  these  points  were  obtained  from  various 
societies,  such  as  the  Medical  Officers  of  Health,  the 
Sanitary  Institute  of  Great  Britain,  as  well  as  the  numerous 
witnesses  who  had  personal  knowledge  of  the  behaviour  of 
small-pox  and  other  infectious  diseases. 

I  now  come  to  the  last  phases  of  this  important  matter ; 
Mr.  Hastingfs  introduced  a  Bill  into  the  House  of  Commons 
for  the  purpose  of  putting  a  private  medical  man  into  the 
position  of  a  criminal  if  he  did  not  become  a  state  official, 
whenever  he  came  into  contact  with  infectious  disease, 
whether  he  was  willing  to  be  a  state  official  or  not  The 
Bill  came  on  for  second  reading  on  June  27th  in  last  year. 
The  House  was  counted  out  immediately  after  Mr.  Hastings' 
speech  in  its  favour,  and  the  Bill  was  not  proceeded  with. 
The  Government    had    been    previously   interviewed   Vi^ 
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Mr.  Hastings'  followers,  but  they  would  not  pledge  them- 
selves to  support  a  general  Act,  although  pressed  to  do  so 
by  some  men  who  are  notably  anxious  to  make  the  medical 
profession  occupy  a  secondary  position  in  the  countiy. 
In  October  of  last  year  the  Social  Science  Con- 
gress held  its  meeting  at  Huddcrsfield.  It  might 
have  been  supposed  that  after  the  defeat  of  the 
President  of  their  Council  on  this  matter,  that  as  Huddcrs- 
field was  the  first  town  which  obtained  the  advantages  or 
disadvantages  which  attach  to  a  penat  clause,  and  is  the 
town  in  which  compulsory  notification  has  been  the  longest 
in  operation,  we  should  have  had  a  convincing  discussion 
as  to  the  benefits  or  injury  which  had  resulted  to  the  town 
from  the  passing  of  the  Act  It  does  not  appear  that  a 
single  word  was  said  upon  the  subject  by  cither  side; 
Mr.  Hastings  did  not  raise  the  point,  and  no  other  person 
said  a  word  about  it ;  and  altliough  the  Social  Science 
Association  had  been  on  former  occasions  so  very  positive 
about  its  benefits,  and  were  actually  meeting  soon  after 
their  President's  defeat,  in  the  very  town  most  capable 
of  producing  convincing  proofs,  if  they  were  forthcoming, 
as  to  the  advantages  of  the  Act ;  there  was  a  silence 
on  the  subject  which  to  me  is  inexplicable  unless  on 
the  view  that  the  results  do  not  correspond  with  the 
prognostications,  and  that  it  would  have  not  been  safe  to 
excite  a  discussion  among  those  capable  of  proving  the 
negative 

If  towns  having  the  compulsory  clauses  in  operation  are 
not  able  to  show  better  things  than  can  be  shown  In  those 
places  in  which  only  a  moral  obligation  to  disclose  exists. 
I  think  it  must  be  evident  to  those  who  wish  to  prevent 
us  trusting  too  much  to  a  paternal  Government  that  we 
had  better  steer  clear  of  too  much  compulsion,  and  trust  a 
little  more  to  moral  obligations.  There  is  a  strong  feeling 
in  the  commercial  world  against  professional  men,  such  as 
lawyers,  commission  agents,  auctioneers  or  engineers, 
accepting  a  commission  from  both  sides  in  a  given  case, 
and  being  engaged  as  advisers  for  both  sides  in  any  com- 
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mercial  transaction ;  and  I  fail  to  see  any  difference  in  the 
case  of  a  man  who  is  employed  by  a  private  and  responsible 
individual  to  cure  him  of  his  disease  being  compelled  to 
accept  a  fee  for  disclosing  something  which  may  be  used  by 
the  local  authority  to  the  injury  of  his  client  and  employer. 

The  object  of  notification  is  not  simply  a  registration,  but 
a  repression  of  disease ;  and  if  the  repression  is  brought 
about ;  the  means  whereby  the  repression  is  produced  is  of 
no  consequence.  If  the  fire  is  put  out,  it  would  be  curious 
indeed  if  the  local  authorities  complained,  or  asked  for  the 
infliction  of  a  penalty  upon  the  person  at  whose  house  the 
fire  occurred,  because  they  had  not  been  informed  of  the 
fact  by  the  man  who  had  put  out  the  fire,  whilst  it  is 
certain  that  when  rewards  were  offered  for  the  discovery  of 
fires,  much  false  information  was  forthcoming  at  the  fire 
station.  There  would  be  reason  in  the  application,  if  the 
fire  had  not  been  put  out,  and  several  other  premises  had 
also  been  consumed  in  the  conflagration.  It  might  be 
reasonable  to  ask  for  it,  but  here  again  there  might  be  a 
difficulty  if  it  could  not  be  proved  as  to  the  nature  of  the 
case,  and  in  which  house  the  fire  first  appeared.  I  am 
curious  to  know  how  many  certificates  have  been  sent  in, 
reporting  cases  which  turned  out  after  all  to  be  false  alarms 
instead  of  true  reports.  If  you  look  into  the  evidence  given 
to  the  "  Hospitals  Commission,"  it  will  be  seen  that  it  was 
not  always  clear  that  a  given  case  was  small-pox,  or 
typhus,  or  scarlatina,  or  even  infectious  disease  at  all. 

In  some  cases  it  might  be  important  that  the  medical 
attendant  should  be  put  into  the  witness-box,  as  against  the 
householder,  but  if  he  is  made  a  particeps  criminis,  his 
mouth  is  closed  as  regards  the  prosecution  ;  he  cannot  be 
called  by  the  local  authority,  he  cannot  be  made  to  convict 
himself;  whilst  if  he  has  not  informed  his  employer  as 
to  the  nature  of  the  disease  (as  it  is  possible  to  be  alleged 
by  that  householder  in  his  defence),  he  would  be  guilty  of 
a  moral  wrong  which  if  proved  against  him  would  be  of 
much  more  serious  consequence  to  him  than  any  money 
penalty,  which   penalty  if  inflicted   would   be   certain  to 
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be  paid  by  his  employer  as  part  of  the  price  of  his 
silence,  and  as  payment  for  the  prosecution  which  had 
been  instituted  against  him.  If  an  employer  is  deter- 
mined to  break  the  law,  and  his  medical  attendant  will 
acknowledge  to  having  committed  a  moral  wrong  for 
the  purpose  of  assisting  in  the  fraud,  the  same  attendant 
will  not  disclose,  if  the  employer  agrees  to  hold  him 
pecuniarily  harmless.  The  evil  will  be  as  great  in  the  one 
case  as  in  the  other.  Whilst  the  medical  attendant  cannot 
be  called  for  the  prosecution,  he  will  be  able  to  appear  as  a 
witness  for  the  other  side,  and,  if  he  likes  to  say  so,  can 
aver  that  the  prosecution  is  mistaken  as  to  the  identity  of 
the  case.  To  my  mind  it  is  far  better  that  the  local  autho- 
rity should  have 'the  moral  support  of  the  medical  pro- 
fession than  run  the  risk  of  having  a  "  non  omnia  poS' 
suttnis  "  set  up  by  the  passive  action  of  a  large  section  of 
the  medical  profession  in  a  given  town,  whilst  the  fear 
that  the  medical  attendant  is  bound  to  directly  disclose 
could  not  be  used  as  an  argument  against  the  employment 
of  an  orthodox  medical  man.  If  such  a  man  be  employed 
to  treat  infectious  disease,  and  if  the  householder  does  not 
disclose  it,  it  will  be  ten  times  over  more  to  his  interest  to 
prevent  tlie  spread  of  the  disease  which  he  is  hiding  up, 
and  in  his  own  interests,  as  well  as  for  his  medical  atten- 
dant's sake,  to  use  the  most  persistent  endeavour  to  ex- 
tinguish the  disease,  and  prevent  any  knowledge  of  ft 
reaching  the  ears  of  the  local  authority  in  consequence  of 
that  extension. 

A  disagreeable  medical  officer  of  health,  or  the  fussy  and 
interfering  action  of  an  acknowledged  rival,  the  impropriety 
and  the  public  scandal  of  one  medical  man  taking  legal 
proceedings  against  another,  and  that  other  possibly  his 
superior  in  social  position  and  in  professional  standing, 
ought  not  to  be  countenanced  by  medical  men  at  any  rate. 
However  satisfactory  it  might  be  to  some  others  that  such 
proceedings  should  be  taken,  there  will  alway.s  be  in  every 
profession  some  men  who  will  see  in  the  opportunity  of 
throwing  dirt  at  a  professional  superior  the  possibility  that 
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some  of  it  will  stick ;  and  all  men  are  not  able  to  see  the 
motive  for  the  malicious  action. 

Until  all  medical  officers  of  health  consist  of  either  con- 
sulting practitioners  or  men  who  are  not  in  practice  at 
all,  there  certainly  will  be  some  who  will  be  able  to  hide 
for  a  time  the  malicious  character  of  their  action,  and  try 
to  injure  another  man's  reputation  for  the  purpose  of 
establishing  their  own,  not  seeing  that,  if  their  own  is  not 
capable  of  being  established  without  the  other  man  is 
damaged,  they  are  proving  their  own  littleness,  and  their 
own  incapacity  to  excel  their  neighbour  in  the  estimation 
of  the  people  simply  by  professional  work.  I  am  very 
much  opposed  to  placing  any  such  power  in  the  hands  of 
professional  rivals.  The  method  by  which  action  may  be 
taken  is  so  likely  to  be  moved  by  motives  out  of  sight ;  men 
will  so  often  try  to  pose  as  energetic  and  self-denying 
officers,  and  be  but  too  often  able  to  inflict  undeserved 
damage  upon  a  rival  practitioner  before  the  real  motive  is 
seen,  that  I  for  one  set  my  face  against  the  new  departure 
which  is  being  made  in  this  direction ;  and  I  aver  that 
we  do  not  want  too  much  of  compulsion  in  our  sanitary 
work.  It  does  not  follow  that  a  despotic  government  will 
always  be  benevolent  It  is  found  by  experience  that 
as  good  results  have  been  obtained  in  districts  in  which 
notification  is  voluntary  as  in  those  places  in  which 
it  is  compulsory;  indeed  the  incidence  of  infective 
disease  is  higher  in  Huddersfleld,  in  Bolton,  in  Edinburgh, 
and  in  Dundee,  than  it  is  in  a  number  of  places  in  which 
there  is  no  compulsion  upon  medical  men,  showing  at  once 
that  compulsion  has  not  extinguished  the  diseases  which 
are  proposed  to  be  stamped  out  by  it  If  those  towns  could 
show  that  the  disease  had  been  completely  arrested  by  the 
power  they  possess,  there  would  be  grounds  for  argument 
in  favour  of  the  extension  of  compulsory  notification  to  other 
places,  but  whilst  the  cases  continue  to  be  nearly,  if  not 
quite  as  numerous,  whilst  the  mortality  continues  to  be 
considerable,  it  is  evident  that  there  is  much  more  to  be 
done  by  the  local  authority  in  removal  of  the  causes  which 
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promote  the  spread  of  infection,  than  simply  by  enforcing  I 
professional  notification  ;  and  whilst  ready  to  concede  that  1 
the  householder  ought  to  notify  as  a  part  of  his  duty  as  a 
citizen  of  a  civilised  country,  I  think  it  would  be  much 
more  likely  to  bring  the  whole  force  of  the  profession  to 
bear  upon  the  subject  if  it  was  insisted  upon  as  a  moral 
duty  to  the  state,  that  a  written  notice  should  be  given   by 
the  medical  man   to  the  householder  cts  a  part  of  his  pre- 
scriptioit.      I    would    rather   that    the    neglect   to    perform 
a    moral    duty    should    be    dealt   with   by   the     medical 
licensing     authorities     or     by      the      Medical     Council 
than    it    should    be    made    a    penal    matter  to  be  dealt 
with   in  a  court   of  summary  Jurisdiction   by   those   who 
will    not    always    be    able    to    see    the    motive    for   the 
prosecution  or  the  medical  bearing  of  the  case,  and  the 
possible  differences  of  opinion  which  will  sometimes  arise, 
and  which  will  be  best  dealt  with  by  men  of  high  standing   , 
in  the  medical  profession.     Let  us  try  to  get  a  general  Act  i 
which  shall  apply  the  same  law  as  to  infectious  disease  as   , 
does   now   apply  to   contagious  diseases  among   animals. 
Let  us  see  the  result  of  the  general  application  of  such  a   I 
law,  and  if  after  a  time  it  is  found  to  fail  in  its  effect  there   I 
will  then  be  a  sufficient  reason  for  placing  penalties  upon 
a  whole  profession  for  not  performing  that  which  can   only 
be  regarded  in  the  light  of  a  moral  duty.      To  place  i 
power  of  prosecution,  even   under  such  circumstances,  in 
the  hands  of  a  fellow -practitioner  would   be  wrong,  and  I 
should  urge  that  in  such  a  case  a  prosecution  should  only   ' 
be  instituted  with  the  consent  and  by  the  action  of  the 
Medical  Council  of  Great   Britain,  so  as  to  get  rid  of  the 
possibility  of  professional  rivalry,  and  vindictive  or  mali- 
cious action  on  the  part  of  a  professional  brother.     I  am   ' 
bound  to  say  that  the  Medical  Officers  of  Health  have  not 
used   the   power   they  possess,  against   their   professional 
brethren,  in  the  thirty-five  towns  which  have  now  a  com- 
pulsory clause,  and  it  is  much  to  their  credit  that  penal  pro- 
ceedings have  not  been  taken  by  them  ;  but  they  have  also 
to  show  that  if  it  were  penai  on  the  householder  only,  as  a 
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citizen  of  the  commonwealth,  it  would  not  have  been  so 
effectual  is  they  say  it  has  been.  I  think  it  would  have 
been  equally  so,  and  that  the  same  results  would  have  been 
obtained  in  the  one  case  as  it  is  assumed  to  have  been 
obtained  with  the  dual  notification.  The  fear  which  does 
arise  among  the  people  that  medical  men  will  be  informers 
against  the  patient's  interest  could  not  have  any  founda- 
tion, and  we  should  not  find  so  many  cases  reported  which 
have  not  been  recognised  by  an  orthodox  practitioner, 
because  they  have  not  been  placed  under  any  medical 
man's  care. 

It  has  been  ai^ed  that,  as  medical  men  are  bound  to 
give  certain  information  as  to  births  and  deaths,  they 
should  be  also  bound  to  do  the  same  as  to  infectious 
diseases.  Those  who  argue  in  this  fashion  in  support  of 
dual  notification  are  not  acquainted  with  the  actual  state 
of  the  law.  The  fact  of  a  birth  or  a  death  does  not  come 
to  the  knowledge  of  the  authorities  through  the  action  of 
the  medical  attendant.  He  is  bound  to  give  the  certificate 
of  death  to  some  person  required  by  the  Act  to  give 
information,  precisely  as  some  of  us  support,  as  the  right 
method  of  doing  it,  in  registration  of  infectious  diseases. 
The  Registrar-General  seldom  or  never  has  reason  to  put 
the  penal  clause  in  operation,  and  if  he  did  it  would  not 
have  the  invidious  effect  as  if  put  in  force  by  a  rival 
practitioner. 

At  the  time  when  I  read  my  paper  at  the  invitation  of 
the  Social  Science  Association,  viz.,  in  1876,  a  communi- 
cation was  read  from  Dr.  L.  J.  Egeling,  a  distinguished 
sanitarian  at  The  Hague,  which  indicated  the  law  as 
recently  enacted  in  Holland.  That  communication  will 
be  found  in  the  transactions  of  the  Social  Science 
Association.  The  effect  of  that  letter  upon  the  meeting 
was  manifest,  and  inclined  several  of  those  present  to 
the  necessity  of  dual  notification.  It  being  my  desire 
to  get  the  best  information  possible  upon  the  working 
of  the  Act,  I  wrote  to  Dr.  Egeling,  and  put  certain 
queries  to  him  which  he  has  been  kind  enough  to  answer^ 


and  which   I   now  submit,  as  in  duty  bound,  for  the  con 
sideration  of  the  Conference,      I  think   they  bear  out 
a  great  measure  the  conclusions  I  have  come  to  regardinj 
our  position  as  a  profession.     (K/i/i?  Appendix,  page  2560 


THE  NOTIFICATION  OF  INFECTIOUS 
DISEASE:  ITS  IMPORTANCE  AN^ 
ITS    DIFFICULTIES. 

By  Alfred  Hill,  M.D. 

Whether  Lord  Bacon  did  or  did  not  say  that "  knowledgi 
is  power  "  matters  Httle.  compared  with  the  importance  ( 
the  truth  expressed  in  the  dictum.  Without  a  knowledge 
of  the  causes,  symptoms,  and  treatment  of  a  disease,  we 
should  possess  vury  little  power  to  alleviate  or  cure  it ;  bo 
without  a  knowledge  of  its  existence,  none  at  all. 

In  order  to  prevent  the  spread  of  disease,  and  the  poss{ 
bility  of  one  or  two  cases  developing  into  a  widespread  ant 
fatal  epidemic,  a  knowledge  of  the  existence  of  first  c 
is  indispensable.  The  importance  of  this  knowledge,  i 
presume,  will  be  almost  universally  admitted.  There  I 
only  one  way  of  obtaining  such  knowledge,  and  that  is  h 
means  of  notification,  the  imparting  of  it  or  making  | 
known  to  the  proper  person  or  authority. 

Leaving  out  the  small  section  who  deny  the  desirabilit] 
of  notification  at  all  as  too  insignificant  in  number  1 
demand  attention,  there  are  two  classes  of  those  who  agr« 
that  notification  is  desirable,  who  stand  in  oppositio 
each  other  as  to  the  question,  On  whom  should  the  duty  0 
notifying  devolve?  This  question  is  one  not  so  muc 
exercising  the  mind  of  the  general  public  as  that  of  tb 
members  of  the  medical  profession,  but  it  is  one  upi 
which,  on  this  account,  it  is  very  desirable  there  should  1 
as  nearly  as  possible  unanimity  of  opinion  and  actio 
among  medical  men,  as  it  is  with  them  and  them  aloi 
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that  primarily  the  duty  of  notification  of  some  kind  must 
rest,  and  without  whose  co-operation  any  notification  of  a 
thoroughly  efficient  kind  is  impossible.  There  is  a  diffi- 
culty, however,  in  obtaining  this  unanimity;  and  while  one 
section  of  the  profession  fully  admits  the  importance  and 
necessity  of  notification,  and  is  Villing  to  carry  it  out, 
another  and,  1  believe,  a  smaller  and  still  diminishing  one, 
strenuously  resists  all  attempts  to  impose  the  duty  upon 
them,  maintaining  that  it  should  be  imposed  solely  on  the 
householder  or  guardian.  At  first  sight  there  is  a  certain 
amount  of  reasonableness  in  this  view  of  the  case,  but  even 
this  disappears  when  its  advocates  proceed  to  argue  that 
where  notification  is  in  operation  it  has  had  the  effect  of 
doing  harm  rather  than  good  If  this  is  their  opinion, 
instead  of  declaring  that  they  are  in  favour  of  early  notifi- 
cation as  an  abstract  proposition,  they  should,  to  be  logical, 
declare  themselves  opposed  to  it,  unless  they  are  prepared 
to  prove  that  notification  by  the  householder  is  beneficial, 
while  by  medical  men  it  is  injurious. 

I  propose  here  to  consider  the  alleged  objections  to 
compubory  notification  by  the  medical  attendant,  as  it  is 
these  which  constitute  the  chief  obstacles  or  difficulties  with 
which  notification  has  to  contend. 

The  first  of  these  is  the  compulsory  character  of  the  duty 
— ^the  compulsion  pure  and  simple,  no  objection  being  made 
to  the  proposal  to  put  compulsion  on  the  householder  or 
guardian,  though  I  fail  to  see  that  compulsion  as  such  need 
be  considered  more  objectionable  by  a  professional  than 
by  a  non-professional  informant.  It  is,  however,  said  to  be 
den^^tory  to  a  medical  man's  dignity  and  self-respect  to 
be  so  compelled.  But  wherever  a  duty  of  great  importance 
to  the  general  welfare  has  to  be  performed,  the  only  way 
to  ensure  its  performance  is  to  make  it  compulsory ;  to 
make  the  Act  simply  permissive  would  inevitably  mean 
failure  from  non-compliance  on  the  part  of  some,  where  it 
is  essential  that  compliance  should  be  made  by  all.  It  is 
rather  late  in  the  day  for  medical  men  to  display  such 
extreme  sensitiveness  on   this   point,  and   to  treat  it  as 
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though  it  were  a  new  principle  and  practice.  They  arc 
accustomed  to  notify  under  compulsion  the  deaths  of  per- 
sons whom  they  have  attended  ;  and  although  it  is  true 
that  when  this  measure  was  originally  proposed  it  met  with 
similar  opposition  to  that  now  exhibited  to  the  notification 
of  disease,  it  became  liw  ;  and  while  it  proves  a  great 
public  advantage,  it  is  found  to  be  in  no  way  detrimental 
to  the  interests  of  the  medical  man,  or  hurtful  to  his  amour 
propre.  Compulsion  again  is  seen  in  the  laws  in  respect  of 
registration  of  medical  men,  and  of  their  services  as  scientific , 
witnesses,  in  respect  of  the  sale  of  poisons,  and  more  heavily ' 
still  with  regard  to  the  provisions  for  the  practice  of  vivi- 
section. Under  these  circumstances  it  seems  difficult  to- 
understand  why,  when  another  service  inseparably  con- 
nected with  professional  duty,  and  inferior  to  none  of  the 
others  in  importance,  is  required  in  the  interests  of  public 
health,  there  should  be  such  a  violent  opposition  to  its 
imposition.  It  seems  to  me  that  the  dignity  of  medical 
men,  instead  of  being  injured  by  the  performance  of  the 
duty  required,  would  be  greatly  magnified  and  enhanced, 
All  law  is  associated  with  compulsion,  which  is  as  indis- 
pensable to  control  the  action  of  non-medical  men  as  of, 
medical.  This  is  seen  in  the  registration  of  births,  vacci-'' 
nation,  education,  regulation  of  hours  of  labour  in  mills,. 
manufactories,  and  other  places,  service  on  juries,  and' 
numerous  other  matters,  and  it  is  only  because  it  is  im- 
possible to  accomplish  the  object  in  view  by  voluntary 
action  that  penalties  become  necessary.  It  has  been  urged 
by  one  opponent  of  compulsory  notification  that  the  volun- 
tary principle  is  the  true  one,  that  it  has  been  known  to 
succeed,  and  he  does  not  see  why  it  should  not  be  adopted 
everywhere.  There  is  a  simplicity  about  this  view  which 
renders  any  serious  consideration  of  it  unnecessary. 

No  one  will  deny,  I  presume,  the  value  for  various  pi 
poses  of  the  certification  by  the  medical  man  of  cases  aft:< 
death,  but  it  is  of  little  use  as  regards  the  prevention  ol 
disease,  because  it  comes  too  late  ;   notification  seeks   to 
remedy  this  defect  by  giving  to  the  sanitary  authority  thi 
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earliest  information  possible  of  the  case,  by  which  not  only 
may  the  best  be  done  for  it  in  the  way  of  removing  causes, 
and  rendering  assistance  in  various  ways  so  as  probably  to 
prevent  a  fatal  termination,  but  also  to  prevent  the  spread 
of  the  disease  to  other  members  of  the  household  and  to 
neighbours.  The  causes  of  the  disease  are  often  not  in- 
quired into  by  the  medical  attendant,  who  is  apt  to  regard 
his  duties  more  as  curative  than  preventive ;  it  is  seldom 
that  he  makes  a  searching  examination  of  a  house  with  the 
view  of  discovering  sanitary  defects,  whereas  the  duty  of 
a  medical  officer  of  health  is  not  to  meddle  in  any  way  with 
a  patient,  but  to  seek  for  any  existing  defect  in  the  sanitary 
arrangements  of  the  dwelling.  Let  us  take  a  common 
case ;  a  member  of  a  family  may  be  suffering  from  diph- 
theria or  typhoid  fever,  which  the  medical  attendant  may 
skilfully  diagnose  and  treat,  but  he  may  content  himself 
with  some  general  inquiry  as  to  the  sanitary  condition  of 
the  house  and  its  surroundings  without  making  a  rigorous 
investigation ;  the  cause  of  the  illness  may  be  probably  a 
sink  or  cellar  drain  in  direct  communication  with  the  sewer, 
or  it  may  be  a  faulty  water-closet,  leaky  soil-pipe,  a  polluted 
well  or  some  similar  defect,  discoverable  only  by  such  an 
investigation  as  would  be  made  by  the  medical  officer  of 
health.  If  this  exciting  cause  of  the  illness  be  allowed  to 
remain  during  the  illness  there  is  little  likelihood  that  the 
patient  will  recover,  but  if  speedily  removed  the  probabili- 
ties of  recovery  are  immensely  enhanced,  ^'causd  sublatd 
toUitur  effectus^  So  that  not  only  is  the  recovery  of  the 
patient  rendered  more  likely,  but  the  dangers  of  the  spread 
of  the  disease  are  likewise  diminished.  This  illustration 
will  serve  to  indicate  the  value  of  early  notification,  and 
one  of  the  directions  in  which  it  is  calculated  to  be  of 
advantage. 

The  objection  to  voluntary  notification  is  that  it  is  incom- 
plete and,  as  human  nature  is  constituted,  probably  ever 
must  be,  but  unless  complete  it  is  useless  for  the  prevention 
of  epidemics  ;  it  is  only  because  of  its  incompleteness  and, 
therefore,  uselessness  under  the  voluntary  system,  that  it  is 


223  The  Notification  of  Infectious  Disease: 

necessary  to  resort  to  compulsion.     The  value  of  complete 
notification  was  well  seen  in  Birmingham  during  the  early 
days  of  the  present  visitation  of  small-pox.     This  disease 
is  one  which  from  its  rarity  and  from  the  dread  of  it  in  the 
minds  of  the  public  is  more  likely  to  be  spontaneously 
notified  than  any  other  ordinary  zymotic  ;  the  consequence 
was  that  for  many  months  tlie  disease  could  get  no  footing 
in  the  town,  because  under  the  influence  of  fear  every  case  A 
was  notified  to  me  directly  on  its  nature  being  made  out ; 
over  many  months  yy  sporadic  cases  were  reported,  with  the  I 
result  that  the  disease  was  prevented  spreading  by  n 
of  isolation,  disinfection,  &c  ;  but  in  time  cases  occurred  1 
which  were  not   reported,  and  then   the  disease,  liberated  1 
from  control,  rapidly  became  epidemic  ;   as  long  as  every  1 
case  was  reported  the  epidemic  was  prevented,  but  no  longer..! 
The  voluntary  system  answered  for  a  time,  but  soon  brolci 
down,  as  it  always  will  do,  and  as  it  always  has  done  fronj 
time  immemorial  to  the  present     The  experiment  has  beeol 
made  so  long  that  it  is  unnecessary  to  continue  it;  it  has 
indeed  lasted  too  long,  and  to  continue  it  still  is  altogether 
unjustifiable.     Of  the  nearly  300  practitioners  in  Birming- 
ham only  113  have  ever  voluntarily  notified.     In  saying 
this  much,  I  don't  mean  that  these  113  have  all  notified  in 
each  year,  but  only  last  year.     Nor  is  it  to  be  understood  . 
that  tliey  liave  notified  all  their  cases,  but  only  such  i 
they  pleased,  and    probably  only  a  small  proportion  ; 
that  they  have  notified  them  early,  when  alone  notificatla 
is  of  much  value. 

In  my  Annua!  Report  for  1877  I  remark  that,  "out  t 
upwards  of  200  medical  practitioners  in  the  borough,  only^ 
seventeen  reported  cases  of  disease  during  the  whole  of  the 
year."  The  diseases  notified  have  been,  moreover,  princi- 
pally such  as  a  fee  is  paid  for.  viz.  scarlet  fever  and  small- 
pox ;  the  cases  of  diphtheria  and  typhoid  reported  are 
comparatively  few,  while  of  measles  not  one  in  a  hundred 
has  been  notified. 

Does  any  person  believe  that  such  a  system  of  notifica- 
tion can  achieve  a  real  advantage  in  the  way  of  protecting 
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public  health,  or  lead  to  any  result  except  the  waste  of 
public  money  ? 

The  voluntary  system  answers  very  well  in  the  case  of 
cholera,  because  so  great  is  the  alarm  and  even  horror 
excited  by  the  disease,  that  it  is  practically  compulsory,  in 
other  words,  that  result  is  effected  by  fear  which  is  denied 
by  reason.  But  in  the  case  of  a  disease  of  which  there  is 
no  fear,  such  as  scarlet  fever,  although  it  is  a  thousand 
times  more  destructive  to  life,  the  voluntary  system  breaks 
down  altogether.  Instead  of  the  medical  man  reporting 
every  case  of  preventable  disease,  he  reports  only  such  as 
he  chooses;  he  will  report  for  instance  the  case  of  a 
domestic  servant  whose  presence  in  a  large  and  respectable 
family  is  considered  objectionable,  and  whose  removal  is 
therefore  desired,  and  she  is  removed  to  the  hospital 
accordingly,  but  the  next  case  he  may  for  special  but  insuffi- 
cient reasons  decline  to  notify,  although  the  danger  to  the 
public  may  be  as  great  in  the  one  case  as  in  the  other. 

There  is  generally  no  reticence  in  publishing  to  the  whole 
world  the  illnesses  of  royal  or  distinguished  personages, 
and  in  much  more  detail  than  is  required  for  the  protection 
of  the  public  health,  while  in  notification  of  disease  to  the 
sanitary  authority  there  is  no  publication  at  all ;  there  is 
simply  intimation  accepted  in  confidence  and  acted  upon 
with  the  sole  view  of  benefiting  the  patient  and  the  com- 
munity. Notification  to  be  of  real  value  must  not  be 
optional  but  imperative ;  it  must  not  be  subordinated  to 
individual  interests  or  caprice,  because  it  is  then  too  uncer- 
tain, too  partial,  and  frequently  too  late.  As  a  fact  I 
frequently  receive  from  the  medical  man  notification  of 
cases  of  zymotic  disease  after  being  attended  by  him  for 
several  weeks,  and  sometimes  after  the  death  of  the  patient. 
This  is  under  the  voluntary  system  which  obtains  in  Bir- 
mingham, although  for  such  information  a  fee  of  five 
shillings  is  paid.  To  expect  efficient,  that  is,  complete 
notification  by  voluntary  means,  is  to  ignore  all  past  experi- 
ence, and  to  display  a  credulity  which  would  discredit  an 
intelligent  child. 
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Another  alleged  objection  to  notification  by  the  aiedicalJ 
man  is  that  it  leads  to  the  concealment  of  cases,  and  con- 1 
sequent  spread  of  disease,  but  the  proof  of  this  has  neverfl 
been  forthcoming,  and  the  objeclton  rests  on  mere  1 
assumption.  Let  us  hear,  on  the  contrary,  what  is  said  by  1 
some  who  have  had  experience  of  the  actual  workinj;  of  I 
the  compulsory  clauses,  for  a  little  practice  is  worth  much  | 
hypothesis,  however  ingenious.  Dr.  Butterfield,  when  I 
Medical  Officer  of  Health  of  Bradford,  wrote:  "As  to  the  I 
allegation  that  people  would  conceal  infectious  disease,  and  I 
not  send  for  medical  advice  for  fear  of  having  the  case  | 
reported,  I  can  safely  say  that  such  has  not  been  the  case  I 
in  this  town."  The  Mayor  of  Macclesfield  says:  "Our  J 
experience  is  that  compulsory  notice  does  not  tend  to  I 
concealment,  but  rather  the  reverse."  The  Mayor  of  I 
Oldham  gives  similar  testimony,  and  the  same  with  other  j 
towns ;  while  in  Dundee  it  was  found  that  there  was  less  j 
concealment  of  disease  after  notification  was  made  by  the  i 
medical  attendant  than  there  had  been  previously  when  \ 
the  duty  rested  with  the  householder.  It  thus  appears  I 
that  there  is  no  ground  for  the  assumption  of  notification 
leading  to  concealment,  and  if  there  were,  it  would 
constitute  an  argument  against  notification,  whether  by  the 
householder  or  the  medical  man,  and  is  therefore  an 
argument  against  notification  altogether. 

It  is  further  asserted  that  compulsory  powers  promote'] 
antagonism  between  the  medical  practitioners  and  thttl 
medical  officer  of  health.  If  this  be  so,  I  am  bound  tol 
say  that  I  have  failed  to  find  evidence  of  it  worthy  of  the! 
name;  it  might  be  possible  by  diligent  inquiry  to  discoverl 
a  solitary  case  of  the  kind,  but  "one  swallow  does  not  J 
make  a  summer,"  and  it  has  happened  more  than  once -I 
that  conflict  of  opinion  and  antagonism  have  arisen  1 
between  even  practitioners  themselves  on  other  questions  1 
than  that  of  notification.  For  many  years  in  Birmingham  j 
tliere  has  been  voluntary  notification,  but  in  no  singl 
instance  nas  any  antagonism,  or  even  unpleasantness  j 
arisen  between  the  medical  men  and  myself.     Abundant  J 
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testimony  to  the  same  effect  is  afforded  in  towns  where  the 
notification  is  compulsory;  thus  at  Leicester,  Alderman 
Windley  stated  that  "all  fear  of  collision  between  the 
medical  officer  of  health  and  the  profession  had  died  out, 
and  the  certificates  were  sent  in  without  difficulty";  at 
Bradford  Dr.  Butterfield  reports :  "  I  know  of  no  medical 
man  who  is  opposed  to  the  working  of  the  Act"  The 
Mayor  of  Oldham  states  that  ''there  has  been  no  un- 
pleasantness with  the  medical  profession  in  putting  the 
clauses  into  effect;  they  have  as  a  body  willingly  co- 
operated with  the  medical  officer  of  health " ;  and  from 
Llandudno  we  hear  that  "  to  the  credit  of  all  our  medical 
men,  they  work  most  harmoniously  with  the  Board" 
After  the  unvarying  testimony  of  such  a  cloud  of  witnesses 
there  seems  to  be  no  ground  for  alleging  antagonism, 
with  which  it  would  seem  that  opposition  has  possibly 
been  confounded 

If  such  antagonism  were  found  to  exist  between  the 
medical  profession  and  the  medical  officer  of  health, 
"'twere  a  grievous  fault,"  and  it  would  be  necessary  to 
discover  the  causes  of  it,  and  remove  them,  because  no 
good  is  to  be  expected  without  the  cordial  co-operation  of 
the  medical  profession  with  the  sanitary  authority. 

It  has  been  alleged  that  the  conduct  of  the  medical 
officer  of  health  b  likely  to  be  inquisitorial,  and  that  he 
may  interfere  with  the  patient,  and  otherwise  take 
advantage  of  his  opportunities  to  annoy  and  injure  the 
practitioner.  This  contingency  is  so  remote  and  im- 
probable that  it  is  scarcely  worthy  of  serious  discussion. 
No  medical  officer  of  health  properly  qualified  for  his 
duties  could  act  in  such  a  manner ;  to  suppose  otherwise 
would  be  to  assume  that,  the  moment  a  medical  prac- 
titioner becomes  a  medical  officer  of  health,  he  forgets 
professional  obligations,  and  loses  the  instincts  of  a 
gentleman,  which  is  not  only  absurd,  but  opposed  to 
experience. 

There  have  been  doleful  predictions  that  notification  by 
medical  men  would  be  a  betrayal  and  destruction  of  iVv^l 
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confidence  which  is  necessary  between  doctor  and  patient;  i 
such  would  no  doubt  be  the  case  in  son:ie  instances  if  there  T 
were  no  compulsory  law  requiring  it ;  if  the  secrets  of  the  ' 
sick  room  were  published,  instead  of  the  case  being  simply 
notified;  if  the  object  were  to  injure  instead  of  benefit 
the  patient  and  tlie  community,  and  if  all  medical  men 
were  not  placed  under  the  same  necessity  to  notify ;  when, 
further,  it  is  the  rule  for  the  householder,  as  well  as  the 
doctor,  to  notify,  the  former  can  have  no  possible  ground 
of  complaint  in  this  direction.  Here  is  seen  one  of  the 
advantages  of  the  dual  system.  It  was  attempted  by 
Mr.  Hart  in  his  "model  clause"  to  meet  this  question  of 
betrayal  of  confidence,  and  at  the  same  time  the  objection 
of  medical  men  to  be  put  under  a  penalty,  and  in  order  to 
do  this  he  proposed  that  compulsory  notiticalion  should  be 
put  upon  the  householder,  to  whom  the  medical  attendant 
must  furnish  a  certificate,  which  the  householder  is  bound 
by  penalty  to  fonvard  to  the  sanitary  authority  ;  while  no 
penalty  falls  upon  the  medical  attendant  in  the  event  o£j 
his  refusal  to  certify.  The  weak  point  of  this  clause  is^ 
that  it  is  impossible  to  obtain  the  co-operation  of  alt  J 
medical  men  without  the  imposition  of  a  penalty,  so  that 
this  objectionable  regulation  is  really  rendered  necessary 
by  the  fault  of  the  medical  profession  itself,  which,  there-  g 
fore,  cannot  reasonably  complin:  " salus  populi  supren 
est  lex" 

It  is  a  remarkable  fact  that  out  of  thirty-eight  towns  i 
Great  Britain  which  have  availed  themselves  of  compulsory  1 
notification,  thirty-four  have  adopted  the  system  of  direct  ■ 
notification  by  the  medical   attendant,  while  thirty  of  these 
require  notification  also  by  the  occupier  ;  in  three  of  them 
only  does  it  rest  with  the  medical  man  to  notify  indirectly 
or  to  the  occupier,  so  that  the  dual  system  is  found  to  be  bjr  1 
far  the  most  in  favour  ;  it  is  the  one  recommended  by  th( 
Local  Government  Board  in  187S,  and  by  the  Select  Com 
mittee  of  the  House  of  Commons  in   1882  ;  it  is  theoreti-*! 
cally  the  only  elTicient  one,  and  in  practice  it  has  been  I 
proved  to  work  satisfactorily.     It  is  the  system  embodied'  j 
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hy  Mr.  Hastings  in  his  Bill  of  1883,  and  it  is,  I  believe,  the 
one  which  commends  itself  to  all  impartial  minds,  and  to 
all  persons  of  experience. 

The  reasons  why  the  medical  man  should  notify  appear 
to  be  so  plain :  he  alone  is  qualified  to  diagnose  the  disease ; 
he  alone,  bearing  in  mind  the  ignorance,  poverty,  and  other 
disqualifications  of  large  numbers  of  persons,  is  qualified 
by  his  education,  his  appreciation  of  the  necessities  of  the 
case,  his  freedom  from  interest,  prejudice,  alarm,  or  con*i> 
fusion,  to  notify  it,  and  he  would  by  his  direct  action  save 
much  unnecessary  delay. 

As  a  Ifact,  where  notification  is  carried  out  it  is  nearly 
always  by  the  medical  man,  even  under  the  dual  systenL 

The  householder,  on  the  other  hand,  is  disqualified  to 
report  with  promptitude  and  certainty  by  a  number  of 
circumstances,  partiy  for  reasons  already  stated,  and  also 
for  some  others,  as  want  of  time  and  opportunity.  One 
insuperable  obstacle  would  be  created  by  the  impossibility 
of  suppl3ring  every  householder  with  notification  forms,  and 
if  that  difficulty  could  be  surmounted  the  forms  would  soon 
be  lost  It  is  desirable,  nevertheless,  to  hold  the  house- 
holder responsible  to  meet  cases  where  a  medical  man  is 
not  called  in. 

In  one  town  only  has  notification  by  the  householder 
been  tried,  viz.,  Greenock,  and,  as  might  be  expected,  the 
results  are  very  unsatisfactory,  as  only  something  over  50 
per  cent  of  the  cases  came  to  the  knowledge  of  the  sanitary 
authority ;  but  even  under  these  circumstances  the  death- 
fate  of  the  town  diminished  progressively  and  considerably  ; 
it  is  therefore  clear  that  with  a  more  complete  system  a 
proportionately  greater  advantage  would  have  been  gained. 
Dr.  Wallace,  Medical  Officer  of  Health  of  Greenock,  con- 
cludes a  very  valuable  and  interesting  report  by  expressing 
a  fear  **that  no  further  material  improvement  will  take 
place  from  notification  by  the  householder."  He  is  forced 
to  the  conclusion  that  the  only  satisfactory  method  of 
notifsdng  infectious  disease  would  be  to  throw  the  responsi* 
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bility  on  the  medical  practitioner,  as  well  as  on  the  hou3e*fl 
holder  ;  in  otlier  words,  the  dual  method. 

It  has  been  urged  as  an  objection  against  notification— V 
and  this  objection  holds  good  in  the  case  of  the  house- 
holder— as  well  as  of  the  medical  attendant  that  it  would  be 
injurious  to  business.  This  is  possible  to  a  certain  extent, 
but  my  experience  shows  that  it  is  a  great  advantage,  by 
removing  real  danger,  and  so  permitting  the  business  to  be 
carried  on  with  safety.  In  several  instances  I  have  had 
employes  in  large  establishments  removed  to  hospital,  to 
the  advantage  of  the  patient  and  to  the  great  relief  and 
protection  of  the  other  inmates  and  the  public  ;  the  pro- 
prietors have  been  shrewd  enough  to  discover  the  advantage, 
and  grateful  for  the  assistance  rendered.  In  such  case?,  of 
course,  removal  is  carried  out  as  quietly  as  possible, 
measures  of  disinfection  and  precaution  are  judiciously  con- 
ducted, and  no  publicity  results.  But  even  should  there  be 
publicity,  and  the  business  suffer  in  consequence,  cither 
through  customers  avoiding  the  shop  or  the  latter  being 
temporarily  closed,  surely  this  is  a  smaller  evil  than  the 
disease  being  allowed  to  remain  unreported,  and  left  to 
spread  itself  broadcast. 

Circumstances  have  come  to  my  personal  knowledge 
which  clearly  prove  the  necessity  of  the  sanitary  condi- 
tions of  lodging-houses  being  known.  A  short  timfli 
ago  two  Birmingham  artists  who  had  been  to  Jersey  : 
a  few  weeks  returned  home  suffering  from  typhoid 
and  one  of  them  died  ;  the  disease  was  traced  to  thdq 
lodgings.  Such  cases  are  quite  common ;  people  leave 
home  to  recuperate  their  exhausted  energies  at  a  maritime^ 
or  other  health  resort,  and  in  some  lodging-house  i 
hotel  contract  a  dangerous,  often  fatal,  illness.  Notifica- 
tion would  prevent  such  horrible  catastrophes,  and  I  am 
fully  convinced  that  the  hotels  and  lodging-house  keepers 
would  be  benefited,  instead  of  prejudiced,  by  the  arrange- 
ment If  they  were  alive  to  their  real  interests,  they  v 
court  examination  and  certification  of  the  sanitary  conditio) 
of  their  establishments  rather  than  attempt  concealment  c 
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defects  aiid  dangers  ;  indeed,  some  hotel-keepers  do  actually 
have  their  hotels  systematically  examined  and  certified  by 
a  competent  person,  and  such  a  course  cannot  fail  to  inspire 
confidence  in  their  guests. 

Milk-shops  and  schools  are  particularly  liable  to  prove 
centres  of  preventable  sickness  and  death,  unless  cases  of 
illness  in  them  are  at  once  notified  It  is  wonderful  to  find 
any  one  prepared  to  contend  that  the  proprietors  of  trade 
or  other  establishments  should  be  protected  at  the  expense 
of  the  whole  community,  and  it  implies  a  singular  excess 
of  innocent  belief  in  the  perfection  of  human  nature  to 
expect  them  in  all  cases  to  g^ve  notice  of  the  danger  in 
•their  midst,  when  at  the  same  time  they  believe  that  their 
,  interests  will  be  thereby  prejudiced. 

The  absence  of  adequate  and  suitable  hospital  accom- 
modation has  been  cited  as  an  argument  against  notification. 
The  objection  has,  however,  much  less  force  than  at  first 
sight  it  appears  to  have.  Very  much  can  be  done  without 
a  hospital,  though  I  am  far  from  supposing  that  hospitals 
are  not  necessary  and  indispensable.  There  is,  however, 
very  generally  a  backwardness  on  the  part  of  the  sanitary 
authorities  to  provide  them  on  account  of  the  expense,  and 
some  powerful  influence  is  required  to  put  them  in  motion. 
It  is  a  fact  proved  by  experience  that  nothing  conduces  so 
much  to  this  result  as  notification.  The  daily  receipt  from 
medical  men  of  reports  of  zymotic  cases  that  require  isola- 
tion, which  is  not  being  obtained  at  home,  inevitably  leads 

« 

to  the  provision  of  hospital  accommodation,  which  other- 
wise would  have  been  neglected,  so  that  the  absence  of 
hospitab  actually  becomes  an  argument  for,  instead  of 
against,  notification. 

On  the  other  hand,  the  existence  of  hospitals,  and  of 
sanitary  organisation,  costly  as  they  are,  are  comparatively 
useless  without  notification  ;  and,  indeed,  without  it  the 
provisions  of  the  Public  Health  Act,  particularly  those  in- 
cluded in  sections  120-143,  are  a  dead  letter. 

The  absence  of  notification,  full  and  complete,  has  a 
relation  to  the  extent  and  cost  of  hospital  accommodation^ 
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which  is  worthy  of  notice.  For  instance,  supposing  every  ' 
case  of  disease  be  reported  as  soon  as  made  out,  the  first 
cases  would  receive  proper  attention  and  isolation,  the 
disease  would  be  nipped  in  the  bud,  and  a  very  small 
hospital  would  suffice  ;  but  if,  on  the  other  hand,  first  cases 
are  not  reported,  tlie  stamping  out  process  fails,  the  disease 
rapidly  extends  and  becomes  epidemic,  and  then  the  most 
gigantic  hospital  fails  to  meet  its  demands.  This  relation 
between  notification  and  cost  of  hospital  accommodation, 
without  regard  to  other  considerations,  seems  to  me  a 
matter  of  the  greatest  importance  ;  and  the  fact  should  not 
be  lost  sight  of  that  the  main  value  of  a  hospital  for 
infectious  diseases  is  to  treat  first  cases  and  prevent  epi- 
demics, and  not  to  treat  thousands  of  cases  which  might, 
with  proper  care,  have  been  prevented. 

In  conclusion,  I  would  point  out  how  little  can  be  said 
against  notification,  that  what  is  urged  against  it  is,  for  the 
most  part,  of  a  hypothetical  and  speculative  character,  and 
that  its  principal  opponents  are  persons  who  have  had  no 
actual  experience  of  its  working.  On  tlie  other  hand,  both 
the  public  and  the  medical  profession,  in  those  thirty-eight 
towns  where  it  has  already  been  submitted  to  a  practical 
test,  accept  it  with  satisfaction.  Would  they  do  this  if  it 
proved  on  trial  as  objectionable  as  it  was  predicted  ?  Why. 
in  these  very  towns  medical  practitioners  who  were  at  first 
bitterly  opposed  to  the  plan  have,  on  seeing  the  results  of 
its  operation,  ceased  their  opposition,  and  have  become  its 
most  loyal  and  valuable  supporters. 

I  trust  the  medical  profession  is  being  gradually  educated 
up  to  a  proper  appreciation  of  its  value,  and  to  a  becoming 
sense  of  their  duties  with  regard  to  it.  It  would  be  a  sub- 
ject of  the  profoundest  regret  to  find  them  in  prolonged 
antagonism  to  a  measure  which  is  necessary  to  the  public 
good,  as  has  already  been  abundantly  proved. 

Such  opposition  can  only  be  based  on  mistaken  views 
with  regard  to  the  influence  of  notification  on  public  health, 
on  strictly  professional  interests,  or  on  sentiment.  It  is 
clear  that  the  first  is  benefited  by  it ;  it  would  be  difficult  to 
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show  that  the  second  would  be  in  any  way  prejudiced  ;  and 
the  third  ground  requires  no  serious  consideration.  The 
medical  profession  is,  I  am  sure,  too  noble  and  too  generous 
in  its  aims  to  let  mere  sentimental  objections  or  considera- 
tions of  self-interest,  or  a  false  professional  amour  propre^ 
stand  in  the  way  of  the  public  weal.  We  are  the  servants, 
and  not  the  masters  of  the  public,  and  it  has  been  usual 
to  regard  our  profession  as  the  most  philanthropic,  bene- 
volent, and  self-sacrificing  of  all ;  but  I  fear  that  a  con- 
tinuance in  opposition  to  a  great  sanitary  step  forward  is 
calculated  to  jeopardise  its  reputation,  and  not  the  less  so 
because,  while  a  section  of  the  profession  is  hanging  back, 
the  practical  common-sense  and  prudence  of  the  nation  at 
large,  as  shown  by  the  action  of  a  considerable  number  of 
towns  already,  will  step  in  and  do  the  work  without  its 
assistance. 

DISCUSSION. 

Mr.  Wynter  Blyth  said  all  present  must  have 
been  impressed  with  the  solemn  words  of  warning  which 
had  been  uttered  by  the  noble  President,  when  he 
stated  that,  as  the  result  of  forty-five  years'  experience 
of  sanitary  matters,  we  must  be  very  careful  in 
interfering  with  the  liberty  of  the  subject.  Every  one 
must  agree  with  that  observation,  and  those  who  wished 
for  compulsory  notification  must  make  out  a  very  good 
case  indeed.  He  believed  that  a  case  had  been  made 
out  for  some  alteration,  though  he  would  not  go  quite  so  far 
as  the  readers  of  the  papers.  Dr.  Carpenter  had  made  a 
slight  error  in  stating  that  Manchester  was  the  first  to 
adopt  the  voluntary  system,  as  that  system  was  adopted 
by  the  parish  of  St  Marylebone  some  time  previously. 
For  a  number  of  consecutive  years  they  had  had  voluntary 
returns  from  the  eight  public  institutions  in  that  borough 
of  all  diseases,  and  the  names  and  addresses  of  patients 
suffering  from  infectious  diseases.  These  returns,  which 
were  in  some  cases  weekly,  and  in  others  monthly,  were 
printed  and  published  every  month.     At  the  same  time. 
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there  was  a  great  deal  of  voluntary  action  amongst  the 
medical  men  in  his  district  It  was  difficult  to  give  an 
exact  calculation  as  to  how  many  cases  of  infectious 
diseases  were  reported,  but  he  heard  directly  or  indirectly 
of  about  seventy  per  cent  Of  course  he  heard  of  every 
death  which  occurred  from  an  infectious  disease,  and  of 
every  case  brought  under  the  notice  of  the  Poor  Law 
Board,  and  in  addition  many  medical  men  sent  voluntary 
notices.  There  were  a  few  medical  men  who  for  some 
rea-son  or  other  never  sent  a  notice,  and  evils  had  arisen 
from  the  wilful  concealment  of  cases  of  small-pox.  Very 
often  a  shopkeeper,  on  the  ground  that  his  business  would 
be  injured,  begged  the  doctor  not  to  allow  the  nature  of 
the  disease  to  be  stated.  But  this,  of  course,  was  a  very 
wrong  thing  to  do.  He  thought,  instead  of  its  being  a 
detriment  to  business,  it  would  be  really  an  assistance^  All 
the  great  business  firms  in  his  parish  sent  early  notice 
of  any  disease  to  the  sanitary  authorities,  and  he  had  never 
known  disease  to  spread  in  any  of  these  places.  That  was 
a  just  argument,  that  a  certain  amount  of  compulsory  noti- 
fication would  do  no  harm  to  persons  in  business.  He 
could  not  quite  concur  in  the  sanguine  views  of  some  of  his 
medical  brethren  who  imagined  that  notification  would 
stamp  out  infectious  diseases  altogether.  He  was  sure  it 
would  not ;  and  for  this  reason,  that  there  was  an  immense 
amount  of  infectious  disease  walking  about  the  street  every 
day,  and  the  persons  did  not  even  know  that  they  were 
suffering  from  disease.  He  might  take  the  case  of  scarlet 
fever ;  and  in  country  villages,  during  the  prevalence 
of  an  epidemic,  every  third  woman  or  man  whom  you 
met  had  a  piece  of  flannel  round  his  or  her  throat ; 
and  they  would  not  believe  it  if  you  told  them  they 
had  scarlet  fever.  They  would  say  they  had  a  cold,  but  , 
this  was  not  so.  They  more  often  had  scarlet  fever,  and, 
going  about  as  they  did,  the  disease  was  widely  spread. 
No  amount  of  compulsion  would  make  these  people  say  i 
they  had  scarlet  fever.  A  case  had  lately  come  under  his 
notice  of  a  young  gentleman  who  had  a  sore-throat,  as  he   , 
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thought,  who  went  into  a  house  where  there  was  no  scarlet 
fever,  but  a  short  time  after  he  left  scarlet  fever  broke  out 
in  the  house.  Of  course  that  was  not  positive  proof,  but 
combined  with  other  cases  it  had  its  value.  If  they  had 
notification  of  infectious  disease  it  would  be  extremely 
useful,  and  would  diminish  the  death-rate  considerably,  but 
he  did  not  think  it  would  stamp  out  infectious  diseases 
altogether.  With  regard  to  dual  notification,  he  thought 
that  duty  ought  to  devolve  upon  medical  men,  as  there 
were  many  persons  in  England  who  could  not  write. 

Dr.  Carter  said  he  would  spend  the  ten  minutes 
allowed  to  him  in  stating  facts  which  showed,  he  thought, 
firstly,  that  these  much  lauded  private  Acts  would  not 
work  without  serious  modification ;  and,  secondly,  that 
they  did  not  control  the  spread  of  infectious  disease  more 
than  it  was  controlled  in  other  towns  without  such  acts.  On 
Feb.  15  of  the  present  year.  Dr.  Ashby,  of  Manchester,  pub- 
lished a  paper  to  prove  the  advantages  of  the  Manchester 
Act,  obtained  in  1881.  The  only  fact  of  which  he  seemed 
cognisant  was,  that  more  infectious  cases  were  sent  into 
hospital  than  formerly,  whence  he  inferred  that  there  must 
have  been  more  isolation,  and  therefore  more  good.  He 
stated  that  "tradesmen  may  have  the  option  of  shutting 
up  their  shops,  or  of  having  a  policeman  stationed  at  their 
door,  or  of  sending  their  children  to  hospital."  Yet  he  saw 
no  reason  for  thinking  that  these  agreeable  alternatives 
might  lead  to  concealment  of  disease,  or  delay  in  summon- 
ing a  doctor.  He  further  expressed  his  belief  that  the 
inspectors  were  both  civil  and  anxious  to  do  their  duty,  and 
stated  that  there  had  been  but  little  friction  between  them 
and  medical  men.  Such  were  Dr.  Ashby's  opinions.  The 
following  were  facts  which  might  serve  as  a  comment  on 
them.  Two  months  after  the  paper  appeared,  the  Lancet^ 
itself  a  great  lover  of  compulsion,  wrote :  "  In  Manchester 
the  death  rate  has  steadily  increased  during  the  last  three 
years,  notwithstanding  the  general  decline  in  English  urban 
mortality."  So  much  for  the  good  effect  on  mortality.  Now 
for  the  absence  of  friction.     The  very  same  number  of  the 
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Lancet  reported  that  a  deputation  of  influential  Manchester 
medical  men  had  just  had  an  interview  with  the  Health 
Committee,  for  the  purpose  of  complaining  of  the  way  in 
which  patients  were  removed  to  hospital  by  the  sanitary 
inspectors  witliout  their  sanction  ;  and  it  was  agreed  "that 
in  future  no  case  of  infectious  disease  should  be  removed  to 
hospital,  unless  such  removal  be  certified  as  advisable  by 
the  practitioner  in  attendance."  Thus  the  great  central 
principle  of  the  Act  was  abandoned  as  practically  unwork- 
able two  months  after  it  had  been  proclaimed  to  the  world 
as  working  well,  and  doing  much  good.  Liverpool  was 
Manchester's  near  neighbour.  It  had  no  compulsory  noti- 
fication law  ;  yet,  while  Manchester's  death  rate  had  been 
steadily  rising,  its  own  had  been  steadily  falling,  till  at 
length  their  relative  positions  on  the  mortality  tables  had 
become  reversed.  This  was  all  tlie  more  striking  from  the 
fact  that  Liverpool  was  recently  visited  by  what  was  termed 
an  epidemic  of  typhus  fever,  an  epidemic,  however,  so  well 
controlled  and  so  soon  extinguished,  that  the  mortality 
from  the  disease  during  the  time  of  Us  prevalence  was  con- 
siderably less  than  the  ordinary  yearly  mortality  caused 
by  it  not  very  many  years  back,  and  the  year's  death  rate 
was  one  of  the  lowest  on  record.  That  disease  was  steadily 
and  surely  declining,  and  would  ere  long  be  almost  unknown 
in  Liverpool.  Pie  would  give  a  few  more  facts  to  show 
that  the  action  of  Manchester  was  not  exceptional  Mr, 
Monks,  a  town  councillor  of  Warrington,  whose  Act  dated 
from  1879,  publicly  stated  in  evidence  before  the  Liverpool 
Deputation  that,  if  the  "action" — i.e,  the  removal  to 
hospital  by  the  sanitary  inspectors — had  continued,  it  would 
"  have  utterly  destroyed  the  operation  of  the  Act,"  and 
a  modification  substantially  like  that  of  Manchester  had 
to  be  framed.  Mr.  Monks  was  a  supporter  of  the  Act, 
Dr.  Johnson,  of  Leicester,  informed  the  same  deputation 
that  he  should  certainly  wink  at  any  non-compliance  with 
the  law  as  to  notification  on  the  part  of  a  medical  attendant 
on  a  rich  man  ;  while  the  Medical  OfiicCr  of  Health  for 
Huddcrslicld   practically  admitted  the  tendency  to  con- 
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cealment  by  enlarging  his  schedule  of  diseases  in  conse-* 
quence  of  there  being  '^numerous  cases  where  parents 
wriggle  out  of  giving  notice  in  mild  cases  of  scarlet  fever, 
declaring  it  measles,  &c"  But  there  was  evidence  of 
another  kind  to  the  same  effect.  The  Manchester  Health 
Journal  recently  sent  a  request  to  the  38  towns  hiaving 
compulsory  notification  Acts  asking  to  be  supplied  with 
the  number  of  notifications  and  the  mortality  for  the  first 
quarter  of  the  present  year.  It  was  significant  that  only 
21  towns  replied.  Their  population  was  nearly  2\  millions. 
The  cases  notified,  excluding  measles,  were  said  to  have 
been  2935,  and  the  deaths  464.  This  gave  a  mortality  of 
very  nearly  16  per  cent  (not  14,  as  the  Lancet  put  it). 
The  mortality  from  typhoid  fever  was  18,  and  in  Eldinburgh 
over  18  per  cent  of  the  cases  notified ;  but  this  was  con- 
siderably higher  than  the  highest  average  of  the  London 
Fever  Hospital,  where  for  many  reasons  the  mortality  was 
exceptionally  high*  For  diphtheria,  the  rate  was  35  per  cent, 
or  more  than  one  in  every  three.  Could  any  one  believe 
that  for  those  towns  a  complete  notification  existed  other 
than  in  name?  As  to  the  control  of  infectious  diseases. 
Edinburgh  used  occasionally  to  be  visited  by  measles. 
With  the  view,  therefore,  of  getting  early  control  over  this 
disease,  it  was  to  be  notified,  attacked  at  once,  and  extin- 
guished before  it  could  assume  epidemic  proportions.  The 
result  at  first  seemed  disappointing,  for  in  the  ten  months 
immediately  after  the  Act  was  put  into  operation  out  of 
4502  intimations  3210  were  of  measles.  Then  came  a  lull. 
In  February  1882,  however,  the  disease  again  made  its 
appearance.  Now  was  the  opportunity  for  proving  what 
the  Act  could  do.  And  what  did  it  do  ?  The  following 
figures  would  show.  In  February  440  cases  were  notified  ; 
but  instead  of  that  number  falling  to  a  half  in  March,  as 
ought  to  have  been  expected,  it  increased  to  1 118,  and  in 
April  to  1239 — nearly  3000  cases  in  three  months.  Measles 
marched  through  the  city  quite  regardless  of  the  Act 
This  curious  result  being  mentioned  to  Dr.  Littlcjohn  by  a 
member  of  the  Liverpool  deputation,  he  remarked :  **  This 
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epidemic  iiKiuccd  mc  to  approach  the  Corporation,  and  to 
say,  We  have  no  accominodation  to  isolate  these  cases ;  and 
what  have  they  done?  They  have  built  a  hospital  at  the 
cost  of  30,000/,  and  the  next  epidemic  of  measles  you  will 
find  very  different."  He  was  right  The  next  epidemic 
did  not  long  delay.  It  came  in  1883,  and  it  was  very 
different ;  for  whereas  the  1882  attack  caused  71  deaths,  the 
1833  onecaused  13S.  Three  thousand  cases  were  reported, 
of  which  1005  occurred  in  the  single  month  of  December, 
and  still  the  disease  marched  on,  disregarding  the  Act  with 
the  hospital  as  it  had  formerly  done  without  it,  so  that  during 
the  first  quarter  of  the  present  year  there  had  been  reported 
1709  more  cases,  with  53  more  deaths.  In  other  words, 
the  mortality  last  year  from  measles  in  Edinburgh  was  far 
higher  than  it  had  been  in  the  whole  of  England  and  Wales 
during  its  most  fatal  epidemics  ;  while  for  the  first  quarter 
of  the  present  year  it  had  been  nearly  four  times  as  great 
as  in  England  for  the  same  time.  If  Edinburgh's  mortality 
had  been  proportionate  to  that  for  England  and  Wales  it 
should  have  been  i  s  instead  of  53.  Yet  the  Medical  Officer 
of  Health  believed  that  the  proof  of  its  beneficially  affecting 
measles  was  so  apparent  that  he  desired  whooping-cough  to 
be  added  to  the  diseases  to  be  notified.  Accrington  obtained 
her  Act  in  1882,  and  very  quickly  had  an  opportunity  afforded 
her  of  testing  its  utility,  for  just  at  that  time  she  was  visited 
by  scarlet  fever.  The  following  from  the  British  MedictU 
Journal  for  January  13th,  18S3,  would  show  how  far  it  con- 
trolled the  disease.  "  Accrington  has  just  got  rid  of  one  of 
the  most  serious  epidemics  of  scarlet  fever  that  has  occurred 

in  England  for  some  years About  120  children  have 

died.  Yet  at  the  very  time  when  the  powerlessness  of  the 
measure  to  control  the  epidemic  was  being  most  painfully 
demonstrated,  the  Chairman  of  the  Health  Committee,  in 
reply  to  a  letter  of  inquiry  from  Liverpool,  expressed  the 
opinion  that  it  was  "  very  beneficial  in  securing  early  informa- 
tion of  infectious  disease."  In  other  words,  the  only  apparent 
proof  that  the  Act  was  very  beneficial  consisted  in  the  fact 
tliat  the  mortality  from  scarlet  fever  was  more  than  eight 
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times  as  great  as  it  was  in  England  and  Wales  generally 
during  that  year.  Was  such  a  proof  satisfactory  ?  Blackburn 
obtained  her  Act  in  1879.  In  1881  the  mortality  from 
typhoid  fever  was  considerably  more  than  twice  as  great ; 
and  that  for  scarlet  fever  nearly  half  as  great  again  as  in 
the  county  generally.  Again,  the  following  appeared  in 
the  Lancet  for  March  17  of  last  year :  "  During  the  seven 
weeks  ending  last  Saturday,  42  deaths  from  fever  were 
registered  in  Blackburn,  representing  a  mortality  nearly  8 
times  the  average  for  the  28  large  English  towns.  From 
the  returns  issued  last  year  the  death  rate  in  Blackburn 
in  1882  was  equal  to  25*1  per  1000,  which  exceeded  by 
2'8  the  mean  rate  in  the  28  English  towns.  The  exces- 
sive death  rate  might  in  great  measure  be  attributed  to 
two  causes — zymotic  fatality  and  infant  mortality.  The 
death  rate  from  the  principal  zymotic  diseases  was  equal 
to  4*47  per  1000  last  year,  against  3*59,  the  mean  rate 
in  the  28  towns."  Yet  towards  the  close  of  that  very 
year  Blackburn  reported  that  the  compulsory  notifica- 
tion of  infectious  diseases  was  a  success.  He  had  given 
them  the  proof  of  the  success — were  they  satisfied  with  it  ? 
Preston  obtained  her  Act  in  1880,  and  two  years  later  the 
sanitary  authority  announced  their  satisfaction  with  its 
working.  Most  people  would  imagine  from  that  that  the 
death-rate  was  being  reduced.  Yet  the  fact  was  that  the 
mortality  had  continued  so  persistently  and  so  alarmingly 
high  that,  only  a  few  weeks  ago,  a  deputation  from  friendly 
societies  and  trades  unions  of  the  town,  representing  50,000 
people,  went  to  the  Town  Council  with  an  indignant  re- 
monstrance on  the  prevalent  sanitary  neglect  They  pointed 
out  that  the  true  sources  of  disease  were  left  untouched,  that 
houses  were  allowed  to  be  built  over  organic  refuse,  that 
middens  were  allowed  to  be  emptied  through  living  rooms, 
and  that  the  town  was  under  the  control  of  inspectors 
unequal  to  their  work ;  the  moral  of  which,  he  supposed, 
was,  that  if  sanitary  authorities  troubled  themselves  as 
much  about  removing  the  causes  of  disease  as  they  did 
about  removing  the  persons  who,  owing  to  their  neglect, 


had  become  attacked  by  it,  there  would  be  very  much 
less  occasion  for  compulsory  notification  or  any  similarly 
harassing  legislation. 

Mr.  H.  E.  Armstrong  said  it  was  evident  from  the 
manner  in  which  some  of  the  remarks  of  the  preceding 
speakers  had  been  received,  that  some  gentlemen  had  come 
with  their  minds  made  up  not  to  receive  information  and 
to  be  convinced,  bet  rather  determined  not  to  listen  to 
argument     They  seem  to  have  taken  for  their  motto  ; — 

Notification  is  vexation, 
lospection's  twice  as  bad. 
For  isolation  there's  no  occasion, 
Disinfection  drives  mc  madl 

In  the  town  which  he  represented  they  had  for  the  last  t\vo 
years  had  in  force  the  compulsory  notification  of  infectious 
diseases,  and  during  that  time  they  had  registered  close 
upon  4000  cases.  The  system  in  force  in  Newcastle-upon- 
Tyne  was  what  had  been  referred  to  by  Dr.  Hill  and  Dr. 
Carpenter  as  the  dual  system,  and  during  the  time  it  had 
been  in  force  no  hitch  whatever  had  occurred  in  the  work- 
ing. Before  the  Act  came  into  force,  people  were  loud  and 
extravagant  in  their  demonstrations  against  it,  but  now  the 
state  of  things  was  entirely  altered.  Not  only  had  they 
compulsory  registration,  but  compulsory  disinfection,  which 
required  very  careful  management,  but  in  no  instance  had 
they  had  to  have  recourse  to  law.  Two  years'  experience 
of  the  working  of  this  system  ought  to  be  of  some  value. 
The  object  of  compulsory  registration  was,  in  the  first 
place,  to  get  particulars  of  disease.  When  a  case  of  disease 
was  notified  to  him,  it  was  his  duty  to  prevent  its  spread, 
and  with  this  object  a  full  and  careful  investigation  was  at 
once  made  into  the  circumstances.  Particulars  were  filled 
in  on  a  printed  "  Disease  Inquiry  Form  "  (copies  of  which 
he  produced) — under  about  seventy  diifcrent  heads  relating 
to  possible  source  of  infection  or  means  by  which  it  is 
likely  to  be  spread,  surroundings  of  the  case,  sanitary  con- 
dition of  premises,  water  and  milk  supply,  &c  The  forms 
were  printed  upon  diATerent  coloured  papers,  each  relating 


Discussion.  239 


to  a  different  disease.  Scarlet  paper  was  for  scarlet  fever, 
green  for  enteric  fever,  grey  for  typhoid  fever,  mauve  for 
typhus,  and  white  for  diphtheria,  &c.  Printed  instructions 
were  also  left  with  the  persons  in  charge  as  to  how  to 
deal  with  the  sick  room,  &c,  and,  when  the  disease  was 
over,  the  medical  attendant  signed  a  printed  form  of  cer- 
tificate that  the  place  was  ready  for  final  disinfection,  on 
receipt  of  which  the  Officers  of  the  Corporation  saw  to  the 
disinfection.  It  was  not  the  business  of  the  medical  officer 
of  health  to  interfere  with  the  duties  of  the  medical  attend- 
ants of  the  sick.  His  business  was  the  protection  of  the 
public,  and  had  nothing  to  do  with  the  patient  For 
isolating  cases  of  infectious  disease  at  Newcastle  they  had 
hospitals  of  different  kinds,  containing  96  beds,  for  small- 
pox and  fever,  and  they  were  about  to  erect  a  new  hos- 
pital of  96  beds,  on  the  completion  of  which  some  of  the 
beds  in  the  old  hospital  would  be  discontinued.  The  staff 
of  the  Health  Department  last  winter  consisted  of  24 
persons ;  they  had  ample  means  for  removing  all  infected 
cases  if  they  could  get  them  to  consent  to  removal ;  they 
were  well  provided  with  ambulances,  and  had  the  most 
approved  forms  of  gas  and  steam  disinfecting  apparatus. 
When  the  notification  of  infectious  disease  was  first  pro- 
posed the  measure  was  received  with  great  opposition, 
especially  by  doctors.  Public  meetings  were  called  at 
which  strong  resolutions  were  passed  in  opposition  to  the 
movement ;  but  directly  it  became  law  the  public  received 
the  thing  as  inevitable,  and  gave  it  a  fair  trial.  One  of  the 
greatest  opponents  at  the  outset  was  a  certain  doctor,  who, 
he  was  happy  to  say,  had  since  become  a  warm  supporter 
of  the  movement  Now,  what  lessons  had  they  gained 
from  the  Infectious  Disease  inquiry  before  described? 
This,  that  the  public  do  not  understand  what  isolation  and 
disinfection  really  mean.  They  think  that  any  kind  of 
half  closing-off  of  a  place  will  do,  but  of  course  that  is 
a  great  mistake.  Proper  isolation  is  very  rarely  practicable 
in  private  houses,  and  in  tenement  houses  it  is  impossible. 
Disinfection  also  is  not  properly   pqrformed  by  private 
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persons.  Now  we  know  that  this  should  done  thoroughly, 
or  there  is  little  or  no  good  in  it.  Many  private  doctors 
have  yet  to  learn  what  isolation  and  disinfection  really 
mean.  The  inquiry  forms  showed  that  infectious  disease 
had  occurred  in  connection  with  a  great  many  business 
premises  at  Newcastle,  by  which  the  public  were  endangered. 
Thus,  during  the  last  eighteen  months,  tlie  following  cases 
among  many  others  had  been  found  : — 

Twenty-two  at  shops  {chiefiy  small,  for  the  sale  of  provi- 
sions, greengroceries,  fruit,  &c.);  three  at  hosiery  shops;  two 
at  tailors'  workshops  ;  three  at  public  mangle-houses  ;  three 
at  laundries ;  thirteen  at  inns  or  beer-houses  ;  three  at 
dairies ;  six  in  travelling  drapers'  families ;  one  a  barber  (who 
whilst  suffering  from  small-pox  shaved  customers) ;  one  at 
a  matchbox  maker's  ;  three  at  an  artificial- Rower  maker's ; 
one  at  the  house  of  the  charwoman  to  a  large  institution  ; 
three  in  the  family  of  the  master  of  a  large  school ;  one  in 
a  passenger  by  steamboat ;  one  in  the  household  of  a 
midwife. 

In  several  of  the  foregoing  instances  the  sick  room 
opened  directly  into  the  shop,  or  the  only  approach  to  it 
was  tlirough  the  shop ;  in  one  case  the  sick  room  was  the 
shop.  In  most  of  the  cases  of  infectious  disease  notified 
from  day  to  day  there  is  not  the  possibility  of  isolation,  or 
what  is  worthy  of  the  name  ;  and  in  a  large  proportion  we 
find  no  means  whatever  are  being  taken  by  the  householder 
to  prevent  the  spread  of  infection.  The  examples  quoted 
show  the  necessity  of  such  cases  being  brought  to  the 
knowledge  of  the  authorities,  for  the  purpose  of  being  pro- 
perly dealt  with,  so  that  the  public  may  be  protected. 

As  regards  the  death-rate  of  Newcastle,  about  which 
questions  had  been  asked,  the  mortality  last  week  was 
14-4  per  1000  (the  lowest  on  record),  whilst  the  rate  for  the 
preceding  year  was  about  25  per  1000,  He  did  not  say 
that  this  post  hoc  was  necessarily  a  propter  hoc.  He  believed 
that  the  notification  of  diseases  in  Newcastle  had  been 
beneficial,  but  too  much  must  not  be  expected  after  so 
short  a  trial  as  they  had  had  of  it     Besides,  with  all  these 
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various  ways  in  which  infected  persons  were  ignorantly» 
n^ligently,  or  wilfully,  spreading  disease — the  Corporation 
had  no  power  to  compel  the  removal  of  such  persons  to 
hospital  They  sought  it  two  years  ago,  but  it  was  not 
granted.  Without  such  power,  three  fourths  of  the  good 
that  might  be  effected  by  notification  was  left  undone. 

Isolation  is  the  most  powerful  means  for  preventing  the 
spread  of  infection.  He  had  had  peculiar  experience  of 
this  in  typhus,  a  disease  very  prevalent,  and  almost  endemic 
until  ten  or  twelve  years  ago  in  Newcastle.  That  disease 
had  reappeared  several  times  during  the  last  decade,  but 
had  on  each  occasion  been  stamped  out  in  a  short  time. 
This  result  was  to  the  best  of  his  belief  entirely  due  to  the 
fact  that  typhus,  from  its  being  almost  confined  to  the 
poorest  class  of  the  people — over  whom  we  have  control  as 
r^[ards  disease — is  more  effectually  isolated  in  hospital 
than  any  other  fever  or  than  small-pox.  If  other  diseases 
were  equally  well  bolated  they  might  be  controlled  in  the 
same  manner.  •  In  tenement  property  compulsory  removal 
to  hospital  was  in  his  opinion  the  only  efficient  means  for 
preventing  the  spread  of  infectious  disease. 

The  noble  chairman  in  his  opening  address  had  alluded 
to  the  liberty  of  the  subject  in  relation  to  notification  of 
disease.  He  (the  speaker)  denied  the  right  of  any  one  to 
spread  infectious  disease. 

Mr.  Wm.  Young  said  the  previous  speakers  had  looked 
at  this  question  from  a  purely  professional  point  of  view. 
Now,  he  objected  to  the  proposal  for  compulsory 
notification  upon  the  ground  that  it  was  unnecessary, 
and  would  be  utterly  useless  even  if  it  became  law. 
From  a  careful  study  of  the  Registrar-General's  returns 
year  after  year,  he  found  they  were  doing  very  well  without 
legislation,  for  zymotic  diseases  were  being  reduced,  and 
they  would  continue  to  decrease.  This  was  owing,  as  he 
thought,  to  their  now  reaping  the  result  of  the  latest  sani- 
tary arrangements.  He  suggested  that  they  should  let 
well  alone,  and  should  try  another  year  or  two  without 
penal  legislation.     Upon  the  point  that  legislation  would 
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be  useless,  he  said  that  he  had  had  a  good  deal  of  expe- 
rience of  zymotic  diseases,  although  he  was  not  a  medical 
man,  and  had  been  in  thousands  of  cases  of  measles  and 
scarlet  fever,  and  had  never  found  amongst  the  poor  that 
dread  of  infection  which  medical  men  would  have  them 
believe  there  was.     Medical  men  were  not  sincere  in  their 
statements ;  they  did  not  themselves  believe  in  infection, 
and  if  they  did  they  ought  to  be  isolated,  because  they 
were  the  most  dangerous  persons  in  the  carriage  of  disease: 
Dr.  Littlejohn,  to  whom  reference  had  already  been  made^ 
stated  that   for  25  years  he  had  been  engaged  in   active 
sanitary  work,  and  had  a  limited  staff  to  cope  with  out- 
breaks of  small-pox  and  fevers,  and  during  this  period  he   1 
had  brought  up  a  large  family,  but  had  never  communi- 
cated any  of  the  diseases  to  his  family  or  dependents,  nor,  j 
so  far  as  he  was  aware,  had  any  of  the  authorities  who  had  1 
served  under  him  contracted  or  communicated  diseases  to  I 
the  public.     He  thought  the  bogey  of  infection  was  raised  J 
up  to  ser\e  a  purpose,  and  that  it  did  not  exist  as  medical  ' 
men  would   lead  them  to  believe.      He  did  not   wish  to  ( 
attack  the  medical  profession  in  any  way.     Dr.  Littlejohn 
said  that  to  live  in  constant  dread  of  infection  was  one  of  I 
the   surest   modes  of  courting  attack.      If  they  were  to 
attend  to  matters  appertaining  to  health,  to  spend  a  little  j 
more   money   in    sanitary   measures,   and   to   have   fewer  j 
medical  men  about  them,  they  would  achieve  happy  results  | 
without  their  interference. 

Dr.  Mahomed  thought  they  were  all  fairly  agreed  upon 
the  point  of  infection  referred  to  by  the  last  speaker,  and 
consequently  he  would  address  himself  to  the  subject  of 
the  notification  of  diseases.  With  regard  to  the  remark 
of  Mr.  Young  as  to  the  split  in  the  medical  camp,  no 
doubt  that  gentleman  had  the  best  possible  evidence 
for  saying  that  the  medical  profession  never  wished 
to  force  upon  the  public  generally  anything  upon  which 
they  were  not  thoroughly  agreed.  Until  they 
r  agreed  upon  this  subject  no  attempt  would  be  made 
l^force   it   by  legislation  upon  the   world  at  large. 
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woiitd  first  consider  the  objects  which  it  was  hoped  to 
attain  by  enforcing  the  law  of  compulsory  notification  of 
infectious  diseases.  They  had  been  inclined  to  look  upon 
the  subject  in  this  light:  that  if  they  could  only  enforce 
such  a  law  it  would  abolish  all  infectious  diseases ;  but  it 
was  a  most  magnified  view  of  the  question.  The  question 
was  a  very  simple  one,  and  when  he  had  finished  his 
remarks  the  meeting  would  be  surprised  to  see  the  small 
point  upon  which  they  were  quarrelling.  The  objects  to 
be  attained  by  notification  were  three : — (i)  Isolation  or 
removal  of  sick  persons  ;  (2)  In  the  case  of  certain  diseases, 
viz.,  diphtheria  and  enteric  fever,  that  the  attenti6n  of  the 
sanitary  authorities  might  be  called  to  the  condition  of  the 
drainage  in  the  house  or  houses  in  which  the  diseases  had 
occurred;  (3)  Thatthe  sanitary  authorities  would  obtain  infor- 
mation concerning  the  existence  and  progress  of  an  epidemic, 
and  that  being  informed  on  these  points  they  might  take 
such  measures  as  might  be  necessary  to  limit  the  spread  of 
the  disease.  Now  it  was  desirable  that  these  objects  should 
be  attained  ;  but  let  us  consider  whether  compulsory  notifi- 
cation was  the  best  method  that  could  be  employed  by 
which  to  obtain  them.  As  to  isolation  and  the  removal  of 
a  sick  person,  what  benefit  would  be  derived  in  connection 
with  such  a  disease  ?  As  regards  measles,  the  most  infec- 
tious period  was  during  the  first  four  days,  and  during  that 
time  no  one  could  diagnose  the  disease.  That,  he  thought, 
was  one  reason  why  notification  could  never  check  measles. 
The  next  disease  was  whooping-cough,  and  the  same 
remark  applied  to  that,  with  this  addition,  that  whooping- 
cough  was  of  such  notoriously  long  duration  that  it  was 
absolutely  impossible  to  isolate  any  case  or  to  put  it  into 
a  hospital  during  the  whole  of  its  course.  With  regard  to 
chicken-pox,  that  was  a  disease  of  small  mortality,  and  it 
was  impossible  to  do  much  good  with  that.  This  was  proved 
by  the  fact  that  the  metropolitan  asylums  had  refused  to 
admit  cases  of  chicken-pox,  whooping-cough,  or  measles 
into  their  hospitals  ;  being  a  practical  body,  they  said,  with 
regard  to  these  diseases,  that  they  would  have  nothing  to 
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do  with  isolating  them.  Enteric  Tcvcr  was  not  an  infectious 
disease  in  the  ordinary  sense  of  the  term  ;  it  was  an  en- 
demic fever,  and  was  due  to  bad  drainage.  The  same 
remark  applied  to  diphtheria,  the  germ  was  in  the  place 
where  diphtheria  arose,  and  that  was  the  poisonous  place 
to  be  in  ;  the  danger  arising  from  contact  with  the  patient 
was  not  so  great.  Typhus  was  a  disease  which  had  been 
almost  banished  from  London  since  the  year  1871  or  1S72, 
owing  to  improved  sanitary  arrangements.  With  regard  to 
smal!-pox,  it  was  absurd  to  talk  about  taking  any  steps,  as 
that  was  an  absolutely  preventable  disease  ;  and  if  any  one 
wished  to  prevent  themselves  from  having  small-pox.  all  they 
had  to  do  was  to  be  vaccinated.  Some  gentlemen  might  say 
"  no,  no  ;"  but  he  was  willing  to  put  tliat  to  a  practical  test. 
He  happened  to  be  the  father  of  five  children,  and  was  per- 
fectly willing  to  have  them  re-vaccinated  and  put  in  the  ward 
of  any  small-pox  hospital,  and  he  would  guarantee  that 
they  would  not  take  the  disease.  It  had  been  proved 
over  and  over  again  that  there  was  no  risk  in  doing  this. 
The  first  duty  of  the  sanitary  authorities  should  be  not 
so  much  the  notification  of  disease,  as  to  impress  upon 
every  soul  in  London  the  importance  of  re-vaccination. 
With  regard  to  scarlet  fever,  a  certain  amount  of  good 
might  be  done  if  every  case  could  be  isolated  ;  but  it  was 
a  disease  which  a  great  number  of  people  had  without 
knowing  it,  and  consequently  they  could  never  sufficiently 
isolate  cases  of  scarlet  fever  so  as  to  eflTect  any  great  im- 
provement in  the  mortality.  As  to  the  advantage  of  good 
drainage,  he  thought  the  health  officers  had  unfairly  repre- 
sented the  questioiL  His  idea  was.  that  it  was  the  duty  of 
every  medical  man  in  London  to  look  after  the  house  of 
his  patients,  and  to  prevent  the  patient  from  contracting 
disease.  Medical  officers  of  health  might  do  good  work 
in  looking  after  the  homes  of  the  poor,  and  he  thought 
doctors  did  not  look  upon  medical  officers  of  health  as 
their  masters,  but  really  as  their  assistants.  He  approved 
of  a  voluntary  notification  of  infectious  diseases  by  the 
medical  men,  and  he  left  the  meeting  to  decide  whether 
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compulsory  notification  by  the  householder  was  desirable 
or  not. 

Dr.  DUDFIELD  said  he  might  inform  Mr.  Young  that 
Dr.  Littlejohn  was  one  of  the  strongest  advocates  of  the 
system  of  compulsory  notification.  Gentlemen  who  opposed 
the  system  did  not  know  perhaps  that  it  was  the  most 
democratic  peoples  in  the  world  who  were  most  decided  in 
their  views  with  regard  to  notification  ;  they  would  not  allow 
the  exercise  of  individual  liberty  to  become  the  means  of 
inflicting  injury  on  the  community,  preferring  to  pro- 
tect the  community  at  the  cost  of  the  individual.  Dr. 
Carpenter  said  that  he  trusted  to  medical  gentlemen  giving 
information  to  their  patients  as  a  moral  duty  ;  the  patient 
to  have  the  responsibility  of  notifying'  to  the  medical 
ofiicer  of  health  ;  but  this  in  his  opinion  was  not  a  sufficient 
safeguard.  It  appeared  to  him  that  Dr.  Carpenter's  objec- 
tions to  the  dual  system  were  chimerical.  He  had  drawn 
a  terrible  picture  of  the  unpleasantnesses  that  were  to 
arise  between  the  Drivate  and  the  official  doctor,  but 
admitted  that  there  was  no  evidence  of  any  such  un- 
pleasantnesses in  the  past  He  could  not  help  feeling 
that  this  somewhat  laboured,  not  to  say  fanciful,  part  of 
an  interesting  address  was  unjust  to  medical  officers,  and 
that  it  was  a  little  hard  to  have  put  forward  a  theoretical 
objection  when  it  was  well  known  that  everywhere  where  the 
plan  had  been  tried  it  had  worked  admirably,  smoothly, 
and  pleasantly.  Referring  again  to  the  cry  of  "  liberty  of 
the  subject,"  he  asked  them  to  consider  the  case  of  a  house 
containing  many  families.  Was  it  right  when  infectious 
disease  occurred  in  one  family  that  the  other  families 
should  be  exposed  to  a  terrible  danger  in  order  to  conserve 
the  liberty  of  an  individual }  The  liberty  of  an  individual 
to  spread  disease !  He  thought  not  If  any  persons 
ought  to  thank  medical  officers  of.  health  for  what  they 
were  striving  to  do  in  this  matter,  it  was  the  poor  them- 
selves. Medical  officers  did  not  interfere  much  with  the 
rich;  they  could  not  afford  the  time,  and  the  rich  did 
not  need  their  help.     The  poorer  classes  would  in  time 
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come  to  regard  the  medical  officers  as  their  true  friends. 
Many  who  had  opposed  most  strongly  the  removal  of  their 
children  to  hospitals  had  been  so  well  satisfied  that,  after 
compulsory  removal  even,  they  had  voluntarily  stated  they 
would  never  raise  a  similar  difficulty  again.  He  had 
known  scores  of  cases  where  people  who  had  at  first  ob- 
jected to  the  removal  had  after\vards  come  back  to  return 
thanks  for  what  had  been  done.  With  regard  to  legislation, 
he  might  say  that  a  Select  Committee  of  the  House  of 
Commons  considered  this  matter  some  three  years  ago, 
and  reported  unanimously  in  favour  ot  the  principle  of 
notification  ;  of  dual  notification,  he  believed.  Sir  Charles 
Dilke,  who  was  a  friend  to  the  poor,  told  a  deputation  last 
year  that  they  need  not  go  at  all  into  the  question  of  the 
principle  of  notification  because  the  Local  Government 
Board  was  absolutely  agreed  upon  it,  having  received 
information  from  all  parts  of  the  country  where  it  had 
been  tried,  that  it  had  been  a  success  t  what  the  Board  was 
afraid  of,  was  going  too  fast  for  public  opinion.  The  vestry 
of  the  parish  of  Kensington  had  committed  itself  to  the 
principle  of  notification  many  years  ago  upon  his  represen- 
tation, and  in  1S81  they  called  a  conference  of  the  sanitary 
authorities  to  consider  this  question  among  others.  At 
that  conference  thirty  vestries  and  district  boards  out  of  a 
total  of  thirty-nine  were  represented,  and  without  one 
dissentient  voice  the  principle  of  notification  was  agreed 
to.  Afterwards  they  went  in  deputation  to  the  Local 
Government  Board,  when  Mr.  Dodson  was  in  office,  to 
present  the  resolutions  ;  without,  he  tegretted  to  say,  any 
particular  advantage.  In  Kensington  they  had  a  large 
amount  of  voluntary  notification,  for  they  obtained  imme- 
diate notice  of  all  deaths  from  infectious  diseases  from 
the  sub-district  registrars  ;  all  pauper  cases  were  reported, 
the  co-operation  of  the  guardians  being  given  to  them  to 
the  fullest  extent ;  they  obtained  information  from  the 
dispensaries,  from  some  medical  men,  from  the  school 
board  visitors  and  teachers,  from  the  police,  from  the  post 
office  authorities,  from  resident  medical  officers  of  hospitals, 
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from  clergymen,  and  others.  Now  what  benefit  had  they 
derived  even  from  this  imperfect  system  of  notification  ? 
Last  year,  wishing  to  see  what  was  likely  to  happen  from 
notification,  if  compulsorily  carried  out  through  the  entire 
country,  he  made  a  careful  study  of  the  mortality  from 
infectious  diseases  in  Kensington  for  twenty-four  years 
1859-82.  During  the  first  twelve  years,  1859-70,  he  was 
not  in  office,  and  his  predecessor  had  neither  notification  nor 
hospitals  to  help  him  ;  but  during  the  second  twelve  years, 
1871-82,  he  was  in  office,  and  had  both  notification  of  diseases 
and  hospitals  for  the  sick,  and  the  result  was  remarkable. 
After  making  correction  for  increase  of  population,  there 
was  an  increase  in  the  number  of  deaths,  in  the  second 
period,  in  respect  of  two  diseases  only,  small-pox  and 
whooping-cough.  Of  whooping-cough,  he  would  only  say 
that  it  is  one  of  the  diseases  of  which  they  rarely  heard 
until  it  had  proved  fatal,  and  its  occurrence  was  never 
notified.  Small-pox,  on  the  other  hand,  was  more  fre- 
quently notified  than  any  other  disease,  and  yet  the  deaths 
showed  a  corrected  increase  of  134.  This  disease,  however, 
was  severely  epidemic  in  four  years  out  of  the  twelve, 
whereas  in  the  first  period  of  twelve  years,  only  twice  did 
the  annual  number  of  deaths  exceed  twenty.  Measles  ex- 
hibited a  decrease,  although,  like  whooping-cough,  it  was 
not  notified  ;  but  he  was  not  aware  that  they  were  en- 
titled to  claim  any  credit  for  the  reduced  mortality.  A 
diminished  diarrhceal  mortality  might  be  attributed  in 
considerable  measure  to  the  coldness  of  recent  summers, 
and  be  regarded,  therefore,  almost  as  accidental.  It  was 
when  they  came  to  scarlet  fever  and  "  fever,"  that  the  real 
grounds  for  satisfaction  appeared,  these  being  the  diseases 
which  admitted  the  latter  of  mitigation  by  improved  sani- 
tary arrangements,  and  the  former  of  control  by  early 
isolation  by  removal  to  hospital.  And  what  did  they  find  ? 
That  the  deaths  from  fever  in  the  second  period  were  108 
less  than  the  number  in  the  first  period,  without  correction 
for  increase  of  population,  and  no  fewer  than  448  less  after 
such  correction  ;  and  that  the  corrected  reduction  in  respect 
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of  scarlet  fever  was  no  less  than  1053.  In  the  first  ten 
years  of  the  first  period  no  deaths  from  diphtheria  were 
recorded.  He  was  unable  to  account  for  the  omission, 
except  upon  the  assumption  that  no  deaths  from  diphtheria 
were  registered  in  Kensington — a  somewhat  improbable 
assumption — there  being  no  records  extant  He  had 
thought  it  fair,  therefore,  to  bracket  scarlet  fever  and 
diphtheria  in  the  two  periods  respectively,  for  comparison  ; 
and  thus  adding  the  deaths  from  diphtheria  to  the  deaths 
from  scarlet  fever,  only  23  in  the  first  period,  and  as  many  as 
2 1 3  in  the  second  period,  there  was  in  the  second  period  an 
absolute  reduction  in  the  number  of  deaths  from  the  two 
diseases,  amounting  to  193.  the  reduction  corrected  for  in- 
crease of  population  being  ^yZ.  Taking  the  "  seven  "  prin- 
cipal diseases  of  the  zymotic  class  together,  there  appeared 
a  corrected  reduction  in  the  number  of  deaths  in  the  second 
period  of  no  fewer  than  1441.  In  other  words,  had  the  rate 
of  mortality  from  these  diseases  been  the  same  in  the 
second  period,  1871-82,  as  in  the  first  period,  1859-70, 
there  would  have  died  I44I  persons  in  the  twelve  years 
more  than  did  die;  or  120  per  annum — the  diflTerence 
between  the  actual  annual  average  number  (413),  and  the 
number  corrected  for  increase  of  population  (533)-  The 
zymotic  death  rate,  he  might  add,  which  in  1859-70  was  y6 
per  1000  persons  living,  fell  to  28  per  1000  in  1871-82; 
the  deaths  from  these  diseases,  moreover,  which  in  1859-70 
were  18  per  cent,  of  total  deaths,  were  only  154  per  cent 
in  1871-82.  Other  causes,  doubtless,  beside  notification, 
contributed  to  bring  about  this  satisfactory  result ;  and  they 
must  not  forget,  as  regards  enteric  fever,  that  this  disease, 
under  improved  sanitary  arrangements,  has  continuously 
and  notably  declined  in  England  during  recent  years. 
Chief  among  these  causes,  and  one,  in  his  judgment,  even 
superior  in  efficacy  to  notification,  was  the  provision  of  hos- 
pital accommodation  by  the  Asylums  Board  under  the 
Metropolitan  Poor  Act,  1867.  So  highly,  in  fact,  did  he 
value  this  provision,  that  were  he  offered  a  choice  between 
hospitals  and  notification,  he  should  unhesitatingly  choose 
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the  hospitals,  for  this  reason  among  others,  that  provision 
of  hospital  accommodation  led,  almost  inevitably,  to  noti- 
fication ;  whereas,  judging  from  the  experience  of  certain 
towns,  where  the  system  was  in  operation,  compulsory  noti- 
fication had  comparatively  little  value  in  reducing  mortality 
from  zymotic  diseases  if  hospital  accommodation  were  not 
provided.* 

Mr.  James  Baily  (Secretary  of  the  "Vigilance  Com- 
mittee ")  said,  with  regard  to  the  question  of  compulsory  noti- 
fication of  infectious  diseases,  they  were  all  equally  anxious 
to  stamp  out  disease.  That  was  one  of  the  greatest  objects 
which  human  society  could  seek  to  carry  out,  but  he  took  it 
they  were  allloversof  liberty,and  the  advocates  of  compulsory 
notification  of  infectious  diseases  must  make  it  perfectly 
clear  that  such  a  law  was  absolutely  necessary  before  they 
could  call  upon  society  to  pass  any  such  measure.  There 
had  been  an  opportunity  under  the  system  of  private  Acts 
in  different  places  for  testing  this  kind  of  legislation,  and 
those  who  were  opposed  to  the  system  had  had  an  oppor- 
tunity of  examining  the  result  of  such  a  law  in  the  38  towns 
where  it  had  been  in  force,  but,  as  Dr.  Carter  of  Liverpool 

*  The  speaker  referred  to  the  subjoined  table,  which  exhibits 
compendiously  the  facts  stated  by  him  in  his  address. 
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The  average  population  in  the  first  period  of  twelve  years  (1859-70) 
was  90,000,  and  in  the  second  period  (1871-82)  147,300. 
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had  shown,  the  compulsory  notification  of  infectious  diseases 
in  these  pSaces  had  not  resulted  in  a  very  marked  diminu- 
tion of  disease.  In  fact  the  very  place  where  the  schemes 
of  Dr.  Littlejohn  had  been  carried  out  in  their  entirety, 
namely,  in  Edinburgh,  the  rate  of  mortality  was  higher  than 
in  Glasgow,  where  the  system  of  compulsory  notification 
was  not  carried  out.  It  could  not  be  proved  in  a  single 
case  that  the  existence  of  the  law  had  resulted  in  any  marked 
diminution  of  infectious  diseases.  Now,  those  who  advo- 
cated the  compulsory  notification  distinctly  stated  that  it 
was  perfectly  useless  unless  it  could  be  followed  up  with 
compulsory  isolation,  and  upon  this  point  he  thought  the 
poorer  and  middle  classes  would  never  consent  to  such  a 
law  being  enforced.  Even  those  in  favour  of  compulsorj* 
notification  admitted  that  they  did  not  intend  to  meddle 
with  the  rich,  so  that  it  amounted  to  this,  that  if  com- 
pulsory notification  and  isolation  were  obtained  it  would 
apply  solely  to  the  poor,  the  rich  being  allowed  to  go  scot- 
free.  He  thought  those  who  were  taken  away  in  ambulances 
ran  considerably  less  chance  of  recovery  from  the  disease 
than  they  did  in  their  own  houses,  and  it  appeared  from 
statistics  that  the  rate  of  mortality  amongst  the  poorer 
classes  where  disease  was  not  isolated  was  considerably  less 
than  in  hospitals  for  infectious  diseases.  As  Mr.  Power 
showed  in  his  evidence  which  he  gave  before  the  Royal  Com- 
mission, the  probabilities  were  that  aggregation — (for  it  was 
not  isolation,  and  it  was  an  abuse  of  the  English  language 
to  call  it  by  such  a  name) — did  more  harm  than  good.  He 
did  not  wish  to  insinuate  that  doctors  desired  to  trade  upon 
this  matter,  but  he  did  think  that  there  was  a  great  amount 
of  exaggeration.  Instead  of  saying  so  he  would  quote  the 
remarks  of  Dr.  Hamilton,  who  said  that  the  public  mind 
must  be  brought  back  to  a  common-sense  view  of  the  matter ; 
they  must  be  reminded  of  the  actual  scenes  of  every-day 
life,  of  doctors  going  to  the  bedsides  of  patients,  and  that  it 
was  the  exception  for  disease  to  spread  amongst  them. 
Even  the  mothers  of  children  who  were  attacked  vvith  fever 
only  in  a  very  few  cases  contracted  the  disease.     This  was 
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very  strong  evidence  in  favour  of  what  he  had  been  saying. 
In  Hastings  a  voluntary  society  had  been  established  for 
carrying  out  this  work  without  any  law  whatever;  they 
employed  a  woman  teacher  to  instruct  the  poor  people  as 
to  what  ought  to  be  done  in  a  case  of  fever ;  and  zymotic 
diseases  had  been  practically  stamped  out  in  that  place ; 
whilst  in  Edinburgh  under  the  high  priest  of  this  compulsory 
law  they  had  more  disease  than  they  had  in  Glasgow. 
Mr.  Nelson  Hardy  said  it  was  quite  evident  that  if 
some  of  the  previous  speakers  had  had  their  way,  the 
public  would  be  far  removed  from  the  adage  that  an 
Englishman's  house  was  his  castle.  Such  antiquated 
notions  of  liberty  as  had  been  referred  to  by  the  Chair- 
man, and  in  times  past  by  Macaulay  and  Milton,  would 
not  now  be  heard  of.  He  was  not  ashamed  to  say  that 
he  belonged  to  the  class  which  had  been  contemptuously 
spoken  of  as  "  the  small  section  "  of  the  medical  profes- 
sion who  objected  to  the  principle  of  compulsory  notifica- 
tion altogether.  Whether  it  was  a  small  section  or  not  he 
thought  was  immaterial,  but  it  was  a  section  of  the  pro- 
fession, and  they  had  at  least  the  right  to  have  their 
opinion,  and  to  have  what  they  said  fairly  regarded. 
When  he  heard  it  spoken  of  as  a  very  small  section  of  the 
profession,  he  was  reminded  of  what  Archbishop  Whately 
used  to  say,  that  Government  ought  to  be  by  minorities, 
for  minorities  were  always  in  the  right  Now  if  some  of 
the  medical  officers  of  health  could  have  their  way,  he 
thought  they  would  shortly  have  arrived  at  the  sort  of 
paternal  government  which  Macaulay  ridiculed  fifty  years 
ago  as  tending  to  become  a  Paul  Pry  in  every  house, 
spying,  eaves-dropping,  admonishing,  and  choosing  our 
opinions  for  us,  but  to  such  a  form  of  paternal  govern- 
ment he  for  one  decidedly  objected.  He  had  not  time 
now  to  go  into  half  the  speeches  upon  which  he  should 
have  liked  to  have  spoken,  but  there  was  one  subject 
which  had  not  been  referred  to,  and  he  might  be  per- 
mitted to  mention  it  In  the  Exhibition  there  was  a 
street  oi.   Old   London,  and   upon   one   door    might    be 
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observed  a  large  cross  with  the  words,  "  Lord  have  mercy 
upon  us."  That  was  an  example  of  the  time  when  notifi- 
cation was  in  fuU  force,  but  still  the  disease  was  not  stopped, 
for,  according  to  reports  published  by  impartial  witnesses, 
it  was  apparent  that  the  plague  increased,  until  at  last 
they  gave  up  all  attempts  at  compulsory  notification,  and 
it  had  to  be  admitted  that  the  whole  thing  was  an  entire 
failure.  Notification  could  never  be  carried  out  now  to  the 
extent  it  was  then. 

Prof.  CoRFlELD  said  that  some  time  ago,  at  the  request 
of  the  Sanitary  Institute  of  Great  Britain,  he  undertook 
to  make  an  investigation  into  the  results  of  the  carr>-ing 
out  of  the  Acts  for  compulsory  notification  of  disease  in 
towns  where  the  Acts  were  in  force.  Having  sent  a  circular 
containing  i8  questions  to  a  number  of  towns  in  the  United 
Kingdom,  he  received  replies  from  l8  towns.  As  facts 
were  better  than  opinions  in  a  matter  like  this,  he  would  as 
briefly  as  possible  mention  the  facts  which  he  obtained. 
In  the  first  place,  the  medical  officers  of  health  of  these 
towns  were  unanimously  of  opinion  that  the  Act  was  valu- 
able, that  earlier  information  was  given  of  the  existence  of 
disease,  that  information  as  to  cases  which  would  not 
have  been  reported  was  given,  and  all  but  one  were 
of  opinion  that  the  information  so  given  had  assisted  in 
tracing  the  origin  of  the  outbreaks  of  different  infectious 
diseases.  If  a  person  came  and  said  that  the  notification 
of  disease  would  not  help  the  medical  officer  in  stopping  its 
spread,  he  thought  it  was  hardly  necessary  to  waste  time 
in  answering  such  an  observation.  It  had  been  said  that 
notification  of  a  case  of  measles  would  be  of  no  assistance 
in  preventing  its  spread,  but  that  he  denied  altogether  ;  for 
having  lately  received  notice  of  the  outbreak  of  measles  in 
some  schools  in  the  parish  of  St  George's.  Hanover  Square, 
it  had  been  effectually  stamped  out  by  the  closing  of  the 
schools.  In  that  case  he  was  not  aware  of  the  epidemic 
until  it  had  assumed  such  proportions  that  nearly  half  the 
children  in  one  of  theschools  were  affected,  and  had  he  know 
of  it  earlier  it  could  have  been  stopped.   As  it  was,  directly 
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he  took  action  the  disease  was  very  soon  stamped  out  An 
objection  had  been  raised  as  to  the  interference  with  the 
liberty  of  the  subject,  but  he  objected  to  any  person  being 
at  liberty  to  spread  infectious  diseases.  In  spite  of  the 
ridicule  which  was  thrown  upon  the  ancient  practice  of 
exhibiting  flags  and  crosses  on  houses,  he  might  state  that 
in  Boston  (U.S.A.)  at  the  present  time  this  was  done.  He  had 
with  him  a  copy  of  the  regulations  upon  the  matter,  which, 
shortly,  was  to  the  following  effect :  that  the  select  men  of 
Boards  of  Health  should  use  all  possible  care  to  prevent 
the  spread  of  infection,  and  to  give  public  notice  of  infected 
places  to  travellers  by  displaying  red  flags.  Any  person 
removing  these  flags  should  forfeit  not  less  than  10  or  more 
than  100  dollars.  The  next  regulation  was,  that  in  the 
event  of  infectious  disease  breaking  out,  the  head  of  the 
family  should  immediately  give  notice  to  the  select  men  of 
the  Board  of  Health,  and  failing  to  do  so  he  should  forfeit 
a  sum  of  100  dollars.  Another  regulation  was,  that  if  a 
physician  knew  that  any  person  whom  he  was  called  upon 
to  visit  was  infected  with  such  a  disease,  he  should  at  once 
give  notice,  and  in  the  event  of  not  doing  this  he  should 
forfeit  for  each  offence  a  sum  of  not  less  than  50  or  more 
than  100  dollars. 

Dr.  Charles  West  said  that  non-notification  of  con- 
tagious diseases  meant  concealment,  and  concealment 
meant  the  spread  of  such  diseases.  What  first  forced  this 
matter  upon  his  attention  was  that  in  a  city  in  the  south  of 
France,  to  which  he  was  compelled  to  go  for  the  benefit  of 
his  health,  he  found  in  the  hotel  in  which  he  was  residing 
a  contagious  disease  had  broken  out,  and  this  disease 
spread  very  considerably.  This  led  him  to  try  and  induce 
the  hotel  proprietors  to  take  part  in  the  establishment  of  a 
sanatorium  for  the  reception  of  persons  affected  with  con- 
tagious diseases,  and  he  accordingly  prepared  plans  which 
were  put  into  proper  shape  by  his  friend  Mr.  Keith  Young. 
This  plan  was  at  present  in  abeyance,  but  he  had  great 
hopes  that  he  should  still  live  to  see  the  day  when  it  would 
be  carried  out,  and  that  all  cases  of  contagious  diseases 
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might  be  removed  to  a  distance.  As  some  doubts  had 
been  thrown  upon  the  results  of  the  notification  of  con- 
tagious diseases,  ho  might  perhaps  be  permitted  to  say- 
that  since  the  establishment  six  years  ago  of  a  Bureau 
d'Hygi^ne  at  Brussels,  which  provides  for  the  notification 
of  contagious  diseases,  and  as  far  as  possible  for  their 
isolation,  typhoid  fever  had  diminished  nearly  50  per  cent, 
and  diphtheria  and  scarlatina  in  even  a  greater  proportion. 
The  results  obtained  at  Havre  had  been  almost  equally 
striking,  and  had  the  Mayor  of  Havre  been  present,  as  he 
had  hoped  that  day,  that  gentleman  would  have  been 
able  to  tell  them  much  better  than  he  could  do  what  the 
decrease  in  the  rate  of  mortality  from  contagious  diseases 
had  been.  Notification  of  disease  was  the  diagnosis  ol 
disease,  and  the  disease  could  not  be  treated  or  removed 
except  where  medical  officers  were  made  acquainted  with 
its  existence,  and  of  the  causes  which  tended  to  promote 
its  prevalence. 

Dr.  TaaFFE  said  that  sometime  ago  (1881)  an  epidemic 
of  typhoid  fever  occurred  in  Brighton,  and  he  had  to  make 
inquiries  in  order  to  arrive  at  ils  source,  and  after  making 
over  800  inquiries  at  different  houses,  and  inspecting  the 
water  of  a  well  in  the  country,  he  found  that  the  disease 
had  its  origin  in  a  milk  shop.  The  inquiry  extending  over 
a  month.  Now,  if  the  law  as  to  notification  had  been  in 
force,  he  would  have  been  able  to  at  once  trace  the  source 
of  this  disease,  and  so  have  prevented  28 -6  per  cent,  ot 
ninety  poor  families  (supplied  from  the  milk  shop)  from 
being  attacked  by  typhoid  fever.  Such  an  instance  was 
worth  a  thousand  theories.  With  regard  to  the  remarks 
of  Dr.  Mahomed  about  typhoid  fever  in  Marylebone,  he 
thought  that  if  there  had  been  a  notification  of  the  first 
cases  the  disease  never  would  have  spread.  There 
no  doubt  a  great  dislike  to  compulsion,  but  everyone  came 
into  the  world  by  compulsion,  and  would  have  to  go  out 
of  the  world  by  compulsion,  so  that  there  need  not 
quite  so  much  objection  on  that  score  during  the  conv 
paratively  short  period  of  even  the  longest  life. 
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The  Chairman,  in  closing  the  discussion,  said  upon 
the  whole  it  seemed  that  a  case  had  been  made  out  for  the 
compulsory  notification  of  diseases,  though  he  did  not 
think  that  with  so  much  difference  of  opinion  on  the  part 
of  the  medical  profession  that  a  case  had  been  made  out 
for  compelling  them  to  do  more  than  warn  householders 
of  the  true  state  of  the  case,  and  holding  these  responsible 
for  communicating  the  necessary  information  to  the  medical 
officer  of  health.  At  the  beginning  of  the  meeting  he 
stated  that  he  thought  the  burden  of  proof  should  lie 
with  those  who  proposed  to  interfere  with  the  liberty  of 
the  subject  and  with  the  rights  of  property,  but  that 
both  ought  to  be  interfered  with  for  the  public  good, 
and  it  seemed  to  him  that  the  case  had  been  made 
out  to  the  extent  he  had  mentioned.  The  importance 
of  notification  under  new  compulsory  powers  had,  he 
thought,  been  rather  exaggerated,  for  this  reason,  that  all 
pauper  patients  were  of  course  reported,  school  children 
were  reported,  and  all  those  who  were  taken  to  hospitals  ;. 
and  the  danger  to  those  in  a  better  station  of  life 
was  much  less,  because  being  educated  upon  this  ques- 
tion they  were  more  alive  to  the  importance  of  isola- 
tion. There  was  a  tendency  to  over-estimate  the  probable 
amount  of  good  to  be  derived  from  it,  though  he 
thought  a  sufficient  balance  of  advantage  had  been 
made  out  to  render  such  notification  desirable.  As  an  old 
sanitary  reformer,  he  must  confess  that  what  had  been 
most  brought  home  to  him  was  this,  that  there  were  times 
when,  in  spite  of  all  precautions,  some  spread  of  zymotic 
disease  could  not  be  prevented  ;  but  on  the  other  hand 
zymotic  diseases  did  not  practically  spread  to  any  extent 
where  good  conditions  and  cleanliness  prevailed.  In  the 
case  of  model  lodging-houses  in  London  the  poison  of  in- 
fection, to  a  considerable  degree,  was  neutralized  by  the 
excellent  sanitary  conditions  which  prevailed. 

Professor  CORFIELD,  in  proposing  a  vote  of  thanks  to 
the  Chairman  for  presiding,  said  he  was  glad  his  Lordship 
had  given  the  verdict   in   favour  of  those  who  were  in 


256  Appendix, 

favour  of  compulsory  notification,  although  he  regretted 
that  he  had  not  seen  fit  to  give  it  in  favour  of  medical 
men  being  compelled  to  notify  all  cases  of  infectious 
diseases.  He  was  afraid,  however,  that  even  if  he  had 
been  allowed  to  speak  for  ten  minutes  instead  of  five,  he 
would  hardly  have  been  able  to  alter  his  Lordship's  opinion. 

(The  Conference  then  adjourned.) 
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Communication  from  Dr.  Egeling,  of  the  Hague,  re- 
ferred TO  IN  Dr.  Carpenter's  Paper. 

The  Hague, 

May  31st,  1884. 

My  dear  Sir, 

I  enclose  a  note  on  your  questions  about  the  working  of 
our  law  against  contagious  diseases,  and  a  table  of  cases  of  deaths 
from  those  diseases  before  and  after  the  law.  You  will  see  by  it 
the  salutary  effect  of  the  law. 

I  must  apologise  for  not  having  answered  sooner.  But  I  was 
too  much  occupied  when  I  received  your  letter,  and  would  answer 
it  mysel£ 

I  hope  my  note  and  the  statistics  will  be  of  some  use  to  you. 
Should  the  paper  you  have  to  read,  or  a  report  of  the  Conference 
in  which  it  will  be  discussed,  appear  in  printing,  I  should  be  very 
much  obliged  to  you,  if  you  would  be  so  kind  as  to  send  me  a 
copy. 

Believe  me. 

Truly  yours. 

Dr.  L.  J.  Egelino. 
Dr.  Alfred  Carpenter, 
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Answers  to  some  Questions  upon  the  Working  of  the 
Dutch  Act  against  the  Spread  of  some  Contagious 
Diseases,  put  to  Dr.  Egeling  by  Dr.  Alfred  Car- 
penter. 

Ques.  I. — Do  the  medical  attendants  always  report  to  the  Local 
Authority  t 

The  Act  of  1865  regulating  the  practice  of  Medicine  obliges 
the  medical  men  (Art  6)  to  give  information  within  three  days  of 
a  disease  which  endangers  the  public  health,  to  the  Medical  In- 
spector of  the  province,  and  to  tiie  local  authority. 

The  law  against  Contagious  Diseases  (1872)  prescribes  in 
Art  16  that  the  obligation  to  report  to  the  Medical  Inspector 
mentioned  in  Art  6  of  the  law  of  1865  remaining  intact,  cases  of 
Asiatic  cholera  or  small-pox  must  be  reported  within  twenty-four 
hours  to  the  local  authonty  (burgomaster). 

Art.  19  of  the  same  law  obliges  the  head  of  a  family  to  report 
a  contagious  disease  within  twenty-four  hours  to  the  local 
authority. 

Now  I  am  sure  the  great  majority  of  cases  are  reported.  In 
great  towns  some  escape.  But  the  rule  is  that  the  cases  are  all 
^reported,  with  the  exception  of  measles  and  typhus,  I  believe. 
The  obligation  of  the  head  of  the  family  was  enforced,  while 
without  it,  all  cases  in  which  no  medical  man  was  called  in  would 
escape.  And  this  would  lead  to  not  calling  medical  aid  in  many 
cases,  by  shopkeepers  especially,  in  order  not  to  have  the 
warning  paper  afiixed  to  their  house. 

So  in  each  case  in  which  a  medical  man  is  called  in,  the  case 
cannot  escape  without  connivance  between  the  doctor  and  the 
head  of  the  family,  as  both  must  infringe  the  law. 

But  it  cannot  be  denied  that  cases  are  concealed.  When  it  is 
known,  generally  a  prosecution  is  instituted,  and  in  some  cases 
a  condemnation  was  obtained. 

Ques.  2. — Are  the  medical  attendants  paid  Jor  their  report  t 

No. 

Ques.  3. —  What  is  the  mortality  from  infectious  disecues  in 
Holland  no7v,  compared  with  its  mortality  in  the  country  before  the 
law  was  enforced  1 

The  Act  of  1872  became  law  in  May  1873,  so  the  year  1873 
was  partly  before  the  law,  and  partly  under  the  law,  and  must 
remain  out  of  consideration, 

VOL.  VIII.— H.  C  S 


I  enclose  a  table  of  the  mortality  from  mfectious  diseases — 
typhus  and  typhoid  fevers,  small-pox,  scarlet  fever,  measles, 
diphtheria,  croup  and  whooping-cough  during  the  years  1866- i88i. 

I  omit  Asiatic  cholera  because  there  was  no  cliolera  after  the 
jaw  was  enforced. 

Croup  and  whooping-cough  are  not  under  the  law,  the  other 
diseases  are. 

A  glance  at  this  table  is  enough  to  see  thai  the  deaths  from  the 
contagious  diseases  on  which  the  law  bears,  have  considerably 
diminished  after  it  was  enforced.  But  the  influence  is  very  con- 
spicuous when  we  comparu  the  yeaily  average  of  the  seven  years 
befitre  the  law  (1866-72)  with  the  yearly  average  of  the  seven 
years  after  the  law  (1874-1880).  I  made  the  comparison  at  the 
foot  of  the  table. 

Now  I  must  add,  that  I  am  convinced  that  after  the  law  not 
all  the  cases  of  death  from  contagious  diseases  are  registered  as 
such.  When  a  medical  man  has  not  reported  the  case  while  his 
patient  was  ill,  it  is  clear  that  he  wilt  not  fill  up  the  schedule  of 
the  cause  of  death  with  the  name  of  that  disease  when  the  patient 
dies.  But  this  cannot  account  for  so  striking  a  diminution  as  the 
table  shows.  The  salutary  working  of  the  Act  is  clear,  and 
cannot  be  denied.  That  the  diminution  is  a  consequence  of  the 
law  appears  also  from  the  fact,  that  after  1873  the  deaths  from 
croup  and  whooping-cough,  diseases  which  are  not  under  the  Act, 
have  not  diminished.  The  yearly  average  of  deaths  from  croup 
shows  a  little  diminution,  but  that  of  whooping-cough  augmented. 
I  have  also  added  in  the  table  the  number  of  vaccinations.  It  is 
clear  their  number  considerably  augmented  after  the  law.  The 
cause  is,  that  though  we  have  no  compulsory  vaccination,  no 
child  is  allowed  to  go  to  a  school  (public  or  private  school) 
without  producing  a  testimony  of  successful  vaccination. 

Ques.  4. — Have  any  prosecutions  beat  instituted  against  medUal 
men  who  do  not  report  i 

Yes,  and  condemnations  have  been  obtained.  But  it  is  dear 
that  it  must  often  be  very  difficult  to  obtain  a  condemnation. 
It  must  be  proved  not  only  that  the  patient  had  that  disease, 
say  typhus,  but  also  that  the  doctor  knctv  it  was  typhus. 
Now,  when  a  medical  man  will  conceal  a  case  of  typhus 
in  connivance  with  the  family,  and  call  it  continuous  fever,  or 
febris  catarrhalis,  or  what  you  like,  how  can  it  be  prop'ed  to  the 
judges  that  he  tne^v  it  was  typhus  ?  When  he  calls  scarlet  fever 
rubeola,  how  can  the  prosecution /;-pw  he  knew  it  was  scarlatina? 
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When  cases  of  concealment  of  a  disease  come  to  the  know- 
ledge of  the  medical  inspector,  he  will  remember  the  doctor  of 
his  duty,  and  if  this  does  not  suffice,  and  the  medical  inspector 
becomes  aware  of  another  case  of  concealment  by  the  same 
doctor,  he  will  try  to  obtain  a  condemnation,  when  the  peculiarities 
of  the  case  are  such  that  he  has  a  good  chance  of  success. 

Ques.  ^.If- —  noty  why  noti 

See  above. 

Ques.  6. — If  notification  is  general^  why  have  the  diseases  not  been 
eradicated  from  the  country  f 

IVhat  steps  are  defective  so  thctt  the  diseases  still  linger  in  Hol- 
land^ 

R^tration  of  the  diseases  is  not  enough.  The  law  gives  to 
the  burgomaster  the  power  of  taking  various  measures,  in  various 
cases ;  for  example,  he  can  order  disinfection,  the  objects  that 
were  in  contact  with  the  patient  to  be  burned,  &c.  But  the 
burgomaster  is  not  compelled  to  do  it!  Now,  in  many  cases, 
nothing  is  done.  A  paper  with  the  name  of  the  disease  is  placed 
on  the  door,  or  doors  of  the  house,  the  children  are  not  allowed 
to  go  to  school,  and  that  is  all !  The  members  of  the  family  mix 
with  other  people,  &c.  Too  much  depends  upon  the  burgomaster, 
but  when  proper  use  is  made  of  the  law  its  salutary  effect  is  very 
conspicuous.  It  is  a  weak  point  of  the  law  that  the  cost  of 
disinfection  must  be  paid  by  the  local  authority.  To  spare  money 
no  disinfection  is  ordered,  and  as  the  costs  of  expropriation  and 
burning  of  infected  objects  are  paid  by  the  Government,  the  case 
occurs  that  where  disinfection  and  burning  is  ordered,  objects 
that  could  very  well  be  disinfected  (at  the  cost  of  the  local  autho- 
rity) are  expropriated  and  burned  at  great  expense  (at  the  cost  of 
the  State !) 

Some  amelioration  of  the  law  of  1872  would  be  very  desirable, 
but  it  is  much  more  difficult  to  have  a  law  amended  in  Holland 
than  in  England !  * 

*  The  above  appears  conclusively  to  prove  that  until  the  State  does 
its  own  duty,  it  is  not  in  a  position  to  enforce  dual  notification. — ^A.C. 
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1,055 

26 

136 

578 

327 

741 

1,827 

100,525 

After  the 

1878 

3,954,792 

1,150 

II 

446 

1,264 

283 

630 

1,427 

97,328 

,      Law. 

1879 

3,981,887 

829 

8 

639 

1,093 

254 

629 

912 

97,702 

^ 

1880 

4,012,693 

964 

79 

479 

1,365 

256 

532 

1,847 

164,987 

1881 

4,060,580 

877 

75 

400 

874 

240 

563 

1,626 

87,697 

1882 

4,114,015 

813 

153 

275 

784 

314 

831 

1,633 

104,407 

^Epidemic  of 
/    Small-pox. 

7  years  ^are 

6  yrs. 

6  yrs. 

the  Law. 

1866— 1872 

23,61522,372 

3,41610,797 

3,954 

6,477 

7.990 

Yearly  average 

3373*5 

3,196 

488 

1542-4 

564-8 

1079-5 

I33>*6 

7  years  qft^ 

the  Law. 

1874— 1880 

7,847       562 

2,613 

6,916 

2,158 

5.594 

9,280 

1,120     8o'2 

373*2 

988 

308-2 

932  3 

1546-6 

Small-pox. 

Without  the 

years  of  Epi- 

demic, 

1871— 1872. 

5  years. 
1866— 1870 

2,854 

Yearly  average 

5708 

5  years. 

1874— 1878 

475 

Yearly  average 

95 

•  The  above  tables  would  show  that  croup  and  whooping-cough  are 
not  so  amenable  to  those  sanitary  surroundings,  which  are  under  the 
control  of  the  state,  as  are  the  other  diseases.  It  is  not  shown  that 
active  measures  were  taken  by  the  local  authorities  to  diminish  the 
causes  which  promote  the  spread  of  such  diseases,  but  we  may  take 
it  for  granted  that  such  endeavours  were  more  general  after  the 
promulgation  of  the  law  of  notification  than  was  the  case  before  the 
law  was  enacted. — A.  C. 
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Conference  on  Saturday,  June  14,  1884. 


I.  «  The  Disposal  of  ths  Dead,^     By  A  Wynter  BJ-YTH,  F.C.S., 
M.R.CS. 

X  "  CremaiumJ*    By  W.  Eassie,  C.E. 


Chairman  : 
Sir  J.  M'Garel  Hogg,  Bart,  KC.B.,  M.P. 


THE    DISPOSAL   OF    THE    DEAD. 
By  A.  Wynter  Blyth,  F.CS. 

§  I.  The  term  "disposal  of  the  dead,"  in  its  popular 
narrow  limitation,  means  simply  the  disposal  of  human 
remains,  but,  taken  in  its  widest  significance,  includes  the 
disposal  of  everything  which  has  had  life,  whether  vegetable, 
animal,  or  human,  for,  as  it  has  been  finely  sung, 

''  O  Death !  thy  mark  is  on  the  flower  and  on  the  tree. 
And  on  the  beast,  and  on  the  bird, 
Thy  shade  is  on  the  mountains,  even  the  sea 
By  thy  sad  foot  is  stirred. 

Slayer  thou  art  of  all  my  soul  deems  fair, 

Thou  saddenest  the  sun  ; 
Of  all  things  in  the  earth  and  sea, 

O  Death,  thou  sparest  none.** 
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In  this  essay  I  must  confine  myself  to  the  methods  of 
dealing  with  human  remains,  those  actually  followed  in 
civilised  and  uncivilised  nations  at  the  present  time  being 
pretty  much  as  follows  : — 

§  2. — I.  Simple  exposure,  so  that,  according  to  the 
climate,  the  body  is  wasted  by  the  slow  influence  of  the 
elements,  or  is  consumed  by  insects,  birds,  or  carrion-feeding 
animals. 

2.  Burial  in  the  ground  in  all  its  varieties. 

3.  Burial  in  the  sea. 

4.  Burial  in  fire,  f>.,  fire-burial  or  cremation. 

5.  Embalmment,  under  which  head  may  be  included  all 
kinds  and  methods  of  preservation. 

§  3.  All  the  varied  methods  of  disposal  of  the  dead 
adopted  by  man  are  carried  out  by  Nature.  Dead  leaves, 
worms,  insects,  and  animals,  are  covered  up  by  dust,  sand, 
and  river  drift — Natures  burial.  In  the  Arctic  regions, 
animal  matters  encased  in  ice  are  preserved  indefinitely, 
and  the  fauna  of  prehistoric  ages  presented  to  our  view 
unchanged — here  see  Natures  embalmment  Myriads  of 
dead  forms,  both  from  the  land  and  water,  find  their  last 
resting-place  in  the  ocean — Nature's  deep-sea  burial.  It 
must,  however,  be  confessed  that  the  most  favoured  of  all 
methods  of  disposal  by  Nature  is  that  of  the  consumption 
of  a  dead  being  by  one  that  is  living — the  burial  of  the 
dead  in  the  quick.* 

§  4.  Before  entering  into  a  methodical  consideration  of 
the  disposal  of  the  dead,  it  will  be  profitable  to  sketch 

♦  Prince  Siddirthra  marked— 

''  How  lizard  fed  on  ant,  and  snake  on  him, 
And  kite  on  both,  and  how  the  fish-hawk  robbed 
The  fish-tiger  of  that  which  it  had  seized. 
The  shrike  chasing  the  bulbul,  which  did  chase 
The  jewelled  butterflies,  till  everywhere 
Each  slew  a  slayer,  and  in  turn  was  slain. 
Life  living  upon  death.     So  the  fair  show 
Veiled  one  vast,  savage,  grim  conspiracy 
Of  mutual  murder,  from  the  worm  to  the  man, 
Who  himself  kills  his  fellow." 
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briefly  the  changes  taking  place  during  the  decay  of  organic 
substances. 

When  such  matters  are  neither  desiccated  nor  frozen,  nor 
eaten  nor  burnt,  but  exposed  to  air  and  moisture,  they  are 
rapidly  attacked  by  living  bodies  of  extreme  minuteness 
called  bacteria  The  bacteria  of  putrefaction  penetrate  into 
the  tissues,  divide  and  multiply,  and  resolve  their  elements 
into  simple  chemical  combinations ;  therefore,  during  the 
whole  period  of  putrefaction,  foetid  odours,  foul  liquids,  and 
gases  are  produced.  These  phenomena  are  often  compared 
to  the  phenomena  accompanying  slow  combustion,  but,  as 
Liebig  pointed  out,  if  looked  at  simply  from  a  chemical 
standpoint,  the  process  is  rather  analogous  to  that  of  a  slow 
distillation. 

After  series  on  series  of  chemical  metempsychoses,  all 
matters  volatile  and  fixed  are  resolved  by  progressive 
d^^dation  into  carbonic  acid  gas,  water,  ammonia,  and 
salts,  but  the  process  is  so  slow,  so  incomplete,  that  fossil 
human  bones  from  the  flint  age  still  contain  some  uncon- 
sumed  organic  remnant  of  the  ancient  body. 

§  5.  In  certain  spots  devoid  of  putrefactive  germs,  in 
complete  immersion  in  water,  and  in  places  where  the  air 
does  not  have  free  access,  putrefactive  decomposition  does 
not  take  place,  but  is  supplanted  by  other  peculiar  pro- 
cesses, such,  for  example,  as  those  which  have  been  named 
mummification  and  saponification.  These  changes  and  the 
conditions  favouring  them  are  but  ill  understood. 

Exposure  of  the  Dead. 

§  6.  Simple  exposure  of  the  dead,  either  in  special 
places  like  the  Parsces*  towers  of  silence,  or  desertion  of  the 
corpse,  only  exists  among  a  few  races  and  tribes.  In  the 
rainless  regions  of  the  earth,  in  which  the  hot  sun  and  dry 
air  prevent  active  decomposition,  exposure  is  destitute  of 
the  loathsome  character  which  it  would  possess  in  other 
climes.  If  traced  back,  the  entire  abandonment  of  the 
dead  will,  without  doubt,  be  found  to  have  a  basis  upon 
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fear,  superstition,  or  a  form  of  belief.  An  instance  of  the 
latter  is  afforded  by  the  simple  custom  of  the  Chatham 
islanders  ;  they  place  their  kin  in  a  canoe,  and  between  the 
cold  stiff"  fingers  lay  a  baited  hook  and  line.  The  boat  with 
its  silent  burden  is  sent  solemnly  adrift  on  the  great  ocean. 
to  float  to  some  far-off  isle  of  Avalon  ;  there  the  fisherman 
will  again  rise  and  ply  his  craft. 

These  customs,  however  interesting,  must  not  detain  us  ; 
for  they  are  for  our  present  purpose  more  curious  than 
useful. 

We  will,  therefore,  at  once  pass  on  to  the  various  forms 
of  earth  burial. 

Earth  Burial. 

§  7.  The  origin  of  earth  burial  has  been  confidently 
ascribed  to  sanitary  precaution  ;  but,  so  far  as  I  can  see,  the 
study  of  the  habits  and  methods  of  thought  of  primitive 
man  by  no  means  countenances  this  view. 

In  the  dawn  of  intellect,  man  is  perpetually  struggling 
with  the  forces  of  Nature — with  heat,  with  cold,  with  winds, 
storms,  and  lightnings  ;  these  become  in  time  to  him  incar- 
nate, so  that  he  moves  among  a  multitude  of  mighty  and 
powerful  shades.  Having  once  grasped  the  idea  of  invisible 
powers,  ready  to  work  weal  or  woe.  the  concept  of  ghost, 
spirit,  or  wraith  is  the  natural  sequence  ;  he  buries  his  kins- 
man, not  because  carrion  taints  the  air,  but  because  he  fears 
the  dead  man's  double.  None  have  conceived  these  ideas 
with  greater  realisation  than  the  Chinese ;  they  use  no 
cemeteries,  but  bury  with  great  solicitude  in  any  spot  in 
which  they  think  the  deceased  will  rest  in  peace.  Should 
they  not  succeed  in  giving  this  repose,  the  shade  will  make 
all  their  pursuits  unfortunate  and  unlucky;  hence  they 
often  exhume  and  re-inter  if  things  are  not  prosperous. 

§  8.  The  custom  of  burial  remains ;  the  beliefs  under 
which  it  was  first  practised  are  extinct.  We  may  surround 
burial  with  whatever  impressive  religious  ceremonies  we  hke; 
but,  considered  in  itself,  burial  in  the  earth  is  no  religious 
rite,  nor  docs  its  adoption  imply  any  special  belief  or  cult. 
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Within  a  time  so  recent  as  to  be  within  the  memory  of 
men  but  little  past  their  prime,  Commissioners  appointed 
to  investigate  intramural  burial,  revealed  sickening  and 
disgraceful  abuses  relative  to  the  disposal  of  the  dead,  and 
led  to  enactments  which  have  had  a  most  beneficial  effect 
in  preventing  interment  in  the  crowded  graveyards  of  large 
cities.  Some  of  the  graveyards  were  owned  by  obscure  and 
solitjiry  owners,  whose  direct  interest  lay  in  burying  as 
many  as  possible.  For  example,  the  Spafields  burial- 
ground,  in  extent  just  about  one  acre,  was  originally  a  tea- 
garden,  but  the  speculation  having  failed,  it  was  turned  into 
an  unconsecrated  burial-ground,  and  in  fifty  years  the  pro- 
prietor had  received  fees  for  the  burial  of  80,000  bodies.  The 
evidence  in  this  and  similar  cases  showed  that  directly  the 
ground  was  fuU,  room  was  made  for  other  bodies  by  break- 
ing up  and  burning  the  coffins,  and  often  partially  cremating 
the  remains ;  I  append  in  a  foot-note  *  the  evidence  of  a 

•  The  evidence  of  Reuben  Boom,  a  gravedigger  at  Spafields : — 
"  I  was  in  the  employ  of  Mr.  F.  Green  as  gravedigger  in  1837,  and 
continued  in  his  employ  for  about  fourteen  years.  Our  mode  of 
working  the  ground  was  not  commencing  at  one  end  and  working  to 
the  other,  but  idigging  wherever  it  was  ordered,  totally  regardless 
whether  the  ground  was  full  or  not ;  for  instance,  to  dig  a  grave  seven 
feet  deep  at  a  particular  spot,  I  have  often  disturbed  and  mutilated 
seven  or  eight  bodies ;  that  is,  I  have  severed  heads,  arms,  legs,  or 
whatever  came  in  my  way,  with  a  crowbar,  pickaxe,  chopper,  and  saw. 
Of  the  bodies  some  were  quite  fresh,  and  some  decomposed.  I  have  had 
as  much  as  i  \  cwt.  of  human  fiesh  on  what  we  term  the  *  beef  board  *  at 
the  foot  of  the  grave  at  one  time.  I  have  often  put  a  rope  round  the  neck 
of  the  corpse  to  drag  it  out  of  the  coffin,  fastening  one  end  of  the  rope 
to  a  tombstone  so  as  to  keep  the  corpse  upright  to  get  at  the  coffin 
from  underneath,  to  make  room  for  the  flesh  of  other  bodies.  The 
coffins  were  taken  away  and  burnt  with  pieces  of  decomposed  flesh 
adhering  thereto.  I  have  taken  up  half  a  ton  of  wood  out  of  one  grave, 
because  I  had  to  take  up  two  tiers  of  coffins,  some  of  which  were  quite 
fresh,  and  we  used  to  cut  them  up  for  struts,  used  for  shoring  up  the 
graves.  We  had  as  many  as  fifty  or  sixty  sides  of  coffins  always  in 
use  to  keep  the  ground  from  falling  in  when  digging.  We  have  buned 
as  many  as  forty-five  bodies  in  one  day,  besides  stillboms.  I  and 
Tom  Smith  kept  an  account  one  year  ;  we  buried  2,017  bodies,  besides 
stillborns,  which  are  generally  inclosed  in  deal  coffins.  We  have  taken 
them  up  when  they  have  been  in  the  ground  only  two  days,  and  used 
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gravedigger,  as  reported  in  the  Times,  March  5,  1845, 
Fortunately  these  matters  are  historical,  and  not  likely  to 
be  repeated. 

\  9.  The  ordinary  method  of  inhumation  in  this  country 
is  to  leave  the  body  exposed  more  or  less  to  the  air  for  a 
few  days  in  a  room  or  mortuary,  to  enclose  it  tn  a  wooden 
box — this,  among  the  rich,  in  a  leaden  shell— and  then  to 
bury  in  the  ground.  If  we  trace  now  the  changes  that  occur 
we  find  that  during  the  period  intervening  between  death 
and  burial,  the  little  invisible  clouds  of  bacteria  always 
floating  about  in  the  air,  gain  access  to  the  tissues  and 
organs,  and  according  to  temperature  and  other  circum- 
stances divide  and  multiply,  and  set  up  those  changes 
which  I  have  already  detailed  as  belonging  to  the  pheno- 
mena of  putrefaction. 

After  death  from  infectious  fevers,  added  to  the  ordinary 
emanations  of  putrefaction,  there  are  those  of  an  extremely 
dangerous  character.  The  corpse  after  death  from  small- 
pox, typhus,  and  plague,  has  been  known  to  be  terribly 
infectious  ;  and  to  a  less  extent  after  death  from  measles, 
scarlet  fever,  typhoid  fever,  and  pneumonia.  The  infection 
may  be  conveyed  by  currents  of  air,  or  by  actual  contact 
with  the  htody,  or  by  the  common  household  fly,  or  by 
domestic  animals.  Since  it  is  improbable  that  the  infectious 
material  continues  to  be  produced  after  life  ceases,  the 
infection  in  these  cases  must  be  that  clinging  to  the  corpse, 
which  has  been  manufactured  in  the  course  of  the  malady, 

5  10.  In  the  houses  of  those  classes  which  can  afford  to 
occupy  a  whole  house,  the  body  can  be  placed  in  a  room  by 
itself,  and  during  the  short  interval  preceding  burial  any 


ihcm  to  light  fires  with.  I  have  been  up  to  m^  knees  in  human  flesh 
by  jumping  on  the  bodies,  so  as  to  cram  them  in  the  least  possible 
space  at  the  bottom  of  the  graves,  in  which  fresh  bodies  were  afterwards 
placed.  We  covered  over  the  flesh  at  the  bottom  by  a  small  layer  of 
mould.  I  have  ruptured  myself  in  dragging  a  heavy  corpse  out  of  a 
coflin.  It  was  a  very  heavy  one.  It  slipped  from  my  hold  lifting  it 
by  the  shoulders.  The  corpse  was  quite  fresh.  These  occurrences 
look  place  every  day." 
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offence  to  the  senses  or  injury  to  health  may  be  but  tran- 
sitory and  under  control.  But  among  the  poorer  classes  of 
great  towns,  especially  among  those  who  have  to  eat,  sleep, 
live,  multiply,  and  die  in  single  rooms,  the  disposal  of  the 
dead  presents  a  problem  of  considerable  moment  to  the 
public  health.  If  the  poor  would  immediately  consent  to 
the  removal  of  the  corpse  to  a  mortuary,  there  would  be 
little  difficulty  ;  but,  naturally  enough,  the  widow  is  loth  to 
part  with  her  dead  husband,  the  mother  with  her  child  ; 
and  very  unpleasant  and  distressing  incidents  result  from 
this  conserving  of  the  body  in  living-rooms. 

The  usual  course  is  to  lay  the  body  on  the  single  bed, 
the  family  sleeping  on  the  floor.  I  have  seen  myself  the 
corpse  of  the  mother  of  a  family  retained  in  a  room  for 
several  days,  the  widower  and  five  children  eating  their 
meals  and  sleeping  in  the  same  room.  Not  very  long  ago 
a  person  died  of  an  infectious  fever  in  the  Middlesex  Hos- 
pital, the  relatives  claimed  the  body,  and  actually  conveyed 
it  to  a  living-room  situated  in  my  district  There  it  lay  for 
many  days  unknown  to  the  sanitary  authorities,  with  the 
result  that  three  others  were  struck  down  with  the  same 
disease.  There  is  no  London  district  in  which  instances  of 
a  similar  kind  do  not  occur. 

§  II.  The  presence  of  various  races  in  cities,  whenever 
they  form  little  groups  or  colonies,  has  more  than  a  local 
influence  on  the  public  health.  For  example,  the  Italians, 
French,  and  Irish  in  London  collect  together  and  import 
any  customs  peculiar  to  their  race  or  religion. 

The  last  rites  either  of  the  Greek  or  the  Roman  Church, 
with  its  impressive  ceremonial,  the  burning  of  tapers  round 
the  corpse,  the  drapery,  the  watching,  and  the  praying,  im- 
ported in  even  a  modified  form  into  the  crowded  houses  of 
the  poor,  and  considered  solely  from  an  hygicnist's  point  of 
view,  is  more  dangerous  than  the  simpler  rites  of  the  Pro- 
testant, the  Jew,  or  the  Agnostic.  We  have  most  experience 
of  the  poorer  Irish,  in  whom  respect  for  their  dead  amounts 
to  a  passion.  Whatever  the  deceased  has  died  of,  whether  a 
virulent  infectious  fever  or  not,  there  is   a  gathering   of 
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kinsmen  and  friends  ;  the  wake   must   be   held.     As   for 

removal  of  the  remains  to  a  mortuary,  such  a  step  is  in 
nearly  every  instance  baffled  as  long  as  possible,  sometimes 
even  resisted  by  force.  There  is  no  medical  man  whose 
duty  leads  him  into  quarters  tenanted  by  the  Irish  but  who 
has  occasionally  found  a  room  infected  by  fatal  typhus, 
literally  crammed  with  men  and  women,  solemnising  the 
occasion  in  their  wild  way  ;  in  all  epidemics  of  typhus  this 
custom  has  been  one  of  the  circumstances  which  has 
favoured  its  incidence  and  extension.  The  ravages  of 
typhus  among  the  KeUic  races  are  not  due  to  any  individual 
susceptibility,  but  to  the  retention  of  old  customs  and  to 
personal  habits  which  specially  facilitate  the  communication 
of  infection. 

§  12.  Another  important  practical  aspect  of  the  question 
is  the  ordinary  inhumation  of  stillborn  children.  The  bodies 
of  these  are  often  consigned  to  the  undertaker,  and  natur- 
ally enough,  without  the  form,  publicity,  and  ceremony 
attending  the  removal  of  the  remains  of  one  who  had 
existed  a  sufficient  time  to  receive  a  name  and  to  form 
household  ties.  The  obscurity  of  these  little  nameless  ones, 
and  the  indilTerence  that  is  shown  to  their  disposal,  render 
possible  the  loathsome  and  secret  practices  whicn  are  from 
time  to  time  disclosed  ;  I  of  course  mean  the  conversion  of 
an  undertaker's  premises  into  a  catacomb  for  the  conceal- 
ment of  infants'  bodies. 

§  13.  The  influence  of  graveyards  or  cemeteries  on 
health  naturally  depends  upon  their  proximity  to  dwellings, 
and  above  all  upon  their  richness  in  remains  actively 
decomposing.  Around  the  old  burial-grounds  of  London, 
when  abuses  were  at  their  maximum,  Mr.  Ed,  Chadwick's 
able  and  exhaustive  reports*  collected  a  number  of  facts, 
showing  that  the  general  rate  of  sickness  was  higher 
around  the  graveyards  than  elsewhere,  and  diseases,  such  as 

•  'A  Supplementary  Report  on  the  Results  of  a  Special  Innmry  into 
1  Towns.'    By  Edwin  Chadwick,  London, 
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typhus,  cholera,  and  erysipelas,  if  they  broke  out,  were 
especially  fatal  in  such  spots. 

Both  modem  and  past  research  has  shown  that  the 
earth  of  burial-grounds  is  permeated  by  the  gases  of 
decomposition  to  a  far  greater  extent  than  ordinary  earth  ; 
and  what  is  called  the  "  ground  air "  enters  into  houses  in 
large  quantities,  being  aspirated  by  the  columns  of  heated 
lighter  air  raised  by  the  warmth  of  our  household  hearths  ; 
hence  an  impure  ground  air  almost  necessarily  produces  an 
impure  house  air. 

The  chief  gases  are  carbonic  acid  gas  and  marsh  gas. 
One  of  the  more  exact  recent  researches  on  the  amount  of 
Carbonic  acid  gas  is  that  by  Dr.  Hesse.*  In  an  elaborate 
research  on  various  graveyards,  his  chief  conclusions  are — 

That  the  ground  air  of  churchyards  is,  almost  without 
exception,  richer  in  carbonic  acid  gas  than  the  ground 
air  of  other  places. 

That  the  richness  of  the  ground  air  depends  upon  the 
decomposition  of  the  bodies,  and  is  intimately  con- 
nected with  the  penetrability  of  the  coffin  and  the 
looseness  of  the  graveyard  soil. 

That  the  content  of  carbonic  acid  gas  commences  to 
increase  from  the  moment  of  burying ;  in  from  two 
weeks  to  three  months  it  reaches  its  maximum ;  it 
then  begins  to  decrease — the  rate  of  diminution  is 
slower  than  that  of  increase.  The  minimum  amount 
of  carbonic  acid  is  reached,  at  the  latest,  in  from  ten  to 
twenty  years. 

I  know  of  no  recent  experiments  as  to  the  organic 
impurities  of  the  ground  air  of  graveyards,  but  we 
may  from  analogy  conclude  that  it  will  be  more  germ- 
rich  than  ordinary  air. 

Springs  in  the  neighbourhood  of  churchyards  have  been 

noticed  to  be  unusually  charged  with  carbonic   acid 
gas,  and  occasionally  to  be  contaminated  without  any 

•  *  Uebcr  den  Kohlensauregehalt  der  Graberluft,'  von  Dr.  W.  Hesse. 
Archiv  fur  Hygiene.    Erster  Band,  4.  Heft.    Munchen  und  Leipzig 
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obvious  cause,  save  from  the  proximity  of  human 
remains.  For  the  most  part,  however,  the  evidence  as 
to  the  pollution  of  water  is  of  a  conflicting  character. 
Some  years  ago  i  examined  a  number  of  springs  in 
the  neighbourhood  of  churchyards  in  Devonshire, 
but  they  none  of  them  showed  any  difference  in 
composition  from  the  other  springs  of  the  district 
The  power  of  the  earth  to  assimilate  and  retain 
organic  matters  of  the  kind  is  so  considerable,  that 
contamination  of  water  will  only  take  place  under 
exceptional  circumstances. 


A  Rational  Process  of  Buriai. 

§  14.  If  we  continue  to  bury  our  dead,  the  best  process 
to  my  mind  would  be  to  begin  on  a  new  plan  entirely ; 
to  bury  only  one  body  in  a  grave  at  a  minimum  depth  of 
six  feet ;  to  abolish  the  use  of  vaults ;  to  allow  no 
irremovable  headstones  or  monuments  over  graves;  and 
to  cause  at  the  end  of  a  certain  number  of  years  reversion 
to  agricultural  purposes. 

The  general  details  of  this,  what  I  venture  to  call  the 
rational  system,  is  as  follows  : — 

First  as  to  the  space  required. 

In  calculations  as  to  the  space  required,  we  must 
allow  for  spaces  between  each  grave,  to  avoid  the  un- 
covering of  the  coffin  in  one  grave  in  opening  another,  and 
accident  from  collapse  of  the  sides  of  the  graves,  and  also 
must  allow  for  paths  or  walks. 

The  average  dimensions  of  an  adult  coffin  are  six  feet 
three  inches  by  one  foot  nine  inches,  so  that  3887  coffins 
could  be  packed  side  by  side  in  an  acre  of  ground  ;  but  Uie 
proper  space  to  give  to  each  adult  coffin,  which  will  allow 
for  walks,  &c,  may  be  put  at  forty-eight  square  feet,  for 
children  between  five  and  fifteen,  twenty-four  square  feet, 
:uid  for  children  under  five,  twenty  square  feet. 
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In  the  year  1882,  there  died  in  London  82,913  people; 
of  these  36,286  were  infants  under  five,  4126  were  under 
fifteen,  and  42,501  were  adults.  The  amount  of  burying 
spage  that  they  would  require,  supposing  each  body 
occupied  one  grave,  and  one  only,  would  be  as  follows : — 


Square  feet. 

36,286  X  20  =  725,720 
4,126  X  24=   99,024 

42,501        48=2,040,048 


2,864,79a 


Or  very  nearly  sixty-six  acres;  allowing  for  increase  of 
population,  seventy  acres  of  ground  would  receive  decently 
all  the  London  dead  for  1884. 

Taking  London  as  an  example,  plots  of  a  hundred  or 
more  acres  would  be  selected  north,  south,  east,  and  west 
of  the  Metropolis,  drained  and  prepared.  Great  granite 
blocks  as  boundaries  would  be  placed  along  the  four  sides 
of  the  area,  and  from  these  fixed  points,  lines  would  be 
drawn  mapping  out,  and  dividing  the  whole  area  into 
latitudes  and  longitudes,  so  to  speak.  By  these  simple 
means  the  position  of  a  grave  could  be  determined  at  any 
distance  of  time. 

Temporary  crosses  might  be  permitted,  but  no  headstones 
or  monuments.  The  departed  may  be  commemorated  by 
cenotaph,  by  the  adornment  of  public  buildings,  the  erection 
of  works  of  art  All  of  these  modes  of  commemoration 
are  more  lasting  than  those  usually  adopted. 

At  the  end  of  five  years  from  the  last  burial,  the  ground 
in  any  plot  would  be  cultivated  but  not  built  upon.  Some 
might  be  turned  into  plantations,  some  into  pasture  or 
arable  land.  In  either  case,  beneath  the  waving  corn,  or  the 
stately  pines,  the  remains  would  be  free  from  desecration  ; 
their  exact  site  could  be  determined,  by  the  aid  of  the 
permanent  boundaries,  with  mathematical  certainty ;  the 
earth  would  not  be  robbed  of  fertilising  material,  and  the 
acres  and  acres  of  cemetery  ground  which  is  now  being 
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continually  withdrawn  from  its  office  as  a  food  producer 
would  be  utilised.  The  areas  would  remain  for  many  years 
as  open  spaces ;  but  should  a  quarter  of  a  century  elapse 
since  the  last  burial,  and  some  urgent  public  necessity  arise 
for  conversion  of  such  an  area  to  other  than  agricultural 
uses,  then  I  see  no  objection  to  such  conversion,  provided 
due  notice  be  given  of  the  fact,  and  relatives  be  permitted 
to  remove  the  remains  of  their  ancestors  should  they  choose 
to  do  so.  Nor  do  I  see  any  reason  why,  after  a  sufficiently 
long  period,  such  an  area  could  not  be  again,  if  necessary, 
converted  into  a  burial-ground. 

Few  people,  save  those  who  have  examined  Into  the 
subject  fully,  realise  the  extent  to  which  nearly  every  old 
burial-ground  has  been  disturbed.  I  have  seen  gravestones 
built  into  the  walls  of  dwellings,  and  cottage  floors  paved 
with  them."  At  Shebbear,  in  North  Devon,  in  the  repair 
of  the  church  many  years  ago,  a  very  large  number  of 
human  remains  were  heaped  up  outside  the  door  of  the 
village  inn.  After  a  time  some  of  the  bones  were  carted 
away  by  a  farmer,  and  he  manured  his  fields  with  them ; 
but  most  of  the  heap  still  remains,  and  when  Medical  Officer 
of  Health  in  tliat  part  I  carefully  examined  it,  and  ascer- 
tained the  truth  of  the  story. 

The  history  of  burying-places  plainly  shows  that,  what 
with  the  gravedigger  and  the  alteration  and  enlargement 
of  churches,  no  corpse  is  safely  or  permanently  placed  in 
the  old  yards  ;  and  if  this  is  true  of  the  old,  it  will  also  hold 
good  with  the  new.  There  must  come  a  time  when  the 
great  cemeteries  will  be  permanently  closed,  when  the 
monuments  and  stones  will  be  neglected  and  decay,  and 
then  the  ground  will  revert  to  other  uses.  My  proposal  Is 
an  anticipation  of  this,  the  reversion  being  sooner,  and  the 

■  "  Sepulchral  siones  of  the  seventeenth  century  are  rare,  for  the 
uliliiarian  churchwardens  of  a  former  generation  sent  a  large  number 
to  Newcastle  to  be  turned  inio  grindstones,  and  in  1796  Ihey  disposed 
of  a  further  quantity  for  ^38,  and  obtained  zs.  6d.  for  a  stone  figure." 
— ("  St.  Nicholas'  Church,  Yarmouth  "),  '  Perlustralion  of  Great  Yar- 
mouth.'   By  Charles  John  Palmer. 
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method  of  burial,  I  believe,  more  sanitary  and  rational. 
The  proposal  will,  no  doubt,  to  those  to  whom  every  reform 
relative  to  interment  is  looked  upon  with  disfavour,  be 
characterised  as  a  scheme  to  raise  cabbages  and  turnips 
from  our  defunct  relatives.  Some  will  oppose  any  sugges- 
tion favouring  the  use  of  what  they  would  call  unconsecrated 
ground ;  and,  lastly,  there  is  the  objection  to  be  met  that, 
in  course  of  time,  there  would  be  no  rood  of  ground  in  the 
island  which  had  not  received  a  body. 

§  15.  The  transformation  of  the  offensive  products  of 
decay  into  the  vegetable  world  is  the  natural  metamorphosis 
which  is  going  on  for  ever  and  for  ever,  the  building  up  of 
the  fabric  of  life  from  the  quarry  of  death.  It  is  impossible 
to  say  whether  the  nitrogen,  the  carbon,  the  phosphates  in 
the  bread  we  eat,  have  ever  formed  an  integral  part  of  our 
ancestor  or  not  The  grass,  the  flowers,  and  the  corn,  raise 
their  slender  stalks  pure  and  unsullied  from  the  soil,  most 
of  which  has  in  some  form  or  other  itself  lived.  If,  indeed, 
we  are  to  be  so  sensitive  in  our  food  as  to  trace  its  origin 
to  the  corruption  from  whence  it  derives  so  many  qualities, 
and  to  reject  all  foods  which  have  been  fertilised  with  what 
we  might  regard  repulsive  and  offensive  matters,  there 
would  be  little  left  to  eat  With  regard  to  the  objection  to 
burial  in  unconsecrated  ground,  it  surely  is  irreligious  to 
regard  any  ground  whatever  as  unconsecrated.  To  me  it  is 
all  consecrated,  and  I  refuse  to  believe  any  ceremonial 
sanctifies  a  piece  of  ground  in  a  higher  degree  than  the 
sanctification  it  receives  when  a  good  man's  bones  are  there 
interred. 

Lastly,  with  regard  to  the  gradual  conversion  of  the 
whole  island  into  a  burying-ground.  There  are  about 
18,500,000  acres  in  England  which,  mainly  consisting  of 
meadows  and  pasture  land,  may  be  considered  more  or  less 
available  for  burial  ;  taking  as  the  basis  the  former  calcula- 
tions, viz.,  66  acres  for  83,000  interments,  it  follows  that  in 
round  numbers  19,340  millions  could  on  such  an  area  be 
buried,  each  in  separate  graves,  and  that  at  the  rate  of 
600,000  deaths  annually  it  would  take  30,000  years  before 
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necessarily  the  old  graves  would  be  re-opened  and  again 
utilised.* 

5  i6.  Other  minor Teformed  systems  of  burial  have  been 
suggested.  Thus  it  has  been  proposed  to  bury  in  charcoal, 
that  is,  to  encase  the  corpse  in  this  material.  Experiments 
have  shown  decomposition  goes  on  in  the  presence  of 
charcoal  almost  without  odour,  and  the  proposal  is  sensible 
and  scientific.  Persons  dying  of  virulent  fevers  are  some- 
times buried  in  quicklime ;  such  a  method  has  the  advantage 
of  absorbing  both  the  liquid  and  most  of  the  gaseous  pro- 
ducts of  decay  ;  it  is  also  popularly  supposed  to  destroy  the 
body,  but  if  examined  its  action  is  only  superficial,  the  con- 
tinued evolution  of  carbonic  acid  gas  soon  turning  the  lime 
into  the  inert  carbonate.  Burial  by  encasing  the  coffined 
body  in  disinfectants,  or  the  placing  a  deep  layer  of  dry 
carbolic  acid  powder,  or  Sanitas  powder  over  the  coffin  in 
the  grave  itself,  are  all  attempts  to  make  earth  burial 
inoffensive  to  the  living,  and  should  be  encouraged 

§  17,  Mr.  Seymour  Haden  has  advocated  with  great  force 
inhumation  without  coffins ;  he  would  have  the  earth  in 
direct  contact  with  the  corpse.  There  is  no  doubt  whatever 
that  if  the  burying-placcs  possess  a  suitable  soil,  or  if  where 
the  soil  is  unsuitable  the  ground  be  "  made,"  such  a  method 
is  generally  far  preferable  to  "  coffined  "  interments.  A 
fine  granular  mould  rich  in  carbon  has  extraordinary  anti- 
septic properties,  and  if  the  grave  be  dug  sufficiently  deep, 
the  corpse  will  not  be  preyed  upon  by  the  grosser  forms  of 
life.  On  the  other  hand,  after  death  from  infectious 
diseases,  a  coffin  gives  an  opportunity  of  encasing  the  body 
with  disinfectants  and  facilitates  its  removal,  and  in  such 
instances  the  disuse  of  a  coffin  might  not  be  free  from 
danger.  Mr.  Hadcn's  plan  might  also  be  found  inappli- 
cable to  certain  clayey  grounds  at  present  used  as  burying- 

*  The  lota.1  amount  of  land  in  England  required  to  start  the  scheme 
would  be  a  quantity  sufficient  for  five  years,  vii.,  about  2400  acres  (or 
say  2500  acres) ;  after  the  five  years  a  fifth  of  the  original  land  taken 
would  be  yearly  reverting  to  the  agriculturist,  and  a  fresh  fifth,  or  a 
little  more,  according  to  increase  of  population,  brought  imder  biuiaL 
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places ;  such  soils  are  apt  to  crack  iq  dry  weather,  and  are 
only  in  a  small  degree  antiseptic 


Deep-sea  Burial. 

§  18.  A  great  naval  and  maritime  power,  an  insular 
position,  the  coast  accessible  from  the  most  central  parts  of 
the  country  by  rail,  all  afford  considerable  facilities  for  the 
disposal  of  the  dead  by  sinking  them  to  the  depths  of  the 
ocean.  As  it  is,  a  vast  number  of  seamen  and  passengers 
each  year  receive,  either  as  the  result  of  fatal  maladies  at 
sea  or  of  shipwreck,  ocean  burial,  and  it  has  been  proposed 
to  supplant  inhumation  by  submersion.  The  advantages 
claimed  are :  that  the  dead  would  be  removed  completely 
from  the  living ;  that  in  the  stillness  of  the  great  deep  no 
desecration  is  possible ;  and  that  the  departure  of  the  ship 
with  its  melancholy  freight,  the  consignment  of  its  burden 
with  fitting  ceremony  to  the  last  resting-place,  would  be  not 
destitute  of  solemnity,  and  such  a  method  would  be 
peculiarly  suitable  to  a  sea-loving  nation. 

On  the  other  hand,  there  are  fatal  objections ;  imagine 
over  800,000  corpses  carried  out  yearly  from  our  ports,  the 
transit  by  rail,  the  delays  in  the  stormy  periods  of  the  year 
from  stress  of  weather,  the  liability  to  shipwreck,  and  the 
absolute  necessity  for  the  vessels  to  go  far  out  to  sea,  for 
public  opinion  would  never  tolerate  the  deposition  of  the 
bodies  in  the  channel,  or  any  comparatively  shallow  water 
near  the  shore,  but  they  must  be  conveyed  to  parts  of  the 
ocean  so  deep  as  to  preclude  the  possibility  of  the  attacks 
of  fish;  and  besides  which  the  objection  urged  against 
cremation,  viz.,  that  it  too  effectually  disposes  of  the  body, 
rendering  certain  crimes  difficult  of  detection,  would  also 
apply  here,  and  with  greater  force. 

Fire  Burial. 

§  19.  I  pass  now  to  two  opposite  methods  of  disposal, 
the  one,  fire  burial,  cremation,  or  destruction  ;  the  other, 
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embalmment,  or  the  preservation  of  the  dead.  In  perfect 
cremation  "  what  the  sun  has  compoimded  the  fire  analyseth, 
not  transmuteth."  The  water  of  the  body  is  driven  off  as 
steam,  the  nitrogen  as  nitrogen,  the  carbon  as  carbonic 
acid  gas  ;  the  earthy  matters  alone  remain  as  a  white  ash. 

As  in  earth  burial  so  in  fire  burial,*  1  see  no  grounds  for 
believing  that  its  origin  was  other  than  religious.  Writers 
have  ascribed  to  primitive  races  a  sanitary  forethought 
which  they  never  possessed.  The  Northmen  believed  that 
the  soul  came  down  in  the  lightning  to  each  babe  that  was 
born,  and  that  which  came  down  from  Heaven  in  fire  should 
so  return.  That  the  Greeks  in  times  of  plague,  as  well  as 
the  Hebrews  on  the  field  of  battle,  burnt  their  dead,  was  a 
proceeding  more  in  the  nature  of  a  propitiatory  sacrifice 
than  founded  upon  ideas  so  far  in  advance  of  their  time  as 
those  of  preventive  medicine.  Early  Christianity  laid  great 
stress  upon  the  resurrection  of  the  body.  The  Day  of 
Judgment  was  considered  imminent ;  the  early  Christians 
may  be  said  for  many  generations  to  have  lived  in  daily 
expectation  of  the  final  doom  and  destruction  of  all  things ; 
they  therefore  naturally  look-ed  \vith  disfavour  on  any 
attempt  to  disfigure  that  earthly  tabernacle  which  at  the 
most  in  a  few  years  was  to  be  retenanted  by  the  souL 
But  in  this  century,  however  strongly  people  may  believe 
in  the  tenets  of  resurrection,  to  imagine  that  the  uncon- 
sumed  body  is  necessary  for  a  participation  in  resurrection 
would  be  to  deny  the  rising  of  the  most  eminent  saints  and 
martyrs  who  have  been  so  freely  burnt  by  rival  sects. 
Hence  we  find  members  of  the  churches  of  England  and 
Rome,  and  deeply  religious  men  of  all  persuasions,  ready 
to  take  a  common-sense  view  of  cremation,  and  whatever 
objections  they  may  raise   against    its    practice,  hitherto 

•  "  Others  conceived  it  most  natural  to  end  in  lire,  as  due  unto  the 
master  principle  in  the  composition,  according  to  the  doctrine  of  I 
Heraclitus,  and  therefore  heaped  up  large  piles  more  actively  to  waft  i 
them  toward  that  element,  whereby  they  also  declined  a  visible  der  1 
generation  into  worms,  and  left  a  lasting  parcel  of  their  composition  t  [ 
'  Mydriotaphia.' 
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there  has  been  no  very  strong  or  united  opposition  on 
the  score  of  impiety.  This,  I  think,  is  a  matter  of  con- 
gratulation, for  such  opposition  is  in  its  nature  permanent, 
and  not  to  be  overcome  by  ai'gument 

The  practical  aspects  of  cremation  have  recently  received 
a  fresh  impetus  in  the  form  of  a  declaration  by  Chief 
Justice  Stephen,  to  the  effect  that  there  was  nothing  in 
the  English  law  forbidding  cremation  ;  and  by  a  Bill  which 
was  introduced  into  Parliament,  with  the  object  of  enacting 
regulations  so  as  to  ensure  that  the  practice  of  cremation 
was  not  applied  to  the  concealment  of  crime.  The  Bill 
was  rejected,  but  the  reception  it  met  with  in  Parliament, 
the  moderation  of  the  discussion,  and  the  general  tone  of 
the  Press  outside,  plainly  showed  what  a  change  had  taken 
place  in  English  opinion  since  the  appearance  of  Sir  Henry 
Thompson  s  elegant  brochure,  and  of  Mr.  Eassie's  numerous 
uTitings. 

The  only  objection,  of  course,  to  cremation,  is  that  the 
future  identification  of  the  dead,  and  above  all  the  dis- 
covery of  organic  poison  in  cases  where  murder  has  been 
committed,  would  be  rendered  impossible. 

The  supporters  of  cremation  desire  to  make  it  universal, 
and  to  encourage  especially  the  poor  to  avail  themselves  of 
this  method.  If  this  principle  is  still  to  be  adhered  to,  I 
cannot  see  any  way  of  examining  the  corpse  before  crema- 
tion, for  the  simple  reason  that  all  scientific  examination 
must  necessarily  be  expensive.  The  suggestion  of  Dr. 
Cameron,  that  a  medical  officer  of  health's  duty  would  be 
to  properly  inspect  the  body  for  a  fee  of  five  shillings,  would 
not  be  received  favourably  by  my  profession  ;  on  the  other 
hand,  if  cremation  be  considered  the  luxury  of  those  who 
can  afford  an  extra  guinea  or  so,  legislation  of  an  effective 
character,  affording  every  precaution  against  the  burning  of 
a  poisoned  body,  would  be  easy.  The  simplest  way  would, 
I  think,  be  to  enact  that  any  one  desiring  the  cremation  of 
his  friend  or  relative  should  give  notice  to  the  coroner,  who 
thereupon  would  direct  a  medical  man  to  at  once  visit  the 
case,  make  a  post-mortem,  and  give  the  coroner  a  written 
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report ;  upon  this  report,  if  favourable,  the  coroner  would 
give  his  certificate  for  the  cremation.  If  there  were  sus- 
picious circumstances,  the  coroner  would  act  as  in  any 
other  case. 

The   expense  of   the   medical    examination   would,   of 
course,  fall  upon  the  relatives  of  the  deceased. 


Embalmment. 


§  20.  Embalmment,  carried  to  such  a  perfection  by  the 
Egyptians,  like  all  the  rest,  depended  in  its  origin  upon 
religious  faith.  If  the  Egyptians  believed  that  after 
numerous  metamorphoses,  in  some  three  thousand  years, 
the  soul  would  again  retenant  the  body,  it  was  only  natural 
that  they  should  take  the  most  extraordinary  pains  to 
preserve  that  body. 

The  usual  method  in  the  present  day  is  to  inject  a 
solution  of  chloride  of  zinc,  dissolved  in  alcohol,  into  the 
vessels,  so  that  the  finest  blood  channels  are  filled  with  the 
preservative  liquid.  A  corpse  thus  treated  becomes 
wonderfully  hard  and  resistant  to  ordinary  processes  of 
decay. 

There  are  many  cases  in  which  embalmment  may  be 
necessary,  such  for  example  as  for  purposes  of  identifica- 
tion. I  have  a  strong  opinion  that  all  persons  found 
dead  in  the  streets,  and  not  identified,  should  be  in- 
jected with  a  preservative  and  antiseptic  liquid,  and 
remain  unburied  in  some  special  place  for  many  months ; 
and  thus  give  opportunities  of  solving  the  problem  of 
what  are  called  "mysterious  disappearances."  The  trans- 
portation of  human  remains,  also,  from  one  country  to 
another  necessitates  some  more  scientific  method  than  was 
adopted  in  the  historical  case  of  the  great  admiral  whose 
body  is  said  to  have  been  brought  home  in  a  barrel  of 
rum. 

It  is  also  a  question,  whether,  if  vault  interments  are  to 
continue,  some    modified    form   of   embalmment    should 
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not  be  rendered  compulsory,  so  as  to  lessen  the  risk  of 
injurious  emanations. 


Funerals. 

§  21.  I  have  left  for  final  consideration  the  general 
subject  of  funerals.  In  Goethe's  Autobiography,  it  is 
related  how  a  man  of  fame,  wealth,  and  influence,  by  the 
name  of  Ochsenstein,  gave  strict  directions  that  after  his 
death  he  should  be  carried  to  the  grave  in  the  stillness  of 
early  morning,  without  any  pomp,  ceremony,  or  pro- 
cession. The  injunctions  strictly  followed,  in  a  city 
remarkable  for  the  display  and  sumptuousness  of  its 
funeral  processions,  made  a  profound  sensation.  In  a  little 
while  what  were  satirically  called  Ox-funerals  became 
frequent,  and  display  generally  was  diminished. 

I  would  that  an  English  Ochsenstein  could  be  found,  and 
that  the  same  effect  would  follow. 

The  anti-Christian  origin  of  the  black  plumes,  the 
hideous  hearse,  the  hatbands,  the  mutes,  and  the  general 
ceremonial  has  so  often  been  pointed  out,  that  I  will  not 
dwell  upon  it  The  efforts  to  show  respect  for  the  dead 
are,  among  the  poorer  and  middle  classes,  made  at  the 
expense  of  the  living ;  the  portion  of  the  widow  and  the 
orphan  is  cast  into  the  grave,  and  there  buried. 

The  crowd  of  gaping,  idle  people  round  the  door  of  the 
darkened  house  ;  the  passage  of  the  cortfege  in  the  crowded 
streets,  along  which  no  person  removes  his  hat,  no  carriage, 
cab,  omnibus,  or  waggon  slackens  its  pace ;  the  drinking  at 
public-houses  of  the  drivers,  mutes,  and  bearers ;  with  many 
other  objectionable  accompaniments;  show  that,  from 
beginning  to  end,  the  majority  of  funeral  processions  are 
in  ceremonial  without  meaning,  in  costume  an  offence  to 
the  eye,  and  as  a  whole  sadly  destitute  of  impressiveness 
and  respect 

A  great  deal  of  the  display  at  funerals  is  for  the  public 
gaze,  and  supposing  that  funerals  took  place  between  4  and 
8  A.M.,  such  a  simple  alteration  would  strike  a  blow  at 
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much  of  the  unnecessary  expense,  and  be  a  first  step  to 
reform.  There  would  be  also  other  advantages,  such  as  the 
non-interference  with  traffic,  the  stillness  and  solemnity  of 
the  early  mom,  the  absence  of  crowds  around  the  house; 
and  in  the  case  of  the  poor,  the  facility  that  it  would  give 
to  the  working  classes  to  attend  a  funeral  without  necessarily 
losing  a  day's  work. 

5  23.  In  conclusion,  I  may  say  that  all  who  have  given 
any  attention  to  the  subject  are  unanimous  in  one  point 
only — the  necessity  of  further  reform  in  the  present  methods 
of  registering  the  cause  of  death,  and  of  conducting  burial; 
but  as  to  the  direction  reform  should  take,  there  is  the 
greatest  diversity  of  opinion.  Whether  ourselves  or  our 
descendants  are  to  be  resolved  by  fire,  or  buried  in  sea  or 
earth — so  long  as  the  method  finally  adopted  injures  not 
the  living ;  so  long  as  it  preserves  decency,  and  in  no  way 
impairs  reverence — the  outcome  of  the  controversy  matters 
little. 


CREMATION. 
By  W.  Eassie,  C.E. 


The  time  has  gone  by  when  the  advocacy  of  cremation  of 
the  dead  necessitated  an  apology,  and  we  have  lived  to  sec 
some  of  its  bitterest  opponents — men  who  had  abstrusely 
searched  for  objections — positively  commit  themselves  to  the 
fact  that  the  depurating  power  of  the  earth  has  been  grossly 
overestimated,  and  that  the  universal  destroyer  fire  is  the 
only  innocuous  agent  for  complete  dissolution.  Nine  years 
ago  an  untenable  idea  was  promulgated  to  the  effect  that 
the  process  of  cremation  would  rob  nature  of  a  most  certain 
loss  of  ammonia,  and  the  direst  results  were  prophesied. 
This,  the  most  discreet ly-ui^ed  weapon  against  what  we 
must  now  characterise  as  a  great  reform,  fell  abjectly  to  the 
ground,  for  tt  was  an  objection  evidently  manufactured  to 
order. 
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It  would  appear  to  me,  and  I  have  been  at  considerable 
pains  to  adjust  my  ideas  on  the  subject,  that  the  declina- 
tion of  the  human  race  in  populous  countries  began  with 
the  time  when  dead  humanities  began  to  be  huddled 
together  in  grounds  apportioned  for  their  reception.  The 
mistake  has  been  in  believing  that  the  near  association  of 
bodies  of  a  kindred  character  in  a  churchyard  is  alone  com- 
patible with  a  veneration  of  the  dead ;  and  if,  during  the 
present  century,  this  idea  can  be  disabused,  the  remaining 
centuries  will  mark  this  one  with  a  white  stone.  An  almost 
countless  number  of  men  have  testified  to  the  shortcomings 
of  burial  in  the  earth,  and  as  a  mere  satisfaction  to  myself, 
but  thinking  at  the  same  time  that  it  might  be  interesting, 
I  took  the  trouble  to  count  the  number  of  recorded  works 
upon  the  disposal  of  bodies,  and  I  find  that  between  1539 
and  1843,  not  less  than  59  publications  were  issued  in 
divers  countries.  From  1843  up  to  this  month  of  1884, 
506  works  or  articles  nave  been  published  upon  the  same 
subject,  and  I  will  most  willingly  furnish  a  list  of  these 
works  to  any  one  desiring  it  An  idea  of  when  the  works 
upon  cremation  and  kindred  subjects  will  terminate  could 
only  be  furnished  by  anyone  possessing  a  knowledge  of 
when  earth-burial  shall  have  become  almost  entirely 
abrogated. 

Within  the  past  few  years  the  minds  of  Her  Majesty's 
lieges  have  been  very  much  exercised  with  respect  to  the 
disposal  of  their  dead,  and,  to  my  knowledge,  scores  of 
more  or  less  public  societies  have  discussed  Cremation 
versus  Inhumation,  and  the  secretaries — many  of  them 
eminent  men — have  been  kind  enough  to  forward  me  the 
results  of  the  voting.  I  should  say  that  only  one  adverse 
majority  was  reported  in  thirty  divisions. 

Being  the  Honorary  Secretary  of  the  Cremation  Society 
of  England — and  I  deem  it  an  honour,  in  these  days  of 
vaunted  reform,  to  hold  such  a  post — I  am  in  a  position  to 
guarantee  these  aforesaid  facts ;  and  having  been  the 
welcome  recipient  of  thousands  of  letters  upon  the  subject 
within  the  last  few  years,  and  having  a  lively  knowledge  of 


the  history  of  other  sanitary  reforms,  as  a  member  of 
council  of  sundry  well*known  societies,  I  am  perforce 
simply  discharging  myself  of  ray  conscience  to  the  public 
to  say  that,  in  my  opinion,  the  question  of  the  disposal  of 
the  dead  transcends  in  importance  almost  every  other 
question.  The  gong  of  Cremation  was  first  struck  in 
England  by  Sir  Thomas  Browne  in  1858,  the  necessity  for 
reform  in  burial  drummed  forth  by  Mr,  E.  Chadwick,  C.B,, 
in  1845,  and  the  last  and  most  effectual  clangour  upon  the 
gong  has  just  been  rehearsed  in  the  issue  by  Smith,  Elder 
&  Co.,  London,  of  those  most  masterly  pamphlets  of  Sir 
Henry  Thompson  and  Sir  Spencer  Wells ;  and  rather  than 
relegate  it  to  a  later  period,  I  would  call  attention  to  the 
fact  that  the  same  firm  publish  other  works  oo  Cremation, 
notably  the  '  Transactions  of  the  Cremation  Society  of 
England,'  which  has  been  made  replete  with  information, 

I  think  that  the  founders  of  the  Cremation  Society  of 
England  have  chosen  a  very  euphemistic  term  for  the  reduc- 
tion of  the  body  by  fire,  by  calling  it  Cremation,  for  the 
same  sound  is  shared  in  France,  Italy,  Spain  and  Portugal 
In  other  than  the  Latin  derived  countries  plain  speaking  is 
manifest.  Hence  the  words  leichenverbrennunq.  likfoR- 
BRANNINQ,  TODTENVERBRENNUNG.  FEUERBESTATTUNG. 
which  simply  mean  corpse-burning  and  fire-burial. 

It  was  under  the  head  of  fire-burial,  or  Fcuerbestattiuig. 
that  Dr.  Kinkel  pronounced  at  Dresden,  in  July,  1876,  one 
of  the  most  splendid  orations  extant  in  the  German  lan- 
guage, and  its  subject  was  Cremation,  and  a  more  enthu- 
siastic reception  could  not  possibly  have  been  accorded  to 
any  proposed  reform.  I  have  listened  subsequently  to  many 
speeches  in  Italy  corroborating  the  necessity  for  cremation, 
and  if  the  English-speaking  people  were  only  to  exercise  a 
tenth  power  of  the  energy  shewn  by  Italy  and  Germany 
the  rite  would  soon  reign  paramount  amongst  us. 

Thanks  to  the  boldly- pronounced  decision  of  Sir  James 
Stephen  during  the  late  trial  at  Cardiff,  Cremation  has  been 
lifted  upon  a  pedestal,  and  Law  has  pronounced  itself  one 
of  the  supporters  of  its  cscutclieon.     The  Council  of  the 
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Cremation  Society  of  England,  however,  knew  from  the 
foundation  of  the  Society,  that  cremation  was  not  illegal, 
and  it  was  only  in  deference  to  the  expressed  wishes  of  the 
late  Secretary  of  State  for  the  Home  Department  that  they 
surrendered  their  just  right  to  make  use  of  the  crematorium 
which,  at  considerable  expense,  they  had  erected  near 
Woking,  Surrey. 

The  crematory  furnace  consists  of  a  receiver,  a  furnace, 
and  a  chimney.  The  receiver — which  is  above  the 
crematory  chamber — is  a  flat-bottomed  chamber  open  at 
each  end,  one  of  which  communicates  with  the  upper  part 
of  the  furnace,  and  the  other  with  the  lower  part  of  the 
chimney.  The  furnace,  which  discharges  its  heat  into  the 
receiver,  is  somewhat  spacious,  sufficiently  so  to  produce 
the  necessary  heat  by  means  of  wood  fuel  only  if  found 
requisite.  The  chimney  is  also  of  sufficient  sectional  area 
to  remove  the  products  of  combustion  from  the  receiver  as 
well  as  the  furnace,  and  high  enough  to  permit  the  draught 
to  keep  above  the  gases  pervading  the  receiver,  and  prevent 
any  dispersion  of  heat  or  smoke  through  the  apertures 
around  the  receiver  or  cremation  chamber.  In  order  to 
perfectly  overcome  the  idea  as  to  any  organic  molecules 
escaping  from  the  shaft,  a  grating  is  placed  near  the  base 
of  the  chimney,  and  upon  this  a  portion  of  coke  is  kept 
burning.  The  products  of  animal  combustion  which  issue 
still  highly  heated  from  the  receiver  or  flue  for  gases,  are 
subjected  to  a  higher  temperature  in  passing  through  the 
burning  coke,  and  any  organic  matter  which  may  have 
resisted  or  escaped  the  first  combustion  are  destroyed  by 
the  second,  and  mix  harmlessly  with  the  atmosphere. 

The  idea  of  cremation  being  preferable  to  burial  has  been 
several  times  upheld  by  our  Judges,  and  in  March,  1882,  in 
the  Chancery  Division,  Mr.  Justice  Kay,  in  giving  judgment 
in  the  case  Williams  v,  Williams,  remarked  that  he  preferred 
cremation  to  burial  as  being  the  more  sanitary  practice. 
He  would  not,  however,  decide  the  question  as  to  whether 
a  man  could,  by  any  testament  of  his  during  his  lifetime, 
bind  his  executors  to  accord  his  body  the  rite.     It  would 


serve  no  useful  purpose  for  me  to  recite  to  you  the  many 
observations  and  opinions  of  eminent  legal  men,  sought  for 


by  the  Council  of  the  Cremation  Society  or  otherwise  made 
public,  and  it  will  be  sufficient  to  say  that  there  is  no  law 
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extant  which  could  bar  the  practice  of  Cremation  in  any 
part  of  the  British  realms.  The  cremation  of  an  English 
body,  in  Milan,  whither  it  was  forwarded  by  me,  on  the 
15th  of  April,  1878,  its  reduction  to  ashes  by  myself  and 
Italian  colleagues,  and  the  burning  of  the  body  of  an  infant 
by  Dr.  Price  in  Wales  on  January  13,  1884,  proved  plainly 
that  no  penalties  could  be  associated  with  the  practice  of 
cremation  in  our  country,  and  the  recent  three  cremations 
in  Dorsetshire  proved  the  same  thing,  if  further  evidence 
was  wanting  as  to  the  legality  of  the  practice. 

It  is  somewhat  astonishing  that  it  has  taken  so  many 
years  to  prove  to  the  public  that  this  bestowal  of  the 
bodies  was  perfectly  legal  all  along,  and  it  does  not  re- 
dound to  the  credit  of  English  jurisprudence  that  a  short 
time  ago  a  Rajah  who  consulted  me  as  to  burning  the  body 
of  his  Ranee  had  to  be  told  that  what  he  claimed  as  a 
right  in  India  could  not  be  accorded  him  in  the  capital  of 
the  Empire  except  at  a  risk  of  scandal.  Fortunately,  all 
this  misconception  has  perished,  and  nowadays,  provided 
the  rite  be  decently  performed  in  a  suitable  place,  no  ob- 
jection can  be  maintained.  It  is  here  that  the  prescience 
of  the  Cremation  Society  of  England,  which  was  founded 
in  1874  by  some  of  the  most  eminent  men  known  to 
science,  admirably  manifests  itself,  inasmuch  as  it  strove, 
and  has  already  succeeded,  in  exhibiting  to  the  English 
world  a  crematory  building  which  is  able  to  fulfil  all  that 
science  and  hygiene  demands.  Possibly,  as  time  rolls  on, 
some  cheaper  method  of  cremation  may  be  devised,  but  I 
do  not  think  that  anything  is  likely  to  supersede,  as  far  as 
facility  of  working  is  concerned,  the  crematory  at  Woking. 

No  temple  or  even  waiting-room  is  as  yet  attached  to  this 
crematory,  which  is,  as  yet,  only  the  necessary  crematory 
furnace ;  but  inasmuch  as  it  stands  upon  freehold  ground, 
considerately  laid  out  with  shrubs,  it  is  to  be  hoped  that 
the  thinking  public  will  willingly  contribute  towards  the 
erection  of  the  necessary  adjuncts.  One  lives  in  hopes 
even  that  some  giant  mind  will,  out  of  some  colossal  purse, 
enable  the  Society  to  complete  its  self-imposed  task  of 


shewing  how  cremation  can  be  performed  m  a  way  to 
satisfy  the  most  fastidious  sense  by  endowing  it  with  a 
sum  sufficient  to  prove  to  the  English  public  that  we  here, 
as  well  as  abroad,  are  minded  to  beautify  the  useful. 

It  must  be  understood  that  the  Cremation  Society  o( 
England  is  a  learned  Society,  and  that  it  is  not  founded 
for  trading  purposes.  It  was  established  to  prove  the  ad- 
vantages of  cremation  over  burial  in  the  earth,  and  to  shew 
how  expeditiously,  reasonably,  and  decorously  it  can  be 
carried  out  It  is  a  sign  of  the  times  that  the  Commissioners 
of  Sewers  of  the  City  of  London  appointed  a  sanitary 
committee  to  consider  the  advisability  of  building  a  crema- 
torium at  the  Ilford  Cemetery,  in  order  that  permissive 
cremation  should  be  fairly  established.  A  deputation  of 
its  notables  visited  the  Woking  Crematory  on  the  23rd 
of  April,  18S4,  accompanied  by  Sir  T.  Spencer  Wells,  Mr. 
Ernest  Hart,  and  other  eminent  members  of  the  Society, 
and  in  their  presence  I  reduced  124  lbs,  of  flesh  and  bone, 
forming  the  hinder  part  of  a  horse,  to  4  lbs.  of  ashes  in 
one  hour,  at  a  cost  for  fuel  of  five  shillings  and  ninepence. 

Previous  to  that,  however,  on  the  ist  of  April,  this  year, 
I  reduced  140  lbs.  of  a  cow,  containing  the  largest  bones, 
to  4|  lbs.  of  ashes  in  an  hour  and  a  half,  at  about  the 
same  cost. 

Some  of  the  ashes  of  this  last-mentioned  cremation  were 
exhibited  by  Dr.  Farquharson,  M.P.,  who  himself  witnessed 
a  cremation,  to  the  members  of  the  House  of  Commons, 
present  during  the  discussion  of  Dr.  Cameron's  Disposal  of 
the  Dead  (Regulation)  Bill,  and  they  were  justly  apostro- 
phised as  appearing  like  frosted  silver.  I  exhibit  before 
you  samples  of  a  cremation  carried  out  at  Woking, 
and  nothing  more  beautifully  resultant  could  be  desired. 
The  second  reading  of  Dr.  Cameron's  Bill  did  not  meet  the 
fate  which  it  deserved,  yet  the  division  was  in  many  senses 
a  veritable  triumph  for  cremation,  and  it  will  be  very  long 
indeed  before  the  earnest  speeches  of  Dr.  Cameron,  Sir 
Lyon  Playfair,  and  Dr.  Farquharson  will  be  forgotten. 

Upwards  of  fifty  lectures  have  been  publicly  delivered 
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upon  Cremation  since  the  foundation  of  the  Cremation 
Society  of  England,  on  the  13th  of  January,  1874,  and 
the  general  consensus  of  opinion  taken  from  the  audiences, 
has  been  in  favour  of  the  introduction  of  the  practice  into 
England.  Without  attempting  to  account  for  it  in  any 
way,  I  will  simply  record  that  in  point  of  numbers,  as 
regards  sequence,  the  supporters  rank  in  majority  thus : — 
(i)  Medical  men  and  surgeons ;  (2)  Ladies ;  (3)  Clergy- 
men ;  and  (4)  Military  men ;  the  remainder  belonging  to 
the  general  public  ;  and  it  is  a  matter  of  grief  that  well- 
known  sanitary  teachers  are  almost  conspicuous  by  their 
absence  from  the  roll-call  of  hygiene  in  this  direction.  We 
are  happy,  however,  in  numbering  in  the  ranks  such  a  pro- 
minent man  as  Prof  de  Chaumont,  F.R.S.,  who,  at  the 
conclusion  of  a  lecture  delivered  by  the  Rev.  Mr.  Voysey, 
B.A.,  at  Southampton,  on  the  loth  of  April,  1884,  expressed 
his  firm  belief  that  if  we  could  get  cremation  carried  out, 
it  would  go  an  immense  way  towards  preventing  the 
terrible  list  of  diseases  which  at  present  so  afflicted  hu- 
manity. This  is  exactly  in  harmony  with  words  contained 
in  a  letter  addressed  to  me  in  1876  by  that  renowned 
sanitary  pioneer.  Dr.  Parkes,  and  whose  colleague  I  had 
the  honour  to  be  during  the  Crimean  War  in  1856. 
And  it  is  a  very  curious  circumstance,  that  on  looking 
up  my  diary,  kept  at  the  time,  I  find  records  of  visits  paid 
to  Dardanus,  Troy,  and  elsewhere,  in  a  certain  June  now 
twenty-eight  years  ago,  and  among  the  list  of  those  who 
visited  the  Necropolitan  diggings  were  honoured  names, 
such  as  those  of  Dr.  Parkes,  Sir  T.  Spencer  Wells,  Sir 
John  Kirk,  Dr.  Beddoe,  F.R.S.,  and  others. 

Some  of  these  explorers  have  departed  for  the  silent 
land,  as  have  also  some  of  the  members  who,  under  Sir 
Henry  Thompson's  able  presidency,  founded  the  English 
Society.  Men,  I  mean,  such  as  the  late  Anthony  Trollope, 
Shirley  Brooks,  and  others. 

The  question  of  the  disposal  of  the  dead  has  exercised 
throughout  all  time  the  furthest  ingenuity  of  men,  and 
perhaps  none  but  fellow  members  of  the  Anthropological 
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Institute  are  able  to  form  any  tolerable  estimate  of  the 
apparent  perversity  with  which  they  have  acted.  In  some 
countries  burial  alone  is  performed,  in  others  cremation,  in 
some  desiccation,  in  others  ocean  burial,  and  in  my  work 
upon  Cremation  I  have  instanced  some  very  peculiar 
methods  of  disposal  of  the  dead.  It  would  project  beyond 
the  scope  of  this  paper,  however,  to  refer  to  the  multifarious 
methods  of  dealing  with  the  dead,  and  the  jousts  are  open 
only  for  Cremation  versus  Inhumation,  or  Fire-burial 
versus  Earth-burial,  as  the  Germans  very  practically  desig- 
nate it. 

I  would  not  insult  my  hearers  by  attempting  to  relate  the 
dangers  due  to  burial  in  the  earth,  for  to  do  so  would  be  simply 
to  repeat  what  I  believe  almost  everyone  has  read  himself  or 
imagined  for  himself.  I  am  myself  tired  with  registering 
cases  wherein  disease  has  accompanied  burial,  and  if  I 
were  to  give  to  you  even  in  the  most  condensed  form  pos- 
sible the  sense  of  the  twelve  hundred  and  forty  pages  of 
scraps  relating  to  the  disposal  of  the  dead  which  I  have 
collected  for  myself,  and  which  remain  in  my  possession, 
you  would  not,  I  am  sure,  be  more  convinced  than  you  are 
now  that  wells  can  be  poisoned,  the  air  polluted,  and  disease 
result  from  the  disturbance  of  ground  where  it  was  hoped 
that  epidemical  disease  was  finally  laid  to  rest.  Dr.  J. 
Comyns  Leach,  in  his  paper  read  before  the  Popular 
Scientific  Society  at  the  Aquarium,  on  the  2Sth  of  March, 
1884,  described  how  it  was  possible,  arguing  upon  the 
lines  taken  up  by  M.  Pasteur,  that  even  the  very  worms 
which  work  themselves  through  an  infected  spot  of  earth 
are  capable  of  bringing  to  the  surface  those  pores  or  germs 
which  are  capable  of  transmitting  the  specific  disease. 
Medical  works  might  really  become  interlined  throughout 
if  they  were  to  do  full  justice  to  tlie  reports  of  diseases  en- 
gendered in  this  way  ;  and  it  is  something  horrible  to 
contemplate  that  not  only  a  spadeful  of  earth,  but  that  a 
piece  of  brick  can  contain  lurking  organisms  of  possible 
danger.  This  has  been  proved  by  M.  Parize,  and  the  pro- 
pagation of  a  malarious  fever  in  San  Francisco  has  even  been 
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traced  to  decaying  woodwork.  Given  a  body  which  has 
succumbed  to  confluent  small-pox,  and  which  has  been 
interred  in  ground  unsuitable  for  resolution,  what  fatal  con- 
sequences might  be  predicted  from  the  exposure  of  the 
organisms  that  must  harbour  in  its  rotting  wooden 
enclosure. 

It  has  been  reported  that  the  population  of  a  small 
town  in  Gloucestershire  was  decimated  in  1843  by  the 
dispersal  of  the  superfluous  earth  of  the  burial-ground 
for  manure  by  well-meaning  authorities.  Surely  all 
this  points  towards  acclaiming  a  necessity  for  a  purify- 
ing fire  to  intervene  between  the  dead  and  living.  The 
objections  made  to  cremation  are  many,  and  appear  for- 
midable, but  when  confronted  they  fade  into  nothingness. 
Some  hold  that  the  body  should  not  undergo  cremation 
because  the  body  of  our  Saviour  did  not  Others  object  to 
the  rite  because  it  does  a  certain  moral  cruelty  to  the  body 
which  did  not  deserve  penal  treatment  Some,  again, 
clamour  against  cremation  because  it  militates  against  a 
belief  in  the  resurrection,  and  it  is  especially  objectionable 
to  those  who  believe  in  the  resurrection  of  our  present 
bodies.  Well  might  the  Earl  of  Shaftesbury  remark  to  Sir 
Spencer  Wells,  that  if  utter  obliteration  followed  cremation, 
what  would  become  of  the  blessed  martyrs  ?  Others  urge 
that  the  practice  of  cremation  would  bring  about  a  dis- 
respect to  the  dead,  and  would  be  a  palpable  return  to 
paganism.  Minor  wailers  describe  it  as  a  horrifying  rite, 
and  some  scientists  proclaim  it  because  it  would — especially 
if  made  compulsory — despoil  our  museums  and  medical 
schools  of  many  interesting  specimens  for  future  study. 

The  only  tangible  objection  made  to  cremation  is  that 
it  might  perchance  serve  as  a  screen  to  poisoners,  and 
prevent  the  disclosure  of  their  crimes.  This  is  an  objec- 
tion which  can  be  overcome  in  several  ways.  The  objec- 
tion does  not  apply  everywhere,  because  persons  die 
every  day  of  easily-determined  causes,  such  as  small-pox, 
fever,  consumption,  drowning  and  erther  accidents,  murder 

by  weapons  and  suicide,  and  no  cavil  need  obtrude  in  such 
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cases.  With  regard  to  more  doubtful  deaths,  it  would  be 
necessary  to  make  sure  that  the  body  exhibited  no  traces 
of  poison,  or  that  certain  small  portions  of  the  body  should 
be  removed  therefrom  and  kept  for  a  few  years.  For 
instance,  a  small  portion  of  the  stomach  and  intestines  and 
their  contents,  in  case  of  vegetable  poisoning,  and  a  small 
portion  of  the  liver  should  mineral  poisoning  be  suspected. 
There  is  no  difficulty  in  dealing  with  this  matter  in  other 
countries,  where  cremation  has  become  permissive ;  and  it 
is  upon  record  that  the  examination  of  the  body  of  a  child 
in  Italy,  which  had  been  made  in  the  ordinary  way  de- 
manded by  the  authorities  previous  to  the  cremation,  proved 
that  the  child  had  been  poisoned,  apparently  by  sweet- 
meats, and  this  would  not  have  been  revealed  had  an 
ordinary  burial  in  the  earth  resulted.  The  Cremation 
Society  of  England,  in  their  manifesto  of  March,  18S4, 
which  has  been  widely  distributed,  state  that  they  are 
prepared  to  permit  their  crematory  at  Woking  to  be  made 
use  of  for  the  reduction  to  ashes  of  human  bodies,  provided 
that  those  safeguards  which  they  deem  essential  to  asso- 
ciate with  the  rite,  in  order  to  prevent  the  destruction  of  a 
body  which  may  have  met  death  by  unfair  means,  have 
been  fairly  satisfied ;  and  they  have  published  the  condi- 
tions on  which  the  employment  of  the  crematorium  will 
alone  be  permitted  by  the  council,  even  then  reserving  the 
right  of  performing  cremation. 

The  conditions  are  as  follows:  (i.)  An  application  in 
writing  must  be  made  by  the  friends  or  executors  of  the 
deceased — unless  it  has  been  made  by  the  deceased  person 
himself  during  life — stating  that  it  was  the  wish  of  the 
deceased  to  be  cremated  after  death.  (2.)  A  certificate 
must  be  sent  in  by  one  qualified  medical  man  at  least,  who 
attended  the  deceased  until  the  time  of  death,  unhesitatingly 
stating  that  the  cause  of  death  was  natural,  and  what 
that  cause  was.  (3.)  If  no  medical  man  attended  during 
the  illness,  an  autopsy  must  be  made  by  a  medical  officer 
appointed  by  the  Society,  or  no  cremation  can  take  place. 

Surely  these  safeguards  are  wise  and  sufficient,  and  meet 
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all  the  objections  which  have  been  urged  to  nearly  a  hum- 
drum extent  by  opponents  to  cremation.  As  regards  the 
cost  of  burning  a  body,  I  do  not  think  it  likely  that  for 
some  time  to  come  it  could  be  performed  for  less  than,  say, 
four  or  five  pounds,  so  as  to  pay  for  the  use  of  attendance, 
for  the  fuel,  and  a  respectable  fee  towards  the  wear  and 
tear  of  the  crematory.  I  have  not  the  slightest  doubt, 
however,  that  when  crematories  abound,  and  abound  they 
must,  that  the  cost  of  a  cremation  in  a  public  building 
might  be  reduced  to  a  sovereign,  or  even  less  in  the 
interests  of  the  poor.  What  shall  be  done  with  the  resulting 
ashes  will  probably  be  left  for  the  decision  of  relatives, 
after  they  have  been  reverently  removed  from  the  tray  of 
the  crematory.  It  is  possible  that  columbaria,  such  as  I 
have  seen  at  ancient  Rome  and  modem  Milan,  may  be 
requisite,  and  the  plot  of  ground  at  the  Woking  Crematory 
could  itself  accommodate  millions  of  urns.  Society  will, 
doubtless,  require  burial  of  the  ashes  ;  at  all  events  the 
stowing  away  of  them  in  the  household  would  be  deprecated, 
unless  in  cases  of  mansions  where,  with  due  decency, 
specific  repositaries  became  possible.  In  ancient  times 
the  Thebans  promulgated  a  law  to  the  effect  that  no  one 
should  build  a  house  without  setting  apart  a  place  for  the 
reception  of  cinerary  urns.  The  common  practice,  however, 
in  ancient  times  was  to  inter  the  urns  in  grounds  allotted 
for  the  purpose,  and  the  custom  will  doubtless  commend 
itself  to  the  community  of  the  future  in  most  countries. 

Crematories  are  now  in  full  use  in  Gotha,  Milan,  Rome 
and  other  places,  and  during  the  last  few  years  some  five 
hundred  bodies  have  thus  been  withheld  from  lingering 
corruption.  Cremation  societies,  scores  in  number,  with 
thousands  of  adherents,  exist  in  France,  Holland,  Sweden, 
Spain,  Portugal ;  and  the  utmost  endeavours  are  now  being 
made  to  legalise  the  practice  in  countries  where  nothing 
but  burial  in  the  earth  is  now  recognised  as  legal.  In 
America  societies  are  bom  yearly,  and  the  adoption  of 
cremation  there  will  be  merely  a  matter  of  time  in  each 
State  of  the  Union.     In  far-off  Japan,  and  even  further, 
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ancient  systems  of  burning  the  body  are  being  exchanged 
for  modern  ones,  and  soon  there  will  not  be  possibly  in  the 
whole  world,  China  and  Turkey  excepted,  a  country  which 
does  not  adopt  or  permit  of  fire-burial. 

I  have  explained  the  construction  of  the  crematory  I 
near  Woking,  but  previous  to  the  invention  of  this  peculiar 
crematory  by  Prof  Gorini,  common  methods  of  cremation 
upon  funeral  pyres  were  resorted  to,  notably  in  the  case 
of  the  poet  Shelley  in  July,  1822,  and  of  the  Rajah  of  Kola- 
pore  in  1870,  both  in  Italy.  The  first  attempt  at  scientific 
cremation  in  modern  times  was  made  by  Prof  Brunnetti, 
at  Fadua,  and  three  bodies  were  destroyed  by  what  he 
called  his  "  Adamitic"  process,  a  full  description  of  which 
I  gave  to  the  public  at  a  meeting  of  the  Society  of  Arts  on 
the  13th  of  February,  1878,  illustrated  by  a  model  kindly 
lent  to  me  for  the  purpose  by  the  Cremation  Society  of  , 
Milan,  On  the  same  occasion  I  exhibited  expensive 
models — which  were  brought  over  at  great  cost  to  me — of 
succeeding  and  more  improved  media  for  cremation,  in- 
cluding the  Polli-Clcricetti  used  for  the  cremation  of  ' 
Signor  Ketlar,  at  Milan,  on  January  22nd,  1876,  which 
was  greatly  admired,  owing  to  the  very  ingenious  use  made 
of  illuminating  gas.  After  the  invention  of  the  foregoing  j 
followed  several  other  species  of  crematories,  among  which  ' 
might  be  noticed  the  Teruzzi-Betti  apparatus,  which 
widely  departed  from  precedents.  Next  came  the  experi- 
ments made  with  the  Siemens  regenerative  furnace  in 
1 874,  by  Sir  Henry  Thompson  in  England,  and  by  Prof. 
Reclam  in  Dresden.  The  success  which  attended  these 
experiments  demonstrated  to  the  whole  world  that  crema- 
tion could  be  performed  within  two  hours  at  the  expense 
of  a  few  shillings,  and  an  ordinary  body  reduced  to  some 
three  pounds  weight  of  pure  white  ashes. 

The  late  great-hearted  Sir  William  Siemens  presented 
the  Cremation  Society  of  England  with  elaborately-drawn 
designs  for  a  crematory,  but  they  were  not  able  to  adopt 
them.  A  most  beautiful  model  of  a  Siemens  furnace, 
exactly  adapted  for  cremation,  was  most  kindly  lent  to  me 
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for  exhibition  at  a  lecture  I  delivered  at  Leamington,  in 
October,  1877,  by  Mr.  Frederick  Siemens  of  Dresden,  and 
this  pattern  of  crematory  I  had  already  seen  in  use  in  that 
city.  A  more  efficient  system  for  town  uses  could  not  be 
devised,  and  it  was  adopted  by  the  authorities  at  Gotha. 
The  crematory  chosen  by  the  English  Society  is  built 
upon  the  Gorini  pattern,  a  plan  of  which  I  exhibit,  and  it 
possesses  several  special  advantages,  the  chief  being  that 
the  commonest  fuel  can  be  made  use  of.  Indeed,  on  a 
late  occasion  I  destroyed  120  lbs.  weight  of  a  carcase  at 
Woking,  chiefly  with  a  few  faggots  of  wood  which  cost 
only  threepence-halfpenny  each,  and  I  think  it  is  very  likely 
that  crematoria  of  this  pattern  will  be  chiefly  resorted  to 
for  district  uses.  A  cheap  temporary  crematory,  devised 
by  Mr.  Richards,  of  Wincanton,  was  made  use  of  in  Dorset- 
shire at  the  cremation  of  some  of  the  Hanham  family  in 
October,  1882,  and  it  performed  its  work  reasonably  well. 
Within  the  last  few  days  the  remains  of  a  so-called  ancient 
Roman  crematory  have  been  discovered  during  some  excava- 
tions at  Lincoln,  and  it  will  be  very  interesting  to  know  the 
exact  arrangements  which  prevailed  in  those  days,  although 
they  would,  of  course,  be  of  a  most  temporary  character. 

The  public  mind  is  now  exercising  itself  almost  to  the 
utmost  degree  in  all  subjects  relating  to  the  disposal  of  the 
dead,  and  whereas  some  few  years  ago  only  one  paragraph 
might  have  been  seen  in  a  newspaper  throughout  an  entire 
month,  it  is  rare  that  nowadays  a  newspaper  can  be 
conned  without  referring  to  the  subject  in  some  prominent 
manner.  Especially  is  this  true  of  the  medical  press,  and 
numberless  items  of  information,  gleaned  from  foreign 
sources,  are  copied  into  our  current  literature.  The  truth 
is  this,  and  no  one  can  hope  to  disguise  it,  that  we  are  up 
in  arms  against  the  dangers  accruing  to  modem  burial,  and 
the  scenes  which  attend  every  examination  into  the  condi- 
tion of  a  graveyard  which  has  aroused  suspicion  will  prove 
this  statement 

The  last-published  report  of  an  examination  into  the 
condition  of  a  churchyard  was  held  Inst  month,  at  Northaw, 
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near  Barnet,  and  I  do  not  envy  the  feelings  of  anyone  who 
could  read  it  without  feeling  an  utter  repugnance  to  a  state 
of  things  which  rendered  the  disclosures  possible  ;  and  yet 
this  was  but  a  mild  case,  compared  with  scores  of  others. 
It  is  computed  that  not  loss  than  five  millions  of  bodies 
have  been  interred  within  the  Metropolitan  district  within 
the  last  seventy  years;  and  as  London  extends  in  area 
yearly,  even  the  most  suburban  cemetery  will  soon  have 
become  surrounded  by  inhabitants,  and  the  evils  due  to 
crowded-up,  putrefying  matter  will  some  day  form  the 
subject  of  a  national  outcry.  Invention  has  almost  run 
riot  in  its  endeavour  to  palliate  the  horrors  of  the  tomb, 
and  the  records  of  the  Patent  Offices  in  all  countries 
betoken  this,  and  coffins  of  glass  and  iron,  and  other  metals, 
are  mentioned  therein  with  nauseous  frequency. 

Within  the  last  few  days  the  public  have  been  informed 
concerning  the  present  state  of  the  graveyards  in  the 
Crimea,  where  lie  interred  our  valiant  dead  who  fell  there 
during  the  war  ;  and  it  has  doubtless  been  shocked  to  hear 
how  they  lie  so  scattered  about,  how  badly  they  have  been 
tended,  and  how  costly  it  is  to  keep  them  in  anything  like 
repair.  The  treatment  of  the  dead  who  have  perished  in 
the  battle-field  has  frequently  formed  a  topic  of  discussion 
at  health  conferences  abroad  ;  and  many  devices  have  been 
mooted  of  bringing  cremation  to  bear  here  where  it  is  most 
wanted,  and  thus  save  the  unutterable  amount  of  ghastli- 
ness  attendant  upon  disinterring  the  bodies  in  order  to 
burn  them,  and  so  avert  danger  to  the  living.  This 
shocking  .spectacle  of  exhumation,  followed  by  the  rudest 
cremation,  happened  at  Sedan,  when  a  great  number  of 
exhumed  bodies  had  to  be  consumed  with  pitch  and  straw. 
Very  much  wiser  than  we  were  the  combatants  of  ancient 
Grecian  times,  who  consumed  their  dead  upon  the  field  of 
battle,  thus  enabling  them  to  bring  the  ashes  home  to  the 
Fatheriand, 

During  the  conference  of  the  Royal  Italian  Society  of 
Hygiene,  which  is  to  be  held  in  September  next,  in  Turin, 
the  cremation  of  the  bodies  of  those  who  have  perished  in 
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warfare  is  especially  to  be  considered,  and  I  am  of  opinion 
that  when  next  a  great  continental  war  occurs — and  may 
such  a  thing  be  averted  I — ^perambulatory  cremation  will  be 
a  common  sight  in  the  camps.  Not  less  repugnant  to 
Mother  Earth  is  a  glut  of  bestial  carcases,  and  it  was 
wisdom  on  the  part  of  the  French  to  give  to  the  fire  some 
four  thousand  dead  horses  in  the  battle  of  Paris  in  18 14; 
and  if  during  the  very  virulent  cattle  plague  which  raged 
in  Great  Britain  in  1865,  the  first  moiety  of  the  ninety-eight 
thousand  of  cattle  which  died,  or  had  to  be  sacrificed,  had 
been  committed  to  the  flames,  the  disease  might  have  been 
quickly  stamped  out 

I  could  go  on  for  hours  enumerating  the  dangers  attendant 
upon  burial,  and  the  advantages  of  cremation,  especially  in 
cases  of  persons  who  have  perished  from  disease,  but  I 
think  that  I  have  said  sufficient  to  inoculate  my  hearers 
with  a  sense  of  the  necessity  of  at  least  permissive  crema- 
tion, and  that  by  their  joining  Cremation  Societies  they 
will  be  conferring  a  boon  upon  generations  yet  unborn. 

The  thanks  of  all  sanitary  people  are  due  to  the  joint 
Committees  of  the  Society  of  Medical  Officers  of  Health, 
to  the  Sanitary  Institute  of  Great  Britain,  and  the  Parkes 
Museum,  for  the  introduction  of  the  subject  of  Cremation 
of  the  dead  into  this  Conference,  and  their  example 
might  be  wisely  followed  by  kindred  societies.  It  is 
time,  too,  that  some  State  regulations  should  be  for- 
mulated, such  as  were  contained  in  Dr.  Cameron's  Bill, 
and  such  as  have  been  published  by  the  Cremation 
Society  of  England.  Unless  something  of  this  kind  be 
done,  and  all  objectionable  and  indecent  methods  of 
cremation  be  forbidden  or  the  practice  of  them  be  made 
penal,  we  shall  have  frequent  trials  at  the  assizes, 
owing  to  the  burning  of  bodies  without  even  communi- 
cating the  cause  of  death  to  the  proper  authorities.  The 
last  scandal  in  this  direction  was  where  two  women  were 
indicted  for  burning  an  illegitimate  son  of  the  younger  in 
a  fireplace  belonging  to  the  house,  and  the  subsequent 
holding  of  an  inquest  by  the  coroner  upon  certain  ashes 
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and  charred  bones.  This  occurred  near  Scarborough  on 
the  14th  of  January  last  It  was  not  suggested  that  the 
prisoners  had  killed  the  child,  and  Mr.  Justice  Hawkins, 
in  respiting  judgment  till  the  next  assizes  in  order  that 
the  point  raised  might  be  discussed  before  the  Court  of 
Criminal  Appeal,  stated  that  he  agreed  with  the  decision 
in  the  Welsh  Cremation  case,  but  thought  it  was  well  that 
the  law  should  be  finally  settled  ;  by  which,  I  take  it,  he 
means  forbidding  cremation  otherwise  than  in  proper 
crematories. 


DISCUSSION. 


Dr.  Cameron,  M.P.,  said  the  subject  of  the  disposal  of 
the  dead  was  one  of  the  most  important  that  could  well  be 
discussed  in  connection  with  a  Health  Exhibition,  as  must 
be  apparent  to  anyone  who  has  studied  the  subject.  If 
anyone  wished  to  study  this  subject  in  a  nutshell  he  would 
advise  them  to  read  a  report  to  the  Board  of  Health  upon 
inter-mural  and  extra-mural  interments,  published  in  the 
years  1850  and  1851.  According  to  the  last  reports  of  the 
Registrar-General,  it  appeared  that  in  England  and  Wales 
there  died  and  were  buried  without  the  slightest  investiga- 
tion into  the  cause  of  death,  or  without  a  certificate  as  to 
the  cause  of  death,  as  many  persons  as  died  in  the  entire 
Metropolitan  District  in  the  course  of  three  months  ;  and  in 
England,  Scotland,  and  Ireland,  the  number  of  persons  who 
died  without  any  investigation  or  certificate  as  to  the  cause 
of  death  and  were  buried,  amounted  to  as  many  persons  as 
died  in  the  entire  Metropolis  in  five  months  of  the  year. 
From  the  reports  of  the  Board  of  Health,  to  which  he 
had  referred,  it  appeared  that  in  the  case  of  the  poor. 
where  there  was  no  choice  of  chambers,  it  was  no  uncom- 
mon thing  to  have  the  body  of  a  person  who  had  died  from 
some  infectious  disease,  lying  unburied  for  a  week  or  more 
poisoning  the  inmates  of  the  same  house.  When  these 
bodies  were  con.signed  to  the  grave  they  were  still  a  source 
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of  poisoning  to  the  living.  So  great  was  this  evil  con- 
sidered to  be  by  the  Board  of  Health  and  by  Commis- 
sioners who  had  investigated  the  subject,  that  it  was 
proposed  by  the  latter  that  the  nation  should  buy  up  all 
the  cemeteries  in  England,  and  that  they  should  erect 
public  mortuaries  in  every  large  town  for  the  reception  of 
dead  bodies,  and  that  the  Government  should  take  over 
the  whole  system  of  burial  at  fixed  tariffs.  That  seemed  a 
very  far-fetched  idea,  but  so  far  as  Government  regulating 
the  tariff  of  funerals  was  concerned,  that  was  a  system 
which  prevailed  in  France  and  in  other  continental  coun- 
tries. Mr.  Blyth  had  suggested  a  much  more  moderate 
reform,  and  it  was  an  excellent  one  so  far  as  it  went,  but  it 
ran  altogether  counter  to  popular  sentiment  The  mere 
fact  of  utilising  the  dead  for  agricultural  purposes,  although 
not  repugnant  to  the  scientific  mind,  was  not  calculated 
t3  gain  much  support  from  the  public.  The  remedies 
suggested  by  Mr.  Blyth  as  necessary  to  bring  about 
rational  burial,  were  that  only  one  body  should  be  buried 
in  a  grave  and  at  a  minimum  depth  of  six  feet,  and  that 
the  use  of  vaults  should  be  abolished  ;  and  there  could  not 
be  any  difference  of  opinion  upon  the  first  point ;  but  as  to 
the  sufficiency  of  six  feet  of  earth  he  thought  it  would  not 
hold  water,  for  if  a  body  was  buried  in  thirty  feet  the 
gases,  and  from  a  much  greater  depth  than  six  feet, 
germs  would  escape  to  the  surface  and  reproduce  disease 
in  man.  The  vault  was  a  most  objectionable  system  of 
burying,  as  it  involved  the  use  of  lead  coffins  which  pre- 
vented the  decomposition  of  bodies  in  some  cases  for  more 
than  sixty  years,  though  in  one  sense  it  was  a  safe  system 
as  the  germs  were  safely  sealed  down.  With  regard  to 
cremation,  he  thought  it  was  very  hard  that  if  a  person 
wished  to  be  cremated  that  it  should  not  be  allowed.  He 
did  not  believe  that  during  the  life  of  any  of  those  present 
cremation  would  supplant  burial ;  but  that  morning  he  had 
received  a  cutting  from  an  American  paper,  announcing 
that  the  trustees  of  Messrs.  Le  Mon,  in  consequence  of  the 
number  of  bodies   sent   for  cremation,  intended  to  give 
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up  the  business  altogether  as  Mr.  Le  Mon  had  built  the 
crematory  for  his  own  use.  That  seemed  to  show  that  the 
system  was  looked  upon  with  favour  in  America.  He  could 
not  see  why  the  same  feeling  should  not  actuate  English 
people ;  and  if  a  more  rational  and  what  he  and  many 
others  considered  a  much  less  repulsive  form  of  disposing 
of  the  dead  than  burial  could  be  introduced,  he  did  not 
see  on  what  ground  the  Government  had  a  right  to  inter- 
fere in  the  matter.  As  to  the  objection  raised  that  crema- 
tion would  enable  crimes  to  go  undetected,  he  thought  that 
was  all  nonsense,  especially  after  what  he  had  stated  about 
the  numbers  who  went  to  their  graves  without  any  investi- 
gation or  certificate  of  death.  The  Cremation  Society  had 
already  provided  for  this  difficulty,  because  they  insisted 
that  every  precaution  should  be  taken  before  a  body  was 
cremated.  Now,  with  regard  to  the  sentimental  view.  It 
was  only  a  short  time  back  that  he  received  a  letter  from 
a  lady,  saying  that  if  she  could  be  sure  that  her  body 
would  be  cremated  half  the  terrors  of  death  to  her  would 
be  removed.  Having  mentioned  this  in  Parliament  when 
the  subject  was  being  discussed,  one  member,  who  he  was 
sorry  to  say  laboured  under  a  malady  which  this  gentleman 
believed  might  any  day  prove  fatal,  said  to  him  that  he 
could  re-echo  the  sentiment.  Although  every  one  did  not 
regard  the  matter  in  the  same  light  as  he  did,  he  was  sure 
that  a  large  number  of  persons  held  the  same  view ;  and, 
therefore,  he  claimed  on  their  behalf  a  right  under  proper 
precautions  to  ensure  public  safety  and  health  to  be  allowed 
to  exercise  their  own  judgment  in  the  matter. 

Sir  Spencer  Wells,  Bart.,  tliought  that  the  question 
of  danger  to  the  living  from  earth  burials  was  one  that 
should  receive  careful  attention.  Mr.  Blylh  had  described 
the  dreadful  things  which  occurred  in  old  town  graveyards, 
and  what  Dr.  Cameron  had  stated  as  to  the  Cemetery  at 
Bethnal  Green  was  only  one  proof  among  many  which 
might  be  given  to  show  that  suburban  cemeteries  were  ap- 
proaching the  condition  in  which  town  burial  places  were 
a  few  years  ago,  and  that  they  were  becoming  so  crowded 
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as  to  be  dangerous  to  the  people  round  about.  The  great 
danger  under  the  present  system  of  burying  the  dead  was 
that  it  was  the  means  of  propagating  infectious  or  contagious 
disease  by  preserving  the  germs  or  seeds  of  the  disease. 
He  knew  an  instance  of  a  clergyman  who  had  taken  into 
his  garden  a  piece  of  an  old  disused  burial-ground,  and 
upon  this  ground  being  dug  up  scarlet  fever  of  a  malignant 
type  broke  out  in  the  clergyman's  family  and  spread  all 
over  the  parish.  It  was  afterwards  ascertained  that  in  this 
portion  of  the  old  disused  burial-ground,  patients  who  had 
died  of  scarlet  fever  had  been  buried  thirty  years  before. 
This  was  one  instance  of  how  disease  might  be  perpetuated. 
As  to  the  expense  of  cremation,  he  thought  it  would  be 
very  easy  to  prove,  putting  aside  the  preliminary  expense 
of  purchasing  the  land  and  erecting  a  crematorium,  that 
the  expense  was  very  small.  Mr.  Eassie  calculated  it  at 
£4  or  jf  5,  including  a  certain  amount  of  remuneration  for 
the  use  of  the  cemetery ;  but  the  expense  of  fuel  would 
not  amount  to  more  than  a  few  shillings.  This  was 
cheaper  than  a  common  burial  under  the  present  system. 
At  Ilford  9000  people  were  buried  every  year,  and  as  the 
Commissioners  of  Sewers  of  the  City  of  London  had  found 
the  present  system  a  very  expensive  and  dangerous  one, 
they  had  now  taken  up  the  question  of  cremation,  and 
although  the  report  of  their  Sanitary  Committee  had  not 
yet  been  adopted,  he  had  every  hope  that  it  very  soon 
would  be.  It  had  been  urged  that  the  present  objection 
to  the  system  of  burial  was  due  rather  to  the  abuse  of  the 
system,  and  that  if  the  dead  were  properly  buried  in  earth 
in  wicker  baskets  the  danger  would  be  small;  but  he 
believed  the  danger  would  be  thereby  increased,  owing  to 
the  rapid  decomposition  of  bodies.  Having  buried  a  pony 
in  a  loamy  soil,  over  clay,  the  sight  after  three  years  was 
most  shocking,  and  any  one  who  had  seen  it  and  compared 
it  with  the  result  of  cremation  would  certainly  prefer 
purification  to  putrefaction.  It  was  imagined  that  the  clergy 
of  the  country  were  against  cremation,  but  so  far  from  that 
being  the  case,  many  clergymen  had  spoken  in  its  favour. 
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among  others  the  Bishop  of  Manchester,  If  clergymen 
could  only  be  convinced  that  the  burning  of  bodies  would 
restore  burial  in  churches  or  around  churches  or  in  crypts 
underneath,  and  that  the  ashes  might  be  preserved  as  a 
monument  in  the  church,  by  which  means  the  association 
between  the  family  and  the  church  would  be  restored,  he 
thought  the  system  of  cremation  would  soon  become 
almost  universal. 

Dr.  FarquharsON,  M.P.,  thought  they  should  take 
every  means  in  their  power  to  form  a  healthy  opinion  upon 
the  subject  of  cremation.  In  discussing  the  matter  some- 
time back  in  the  House  of  Commons  they  were  twitted  by 
Sir  William  Harcourt  that  they  had  not  at  their  back  public 
opinion.  Sir  William  Harcourt  treated  the  subject  in  a 
very  light  and  airy  fashion.  He  put  down  his  foot  and 
thought  by  that  process  he  had  crushed  out  the  question  o( 
cremation  for  ever.  No  doubt  when  he  came  to  look  at  the 
division  list  next  morning  and  found  that  in  spite  of  his 
side  being  backed  up  by  Government  tellers  they  had  70 
members  who  voted  in  favour  of  the  measure,  and  that 
the  public  press  almost  unanimously  supported  the  move- 
ment, he  must  be  sure  that  there  was  a  good  deal  more 
public  opinion  at  their  back  than  he  supposed.  The  growth 
of  opinion  upon  this  subject  was  \GTy  rapid  indeed,  and 
having  been  in  communication  with  many  people  upon  this 
subject  he  knew  that  the  general  opinion  was  one  of  regret 
that  the  bill  had  not  been  passed.  The  first  difficulty 
against  the  scheme  was  that  of  prejudice,  and  then  the 
difficulty  of  self-consciousness  of  which  English  people  had 
such  an  enormous  quantity,  and  then  came  Mrs.  Grundy  ; 
because  in  this  country  no  one  was  allowed  to  do  what  was 
right  and  proper,  but  merely  what  other  people  thought 
was  right.  \Vhen  they  had  shaken  themselves  free  from 
that  state  of  things,  which  would  come  about  after  a  healthy 
period  of  di.scussion,  then  these  matters  would  become 
common-place  things  of  the  day,  and  they  would  be  sur- 
prised that  they  had  not  been  adopted  before.  He  w'as  sure 
that  it  would  require  some  little  pluck  to  be  cremated  at 
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the  present  moment — by  that  he  meant  it  would  require 
some  amount  of  pluck  to  leave  a  specific  direction  behind 
that  after  death  his  body  was  to  be  cremated,  because  he 
would  know  that  his  relations  would  have  to  £ace  a  good 
deal  of  difficulty.  He  thought  they  were  immensely  in- 
debted to  Mr.  Eassie  for  having  taken  the  affair  out  of  the 
region  of  mere  theory  and  shown  practically  how  the  thing 
could  be  done.  He  had  seen  with  very  great  interest  how 
very  clean,  rapid,  and  successful  the  plan  was,  and  he 
was  sorry  that  they  had  not  had  the  opportunity  that 
afternoon  of  seeing  the  ashes  of  half  a  horse  which  had 
been  burnt  in  the  crematory.  If  Mr.  Eassie  had  given 
a  practical  lecture  he  would  have  carried  the  whole 
of  the  audience  with  him.  Now  it  was  extraordinary  to 
reflect  how  the  matter  really  stood.  They  were  told  that 
cremation  was  not  legal,  but  it  had  already  been  accom- 
plished, and  the  law  was  powerless  to  prevent  it,  though 
there  will  still  be  many  excellent  people  who  would  not 
go  in  for  a  thing  of  this  kind  unless  it  had  the  full  and 
absolute  sanction  of  the  law.  He  quite  agreed  with  Dr. 
Cameron  in  thinking  that  it  was  an  extraordinary  thing 
that  the  Government  should  come  forward  and  interfere 
with  people  being  buried  or  consumed  in  exactly  the  way 
they  pleased.  Some  people  liked  to  rot  slowly  in  the 
ground,  and  to  be  eaten  by  worms,  which  was  certainly  a 
most  disgusting  state  of  affairs;  but  that  was  no  reason 
why  other  people  should  not  be  consumed  quickly  if  they 
wished  to  be.  The  objection  raised  by  Sir  William  Har- 
court  was,  that  the  bill  was  only  permissive,  but  if  the  bill 
was  permissive  it  cut  away  the  argument  that  you  might  be 
poisoned,  and  cremated  in  order  to  destroy  all  trace  of  the 
crime.  He  thought  instead  of  encouraging  crime  it  would 
go  far  to  prevent  it  in  a  very  great  degree.  They  must 
keep  on  pegging  away  at  the  subject,  and  as  Dr.  Cameron 
was  as  keen  as  he  was  able,  he  had  no  doubt  he  would 
bring  in  another  bill  next  year  when  they  would  have,  he 
thought,  a  still  better  division  than  they  had  before,  and  he 
hoped  on   that  occasion  to  have  the  pleasure  of  rubbing 


shoulders  in  the  division  lobby  with  their  noble  Chair- 


The  Rev.  Bbooke  Lambert  was  strongly  of  opinion 
that  those  who  opposed  the  idea  of  cremation  on  the 
ground  of  religion  were  not  worthy  of  being  listened  to, 
It  was  very  curious  that  this  subject  of  cremation  was 
taken  up  225  years  ago  by  a  most  religious  man,  namely, 
Sir  Thomas  Browne.  He  was  very  glad  to  be  able  to 
testify  to  what  Dr.  Farquharson  had  said  about  the 
growth  of  public  opinion,  for  some  ten  years  ago,  when 
he  introduced  the  subject  of  cremation  into  a  Midland 
town,  an  amount  of  public  opinion  was  raised  against  him, 
for  which  he  was  quite  unprepared.  He  was  thankful  to 
say  that  public  opinion,  however,  was  changing,  and  having 
been  preached  at  upon  that  occasion  by  the  Bishop,  he  was 
thankful  to  know  that  if  he  now  lived  in  the  diocese  of 
Manchester  he  would  have  a  Bishop  who  would  have 
most  cordially  supported  him  in  the  belief  which  was  held 
now  by  many  earnest  men.  It  was  strange  how  any  one 
could  think  that  there  was  anything  contrary  to  religion  in 
cremation.  If  it  was  supposed  that  the  actual  carcases  of 
the  individuals  were  their  title  deeds  to  resurrection,  then 
they  must  come  to  this  extraordinary  conclusion  that  the 
martyrs,  who  of  all  men  in  the  world  were  supposed  to  have 
the  best  right  to  resurrection,  were  the  very  people  who 
happened  to  have  lost  their  title  deeds.  If  people  in  the 
nineteenth  century  could  possibly  believe  the  nonsense 
about  its  being  necessary  for  the  actual  remains  to  stay  in 
one  place  in  order  to  be  sure  of  resurrection,  all  he  could 
say  was  that  in  the  next  world  they  would  have  a  most 
extraordinary  exhibition  at  the  day  of  resurrection.  The 
population  of  heaven  would  be  an  aristocracy  or  a  pluto- 
cracy, for  only  people  who  could  afford  vaults  or  brick 
graves  were  sure  ofhaving  their  remains  undisturbed.  It 
was  almost  impossible  to  argue  seriously  upon  this  parti- 
cular ground.  Those  who  objected  to  cremation  on  religious 
grounds  were  people  who  had  really  not  thought  at  all 
about  the  subject.     It  was  interesting  to  know  that  long 
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before  the  subject  was  publicly  talked  about,  such  a  man  as 
Southey  had  written  about  the  "  nasty  custom  of  interment," 
and  thought  that  burning  would  be  much  better  than  the 
corruption  of  the  grave.  Cremation  was  only  doing  in  a 
quicker  way  that  which  was  done  slowly  by  decay  in  the 
earth,  and  doing  it  without  causing  harm  to  the  living,  and 
if  this  fact  was  remembered  many  more  would  be  on  the 
side  of  cremation.  It  was  merely  a  question  of  how  far 
public  opinion  could  be  influenced,  but  having  truth  upon 
their  side  he  thought  they  must  win  in  the  long  run. 

Dr.  Bartlett  said,  as  the  last  speaker  had  taken  his 
stand  upon  religious  grounds  he  would  endeavour  to  confine 
himself  as  nearly  as  possible  to  the  chemical  aspects  of  the 
question.  Some  years  ago  he  took  a  house  in  the  neigh- 
bourhood of  Norwood,  which  had  been  occupied  by  one 
gentleman  after  another  as  a  country  house  for  more  than 
fifty  years.  Previous  to  that  the  house  had  been  used  for 
a  boarding-house  for  infants  from  the  infirmary  and  the 
workhouse,  and  many  of  their  bodies  were  buried  in  the 
garden.  Shortly  after  he  took  the  place  the  garden  was 
deeply  trenched,  they  came  upon  these  remains,  and  a 
considerable  amount  of  illness  was  the  result  If  it  was 
true  of  the  ordinary  method  of  burial,  why  should  they 
object  to  a  more  rapid  method  of  dissipating  all  that 
was  noxious  in  the  remains.  It  was  very  well  known 
that  the  ordinary  overcrowded  graveyard  was  nothing 
more  or  less  than  a  focus  for  disseminating  disease.  All 
the  records  proved  that  disease  was  more  rampant  in  the 
neighbourhood  of  such  graveyards  than  elsewhere.  Burial 
was  merely  a  retardation  of  the  process  of  decay  by  which 
possibly  the  germs  might  become  extinguished  in  the  lapse 
of  time ;  but  such  things  had  happened  as  the  bursting  of 
a  leaden  coffin  by  the  pent  up  gases  within,  and  when 
this  occurred  vaults  were  nothing  more  than  centres  for 
the  retention  of  disease.  Another  system  of  burial  in 
which  decomposition  was  highly  diluted  was  burial  at  sea. 
There  could  be  no  particular  objection  to  that  method ; 
and  it  had  been  proposed   that   funeral  steamers  should 
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be  chartered  for  llie  purpose  of  the  disposal  of  our  dead 
by  taking  them  out  a  sufficient  distance  to  sea  and  casting 
them  into  the  deep.  The  fanciful  objections  to  this  plan  were 
equally  liable  to  be  cast  against  cremation.  According  to 
the  proposals  of  Dr.  Cameron,  what  was  intended  to  be  done 
was  to  have  every  possible  safeguard  to  prevent  persons 
whose  cause  of  death  had  not  been  well  ascertained  from 
being  committed  to  the  flames.  Independently  of  the  large 
number  of  those  who  were  committed  to  the  earth  without 
proper  certificates,  there  were  many  who  were  buried  in  the 
ordinary  way  who  did  not  die  from  the  diseases  appearing 
on  the  certificates.  It  had  been  his  duty  on  more  than  one 
Occasion,  where  murder  had  been  suspected,  to  examine 
the  bodies  some  time  after  interment,  when  he  found  that 
the  cause  of  death  was  very  different  from  that  which 
appeared  upon  the  certificate,  and  traces  of  poison  were 
found.  If  those  bodies  instead  of  being  buried  had  been 
cremated,  the  cause  of  death  would  at  once  have  been 
detected,  because  before  being  burnt  the  body  would  have 
been  subjected  to  a  medical  examination.  He  did  not  mean 
to  say  that  many  persons  were  poisoned,  although  there 
were  far  more  cases  of  wilful  poisoning  than  they  had  any 
record  of,  but  what  he  did  say  was  this,  that  death  resulted 
from  the  taking  of  poison  wilfully  or  through  accident,  and 
the  bodies  were  buried  without  any  means  being  taken  to 
prove  whether  the  certificate  was  properly  given.  What- 
ever dangers  from  disease  resulted  from  the  decomposition 
of  bodies  in  the  earth,  much  benefit  must  accrue  from 
taking  the  body  away  as  soon  as  possible  after  death 
occurred  to  the  proper  mortuary  chambers,  which  were 
associated  with  crematories.  This  would  form  not  only  a 
means  to  the  end,  but  would  prevent  Irish  wakes  and  the 
foolish  English  sentimentality  by  which  so  many  persons 
follow  a  corpse  to  the  grave.  If  cremation  destroyed  the 
germs  of  disease,  and  prevented  the  possibility  of  disease 
occurring  after  the  lap.se  of  thirty  years,  these  were  safe- 
guards which  should  commend  themselves  to  every  one 
who  does  not  merely  regard  the  sentimental  aspect  of  the 
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case.  Some  regard  should  also  be  given  to  that  which  was 
the  basis  of  the  Conference,  and  however  much  they  might 
object  from  mere  sympathy  of  ideas  of  times  gone  by,  he 
thought  they  must  believe  that  cremation  was  the  healthiest 
method  for  the  disposal  of  the  dead. 

Dr.  Pringle  said,  having  served  with  Her  Majesty's 
Army  in  India  for  many  years,  he  had  perhaps  seen  as 
much  of  cremation  as  anyone.  With  regard  to  the  religious 
question,  it  was  supposed  in  India  that  it  was  necessary  to 
pass  through  the  fire  in  order  to  become  purified.  One 
objection  to  burying  the  dead  was  that  in  India  there  was 
a  small  animal  which  opened  up  graves,  and  these  holes 
were  enlarged  by  other  animals  who  devoured  the  bodies. 
The  sooner  something  was  done  to  try  and  protect  the 
living  the  better,  and  there  could  be  no  better  place  than 
the  Exhibition  for  the  discussion  of  such  an  important 
question. 

CapL  Douglas  Galton  said  the  subject  of  the  Paper 
was,  "  The  disposal  of  the  dead,"  but  most  of  the  speakers 
seemed  to  have  limited  the  discussion  to  the  subject  of  cre- 
mation. No  doubt  cremation  had  many  advantages,  but  it 
would  be  a  very  long  time  before  it  was  universally  adopted 
in  this  country,  and  therefore  as  sanitarians  it  would  perhaps 
be  desirable  to  give  a  little  more  attention  to  some  very 
interesting  points  mentioned  by  Dr.  Blyth  in  his  Paper.  It 
was  most  desirable  that  there  should  be  a  very  large  increase 
in  the  number  of  mortuary  chambers  in  the  different  towns, 
and  that  it  should  be  the  absolute  rule  that  no  dead  body 
should  be  allowed  to  remain  in  any  house  unless  there  was 
ample  spare  room  in  which  it  could  be  placed  entirely  apart 
from  the  inhabitants.  That  was  the  more  essential  now  as 
they  were  occupied  in  London  in  building  large  blocks  of 
industrial  dwellings.  Every  one  of  these  blocks  ought  to 
have  in  some  part  of  it  a  place  allotted,  where  bodies  could 
be  placed  instead  of  leaving  them  in  the  rooms.  No  doubt 
there  were  other  questions  which  Mr.  Blyth  had  introduced. 
For  instance,  that  of  embalmment  It  was  a  point  deserving 
of  serious  consideration,  whether  persons  who  were  found 
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dead  in  the  street,  and  not  identified,  should  be  subjected  | 
to  some  preservative  process,  in  order  to  facilitate  identifi-  i 
cation.  After  the  French  War  of  1870  a  very  interesting 
experiment  was  made,  an  immense  number  of  people  killed 
at  the  battle  of  Sedan  were  buried  very  hurriedly,  and  it 
became  necessary  a  year  aftenvards  to  proceed  to  some 
form  of  disinfection  of  the  neighbourhood,  and  on  uncover- 
ing the  bodies  it  was  found  that  all  buried  in  clay  had  been  | 
perfectly  preserved,  whereas  those  in  more  open  soils,  such  • 
as  chalk,  had  in  some  instances  entirely  disappeared.  Those 
were  points  which  so  long  as  they  retained  the  present 
burial-grounds  should  receive  careful  consideration.  Sir 
Spencer  Wells  said  that  the  soil  from  a  burial-ground  was 
scattered  over  a  particular  surface,  and  that  an  attack  of 
scarlet  fever  took  place,  which  was  traced  to  the  burial  of 
persons  who  had  died  of  scarlet  fever  thirty  years  before  ; 
but  unless  there  was  some  very  strong  evidence  to  show 
that  it  was  the  cause  of  the  epidemic  he  thought  it  was  a 
very  unfortunate  thing  that  a  man  of  Sir  Spencer  Wells' 
eminence  should  make  such  an  announcement  as  that 
diseased  bodies  buried  for  thirty  years  would  reproduce 
their  diseases. 

Dr.  DUDFIELD  was  glad  to  find  that  the  religious  and 
sentimental  objections  to  the  practice  of  cremation  were  so 
far  on  the  decline  that  there  was  a  chance  of  the  question 
getting  a  free  and  full  discussion,  and  of  its  being  settled 
on  the  merits  in  the  not  far  distant  future.  There  were 
many  objections  upon  sanitary  grounds  to  the  present 
system  of  disposing  of  the  dead,  some  of  which  were  more 
or  less  avoidable.  Reference  had  been  made  to  the  pol- 
lution of  springs,  and  it  was  a  notorious  fact  that  no  water 
was  more  pleasing  to  the  eye  and  pleasant  to  the  taste 
than  that  obtained  from  wells  near  churchyards,  and  it 
was  extremely  probable  that  disease  had  been  spread  to  a 
great  extent  by  the  use  of  such  water.  At  the  present  time 
people  did  what  they  liked  with  their  dead  prior  to  burial, 
irrespective  of  the  question  of  whether  they  were  doing  an 
injury  to  tlie  living.     The  poor  lived  whole  families  in  one 
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or  two  rooms  each,  and  dead  bodies  were  often  allowed  to 
remain  in  such  rooms  for  many  days  together,  the  results 
being  sometimes  disastrous.  What  was  wanted  was  the 
compulsory  burial  of  bodies  at  an  earlier  date,  and  a  law 
compelling  their  removal  to  a  mortuary  when  there  was 
not  proper  accommodation  at  home.  It  was  a  fact  that 
poor  people  had  been  so  confined  as  to  space  as  to  be 
obliged  to  make  use  of  the  coffin  as  a  table.  There  was  no 
doubt  that  the  dead  were  a  source  of  danger  when  death  had 
been  caused  by  infectious  diseases,  and  outbreaks  of  small- 
pox in  the  east  end  of  London  had  been  clearly  traced  to 
the  holding  of  wakes.  He  had  known  undertakers  contract 
small-pox  from  the  dead.  As  to  the  burial  of  bodies  in 
leaden  coffins,  in  vaults,  he  did  not  think  it  was  by  any 
means  a  satisfactory  arrangement,  though  if  the  body  were 
embalmed  there  would  be  no  particular  objection  to  it. 
When  the  coffin  of  King  John  was  opened  at  the  end  of 
500  years  the  body  was  found  intact,  though  directly  the 
air  came  to  it  it  fell  to  dust  Probably  it  had  been  embalmed. 
The  gas  given  off  by  a  body  undergoing  decomposition 
could  burst  a  leaden  coffin,  so  that  there  was  no  security 
from  this  system  of  burial.  With  regard  to  the  physical 
act  of  cremation,  he  might  touch  upon  the  Contagious 
Diseases  (Animals)  Act,  under  which  it  was  the  duty  of 
the  Metropolitan  Board  of  Works  to  provide  for  the  de- 
struction of  the  bodies  of  animals  dying  from  certain 
diseases.  Sometimes  this  was  done  by  boiling  the  body, 
as  in  the  case  of  glandered  horses.  In  the  case  of  rinder- 
pest the  bodies  of  cattle  had  been  buried.  This,  at  any 
rate,  was  not  destruction  at  all,  although  the  Act  said  the 
bodies  were  to  be  destroyed.  Worms  went  down  a  great 
depth  and  brought  up  bacteria,  and  so  the  disease  had  been 
spread.  He  ventured  to  suggest  to  their  honourable  chair- 
man that  the  Metropolitan  Board  of  Works  should  establish 
a  crematorium  for  animals  dead  after  infectious  diseases  ; 
they  did  their  work  so  well  that  cremation  would  doubtless 
arrive  at  great  perfection  under  their  management,  and  the 
public  would  in  time  become  familiarised  with  the  practice. 
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Dr.  Alfred  Carpenter  said  he  might  mention  one 
fact  in  order  to  show  how  necessary  it  was  that  something  , 
should  be  done  in  the  direction  indicated.  That  morning 
an  outbreak  of  pleuro-pneumonia  had  been  reported  to 
the  local  authorities  at  Croydon,  which  to  His  official 
knowledge  had  happened  for  the  third  time  in  that 
particular  set  of  cow-houses,  though  he  happened  to 
know  from  his  own  knowledge  also  that  it  had  broken 
out  five  times  in  the  same  place  in  the  course  of  fifteen 
years.  Of  course,  cattle  dying  from  this  disease  had  to 
be  buried  in  the  ground  where  they  died,  and  the  cause 
of  the  present  outbreak  was,  he  felt  certain,  due  to  the 
material  which  was  preserved  in  the  ground.  With  regard 
to  infectious  diseases  amongst  human  beings,  as  well  as 
animals,  whilst  he  was  not  prepared  to  go  to  the  utmost 
length  of  saying  that  the  time  for  cremating  all  bodies  had 
arrived,  he  did  think  that  where  they  died  of  infectious 
diseases  the  process  of  cremation  should  be  encouraged, 
Jt  was  possible  for  the  germs  of  disease  to  be  preserved  by 
the  very  means  that  were  taken  for  the  disposal  of  the  dead, 
and  therefore  for  the  sake  of  the  living  it  was  right  that 
that  process  should  be  altered. 

Mr.  LiGGlNS,  as  a  protest  against  the  views  which  had 
been  expressed  by  so  many  gentlemen  upon  the  subject  of  \ 
cremation,  begged  to  say  on  behalf  of  himself  and  millions 
of  persons  outside  the  room  that  cremation  was  a  process 
which  ought  not  to  be  adopted  for  the  disposal  of  the  dead. 
For  1884  years  their  forefathers  had  not  been  quite  the 
fools  they  took  them  to  be.  Man  came  of  earth  and  to 
earth  he  should  go.  As  to  the  statement  which  had  been 
made  that  people  were  taken  to  their  graves  without  a 
tificate  from  a  medical  man,  all  he  could  say  was  that  the  I 
member  of  Parliament  who  made  that  statement  should  ^ 
have  taken  some  steps  in  Parliament  upon  the  matter. 

Dr.  Gibbon  objected  to  scientific  opinions  going  forth  J 
from  that  meeting  that  dead  bodies  disseminated  disease! 
except  in  the  case  of  small-pox.  With  this  one  exception  I 
all  the  facts  went  to  show  that  the  disease  and  the  body  I 
became  extinct  at  the  same  moment.     It  had  been  stated! 
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that  health  had  been  injured  by  people  drinking  water  from 
wells  near  graveyards,  but  no  evidence  to  prove  that  state- 
ment had  been,  or  could  be,  brought  forward.  Cremation 
was  an  attempt  to  improve  upon  nature.  Nature  disposed 
of  her  bodies  in  the  earth,  and  the  earth  which  had  grown 
was  entitled  to  receive  the  dead  bodies.  He  had  buried 
the  dead  bodies  of  animals  and  covered  them  over  with 
a  thin  layer  of  earth  as  well  as  with  charcoal,  and  found 
that  earth  was  nearly  as  efficacious  as  charcoal  in  prevent- 
ing any  smell  rising  therefrom.  He  suggested  that  the 
experiment  of  using  earth  over  dead  bodies  should  be  tried 
by  the  Cremationists.  He  thought  the  public  had  been 
rather  deluded  as  to  the  disinfecting  deodorant  and  ab- 
sorbent properties  of  earth,  and  gave  it  as  his  decided 
opinion  that  a  little  earth  spread  over  burial-grounds 
would  prevent  all  fear  of  infection.  There  was  no  evidence 
to  support  the  allegation  which  had  been  made,  that  disease 
was  contracted  in  burial-grounds  ;  on  the  contrary,  he  could 
testify  that  London  children  had  been  benefited  in  health 
and  strength  by  being  allowed  to  frequent  Bunhill  Fields, 
SL  Pancras,  Marylebone,  and  other  crowded  burial-grounds. 
Mr.  Hodgson  thought  there  could  be  no  possible  doubt 
that  the  practice  of  crowding  graveyards  was  conducive  to 
the  injury  of  the  health  of  the  living.  They  were  all  greatly 
indebted  to  the  labours  of  the  Cremation  Society  in 
attempting  to  educate  the  people  of  England  to  the  great 
effect  which  would  be  ultimately  derived  from  their  recom- 
mendations, though  no  doubt  they  would  have  to  persist  for 
many  years  before  the  general  mass  of  the  public  were 
converted  to  their  views.  The  time  would  come  when 
cremation  would  be  allowed,  and,  very  possibly,  during  the 
lives  of  many  of  those  present.  Until  the  system  came  into 
operation,  it  was  for  them  to  consider  what  further  precau- 
tions might  be  taken  to  protect  the  living  against  the  cor- 
ruption of  the  dead.  One  or  two  gentlemen  had  stated 
that  interment  in  vaults  and  leaden  coffins  was  the  most 
perfect  from  a  sanitary  point  of  view,  and  no  doubt  this  was 
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true  if  the  coffins  were  of  sufficient  strength  and  were 
soldered  down  so  that  the  gases  were  confined.  He  would 
suggest  that  one  of  the  most  effective  methods  which  could 
be  adopted  was  to  place  the  body  in  the  coffin  in  the 
ordinary  way  and  to  fill  up  the  coffin  with  Portland  cement. 
If  this  were  done  it  would  be  quite  impossible  for  any  kind 
of  gas  to  escape. 

Mr.  Smith  inquired  whether  it  would  not  be  possible, 
through  the  instrumentality  of  influential  gentlemen  in  this 
city,  to  obtain  the  patronage  of  the  highest  in  the  land  to 
the  plan  now  proposed  for  the  disposal  of  the  dead,  because 
he  thought  if  this  could  be  done  it  would  be  a  powerful 
element  in  converting  the  mind  of  the  public. 

The  Chairman  said  he  did  not  know  what  the  general 
feeling  of  the  meeting  upon  the  subject  was,  but  his  own 
feeling  was  that  he  should  leave  the  room  after  what  he  had 
heard  withasense  of  creepiness  over  him  that  would  not  go 
off  for  many  days.  He  fully  and  entirely  agreed  with  the 
desirability  of  having  mortuaries,  and  he  thought  it  would 
be  a  good  thing  in  large  artisan  dwelling  blocks  to  have 
some  place  where  the  dead  could  be  placed.  That  might 
be  done  with  very  little  trouble.  With  regard  to  diseased 
animals,  the  Metropolitan  Board  took  the  best  means  at 
their  disposal  for  the  removal  of  the  bodies,  and  be  was  not 
in  a  position  to  give  any  pledges  as  to  cremation.  In  con- 
clusion, he  begged  to  move  a  hearty  vote  of  thanks  to  the 
Joint  Committee  of  the  Society  of  Medical  Officers  of 
Health,  the  Sanitary  Institute  of  Great  Britain,  and  the 
I'arkes  Museum  of  Hygiene,  for  having  organised  these 
Conferences.  The  subjects  which  had  been  discussed  that 
week  were  of  great  importance  as  affecting  public  health, 
and  the  gentlemen  who  had  taken  the  trouble  to  arrange 
the  Conferences  were  deserving  of  thanks. 

The  resolution  having  been  carried  unanimously,  was 
acknowledged  by  Dr.  Dudfield,  as  Chairman  of  the  Joint- 
Committce,  who  congratulated  the  three  Societies. on  the 
complete  success  of  the  Conference.  He  also  prr^oscd 
a   vote  of  thanks  to   Sir  James  M'Garcl-IIogg  for   pre- 
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siding.  Sir  James,  he  said,  as  Chairman  of  the  Metro- 
politan Board  of  Works,  held  a  representative  position, 
that  Board  being  composed  of  delegates  from  all  the 
Sanitary  Authorities  of  London  and  in  that  capacity  he 
had  been  invited  to  open  the  Conference,  the  honour  of 
closing  it  having  been  intended  for  himself.  Sir  James, 
however,  was  not  in  England  at  the  time,  and  he  very 
kindly  consented  to  preside  at  the  final  meeting,  and  so 
the  duty  of  opening  the  Conference  had  devolved  upon 
himself  Sir  James'  absence  from  the  first  meeting  was 
cause  for  regret,  because  he  could  have  spoken  with  so 
much  authority  on  the  subjects  of  the  papers  read  on  that 
occasion,  relating  as  they  did  to  domestic  sanitation  and 
sanitary  administration  in  London,  whereas  he  confessedly 
was  not  at  home  on  the  subject  of  cremation.  The  vote 
of  thanks  having  been  carried  by  acclamation,  the  proceed- 
ings of  the  Conference  terminated. 
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Conference  on   Monday,   July  21,   1884. 


Sir  James  Paget,  Bart,  F.R.S.,  in  the  Chair. 


SUBJECTS  FOR  DISCUSSION:— 

1.  "  (7«  the  Carriage  and  Removal  of  the  Sick  and  Injured  J*     By 

John  Furley,  Esq. 

2.  "  The  Ambulance  Organisation  of  the  Metropolis  during  Epide- 

mics^    By  V.  B.  Barrington-Kennett,  Esq.,  M.A.,  LL.M. 


ON   THE   CARRIAGE   AND   REMOVAL 
OF   THE   SICK   AND   INJURED. 

By  John  Furley,  Esq. 

At  a  time  when  the  International  Health  Exhibition  forms 
a  very  important  centre  of  attraction,  the  moment  seems 
opportune  for  some  remarks  on  a  subject  to  which  much 
attention  is  being  directed,  namely,  ambulance  transport 
material  and  its  proper  employment. 

Until  within  the  last  ten  or  twelve  years,  the  word 
"  ambulance  "  was  almost  unknown  in  this  country  except 
in  connection  with  the  Army  Medical  Service ;  but  in 
1870-1,  through  the  efforts  of  the  National  Aid  Society, 
more  familiarly  known  as  the  Red  Cross  Society,  it  was  so 
generally  adopted  in  our  language  that  it  is  now  as  much 
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misapplieci  as  formerly  it  was  little  used.  People  who  are 
accustomed  to  think  of  invalid  carriages,  hand-litters,  and 
stretchers  as  "  ambulances,"  would  be  rather  astonished  to 
learn  the  War  Office  definition  of  an  ambulance  and  all 
that  it  comprises  in  men,  horses,  carriages,  medical  and 
surgical  stores,  and  camp  furniture. 

I  confess  to  a  great  feeling  of  disappointment,  and  I 
know  this  is  shared  by  many  who  take  a  keen  interest  in 
the  subject,  that  the  Ambulance  Department  in  this  building 
is  so  far  behind  what  we  had  a  right  to  expect  from  the 
displays  which  have  been  witnessed  in  Paris,  Berlin,  Vienna, 
Brussels,  and  elsewhere.  The  International  Health  Exhi- 
bition is  a  most  amusing  and  interesting  collection  of  objects, 
more  or  less  connected  with  hygiene,  surgery,  and  the  art  of 
living,  and  I  sincerely  trust  it  may  prove  to  be  as  successful 
as  its  promoters  can  desire.  But  where  is  the  ambulance 
section,  British  or  Foreign  ?  Can  any  one  seriously  pretend 
that  the  few  vehicles,  surgical  appliances,  and  models  which 
are  to  be  found  scattered  about  amidst  costly  and  luxurious 
chairs,  couches,  beds,  and  perambulators  at  the  end  of  the 
Belgian  Annexe,  fairly  represent  the  progress  which  this 
country  has  made  during  the  last  few  years  towards  per- 
fecting ambulance  material,  or  convey  an  adequate  idea  to 
the  uninitiated  mindof  what  our  Army  Medical  Department 
can  do,  and  is  doing,  in  every  part  of  the  globe  for  the 
health,  care,  and  comfort  of  tlie  British  soldier  ?  I  venture 
to  assert  that  the  failure  of  the  display  in  this  respect  is 
due  in  a  great  measure  to  the  cause  to  which  I  have  already 
referred — the  misapplication  of  the  word  "  ambulance  "  and 
the  ignorance  that  still  prevails  as  to  what  it  really  means. 

Having  thus  parenthetically  relieved  myself  in  a  manner 
which  I  hope  will  not  be  misunderstood  by  those  through 
whose  kind  courtesy  I  am  permitted  to  address  you  to-day, 
I  will  at  once  turn  to  the  subject  of  ambulance  work  in  the 
United  Kingdom,  and  more  especially  in  reference  to  what 
has  been  done  within  a  very  recent  period  towards  sys- 
tematising  the  carriage  and  removal  of  the  sick  and  injured. 

It  is  not  my  intention  to  describe  or  to  criticise  the 
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Army  Hospital  Organisation ;  indeed,  it  would  be  an  im- 
pertinence on  my  part  to  do  so,  and  I  shall  only  incident- 
ally refer  to  this  important  branch  of  the  public  service. 

I  am  convinced  that  there  is  a  perfect  community  of 
sentiment  between  doctors  who  are  engaged  in  civil  practice 
and  those  who  hold  commissions  in  the  Army  and  Navy : 
all  are  alike  animated  by  one  earnest  feeling  of  loyalty  to 
the  distinguished  profession  to  which  they  belong,  and  of 
generous  devotion  to  the  interests  of  that  public  to  whose 
service  they  have  dedicated  their  lives.  So  with  the  indi- 
viduals of  all  ranks  who  work  with  and  under  them,  there 
is  but  one  desire,  namely,  to  do  their  duty,  it  matters  not 
in  how  humble  a  capacity,  so  long  as  the  object  is  the 
alleviation  of  pain  and  suffering,  in  peace  or  in  war,  in  the 
street  or  on  the  battlefield,  amid  the  din  and  excitement 
and  all  "  the  pomp  and  circumstance  of  glorious  war,"  or 
the  daily  routine  of  hospital  work,  or  in  the  remote  recesses 
of  a  coal-pit,  far  from  the  sight  of  approving  witnesses. 

In  general  hospital  work  Great  Britain  is  on  a  level  with, 
and  in  many  respects  in  advance  of,  any  other  country  in 
the  world.  The  magnificent  establishments  dedicated  to 
the  relief  of  suffering  humanity,  which  are  scattered  over 
the  length  and  breadth  of  these  islands,  afford  ample  proof 
of  the  liberality  of  the  founders  and  of  those  who  continue 
to  support  them.  Nor  does  this  sentiment  exhibit  any 
degree  of  diminution.  Many  circumstances  have  changed, 
and  medical  skill  is  more  evenly  distributed  than  it  was 
fifty  years  ago.  There  is  now  less  disposition  to  enlarge 
existing  institutions  than  to  establish  others.  Cottage 
hospitals  have  exercised  a  most  beneficial  influence,  for 
they  have  enabled  doctors  to  keep  under  their  own  care  a 
large  proportion  of  cases  which  formerly,  and  often  at  great 
risk,  were  taken  from  them  ;  thus,  independently  of  the 
benefit  to  the  patients,  the  whole  community  has  derived 
advantage ;  in  the  first  place,  by  the  practice  allowed  to 
the  surgeon's  skill,  which  he  was  often  in  danger  of  losing 
from  want  of  opportunity,  and  secondly,  by  the  field  which 
has  been  opened  to  people  of  all  ranks  for  closer  contact 
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with  physical  pain  and  suffering,  and  for  the  free  exercise 
of  their  best  and  most  generous  sympathies. 

But  whilst  much  care  and  attention  have  been  bestowed 
on  the  internal  economy  and  hygiene  of  hospitals,  com- 
paratively little  thought  has  been  given  to  the  manner  in 
which  sufferers  are  conveyed  to  them.  In  this  respect, 
perhaps,  we  are  behind  some  other  nations. 

What  the  National  Aid  Society  accomplished  in  1870-t 
belongs  to  history.  England  was  slow  in  following  the 
example  which  had  been  set  by  other  States,  but  the  British 
Red  Cross  Society,  when  occasion  called  it  into  e.vistence, 
gained  in  a  few  weeks  a  position  second  to  that  attained  by 
no  other  country,  not  excepting  the  two  powerful  bellige- 
rents who  then  occupied  the  arena  upon  which  all  eyes 
were  directed.  What  the  St.  John  Ambulance  Association 
has  done  during  the  last  six  years  will  fill  a  no  less  im- 
portant paga  This  differs  from  the  National  Aid  Society 
in  one  particular,  that,  whilst  the  latter  followed,  in  its  own 
vigorous  and  practical  manner,  examples  which  were  the 
result  of  carefully  matured  thought  and  experience,  the 
St.  John  Ambulance  Association  was  a  new  creation,  and 
no  better  testimony  in  its  favour  can  be  afforded  than  the 
fact  that  it  has  already  been  imitated  in  every  part  of  the 
world,  with  more  or  less  success,  and  notably  by  an  institu- 
tion which  was  originated  at  Kiel,  by  Professor  Esraarch, 
and  is  now  flourishing  in  Germany  under  the  title  of 
the  Samariterverein. 

It  is  worthy  of  remark  that,  as  at  the  time  of  the  great 
war  which  called  the  National  Aid  Society  into  existence, 
civilians  and  soldiers  were  blended  in  one  common  object, 
so  the  greatest  harmony  has  since  united  them  in  the 
endeavour  to  extend  ambulance  work  for  peaceful  pur- 
poses. Much  mutual  advantage  which,  as  I  believe  will 
be  greatly  developed  in  a  not  remote  future,  has  already 
resulted  from  this  interchange  of  ideas  and  experience. 

Peace  and  war  are  represented  in  this  country  by  the 
two  societies  to  which  reference  has  just  been  made,  but 
hunceforth  their  aims  will  not  admit  of  separation ;   dia- 


The  Carriage  and  Removal  of  the  Sick  and  Injured,    3 19 

tinct  as  may  seem  the  two  fields  in  which  the  members 
respectively  labour,  it  is  not  the  less  true  that  it  is  from 
the  personnel  which  is  trained  to  relieve  physical  suffering 
on  the  battle-field  of  daily  life,  we  must  draw  that  effi- 
cient supplement  which  will  inevitably  be  required  by  the 
Army  Medical  Department  for  any  great  war  in  which 
we  may  be  engaged  ;  and  it  is  from  the  experience  gained 
in  the  rapid  improvisations  which  are  incidental  to  mili- 
tary surgery  and  army  transport,  that  so  much  may  be 
learned  by  the  civilian. 

In  this  union  there  is  nothing  inconsistent  with  the 
principles  of  the  most  devoted  adherent  of  the  Peace 
Society  ;  but,  on  the  contrary,  he  will  be  driven  to  admit 
that  much  of  that  training,  uniformity,  and  discipline, 
which  were  formerly  limited  to  military  requirements,  are 
of  the  first  necessity  to  those  who  desire  by  means  of 
organization  to  minimize  physical  suffering. 

In  the  first  hours  after  a  great  battle,  or  in  the  accidents 
of  civil  life,  there  is  no  more  valuable  knowledge  than  that 
•  which  enables  a  man  to  improvise  surgical  appliances  from 
anything  he  may  find  at  hand  :  it  is  useful  to  the  surgeon, 
and  makes  for  him  ready  assistants  in  others.  We  know 
how  often  doctors  are  compelled  to  have  recourse  to  their 
own  resources  when  ordinary  mechanical  means  are  wanting, 
but  until  quite  recently  the  general  public  have  stood  aside, 
unable  to  offer  them  any  assistance,  or  at  the  best  seeking 
instruction  at  the  very  moment  they  should  have  been 
able  to  apply  knowledge.  But  a  great  change  has  taken 
place,  and  the  medical  profession  is  the  first  to  acknowledge 
it,  especially  those  of  its  members  who  have  voluntarily 
given  instruction  in  the  first  and  simplest  rudiments  of 
their  art  to  classes  of  men  and  women  in  districts  where 
serious  accidents  are  frequent,  and  often  widely  disastrous 
in  their  effects.  Were  it  necessary  to  produce  specific 
proof  of  this  change,  a  volume  might  be  filled  with  a  record 
of  the  results  which  have  followed  on  five  years'  instruction 
in  the  method  of  rendering  first  aid  to  the  sick  and  injured  ; 
and  a  large  proportion  of  this  evidence  is  so  much  the  more 
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trustworthy  as  it  comes  from  doctors  who  are  independent 
of  the  professional  instructors  and  examiners,  and,  in  not 
a  few  cases,  from  those  who  were  at  first  opposed  to  the 
ambulance  movement  as  an  unnecessary  and  possibly  a 
dangerous  innovation. 

Contrast  the  conduct  of  men  in  the  Metropolitan  or 
City  police,  when  an  accident  now  occurs  in  the  London 
streets,  with  the  manner  in  which  the  victim  of  a  disaster 
was  formerly  handled  and  carried  to  a  hospital ;  or 
watch  the  intelligent  way  in  which  a  police  constable  in  a 
country  village  now  endeavours,  pending  the  arrival  of  a 
doctor,  to  restore  animation  in  a  person  apparently  drowned. 
See  how  promptly  a  fireman  steps  aside  in  the  midst  of  a 
conflagration  to  succour  a  comrade  who  has  been  crushed 
by  a  falling  beam.  Go  into  a  large  ship-building  yard  in 
Middlesborough  and  note  how,  on  the  first  alarm  of  an 
accident,  men  who  have  earned  their  "  First  Aid  "  certifi- 
cates will  quickly  arrive  on  the  spot  with  a  hamper  of 
necessary  appliances  and  a  two-wheeled  litter,  on  which 
the  sufferer  will  be  carefully  and  rapidly  wheeled  to  the 
hospital,  after  the  first  temporary  remedies  have  been 
employed.  Land  with  a  boat's  crew  on  some  inhospitable 
shore,  and  when  a  limb  is  broken,  or  a  man  has  sustained 
a  gun-shot  wound,  judge  for  yourself  whether  time  bestowed 
by  the  ship's  doctor  on  the  instruction  of  the  sailors  has 
been  well  spent.  Or  take  the  evidence  of  an  officer  lying 
in  his  bed  at  Malta  whilst  he  tells  you  how,  under  Provi- 
dence, his  life  was  saved  at  Tel-el-Kebir  by  one  of  his 
men  who  had  attended  a  course  of  ambulance  lectures  in 
London.  Enter  a  house,  furnished  with  every  comfort 
and  luxury  ;  a  mother  is  compressing  an  artery  in  the  arm 
of  her  only  child  whose  pale  face  gives  assurance  of  the 
inevitable  fate  which  awaits  him  should  the  nerve  of  his 
loving  parent  fail  but  for  an  instant.  The  doctor  comes, 
and  that  life  has  been  saved.  A  railway  accident  is  reported 
at  a  station  where  an  ambulance  class  has  been  held,  and 
where  the  porters  and  other  employes  occasionally  meet 
for  the  purpose  of  practice.    See  how  well  tliey  act  together, 
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and  how  intelligently  they  use  the  First  Aid  material  and 
stretchers,  which  they  now  keep  always  at  hand;  and, 
when  the  doctor  arrives,  listen  to  his  opinion  as  to  the 
services  of  his  humble  assistants.  Descend  to  the  deepest 
working  of  some  of  the  coalpits  in  Derbyshire,  Durham, 
or  Yorkshire  and  when  an  accident  happens,  as  unfortu- 
nately they  do  so  frequently  happen,  look  at  the  way  in 
which  a  tourniquet  will  be  made  out  of  a  knob  of  coal,  a 
strip  of  calico  torn  from  a  shirt,  and  a  hammer,  and  splints 
will  be  improvised  from  any  tools  that  may  be  at  hand  : 
tenderly  and  laboriously  the  crushed  miner  is  borne  through 
the  low  and  narrow  windings  of  the  pit  until  he  can  be  put 
upon  a  stretcher  and  placed  in  the  cage,  and  thus  raised 
to  the  mouth  of  the  shaft :  here  the  doctor  is  waiting, 
amputation  is  inevitable,  but  he  finds  the  extemporised 
tourniquet  so  well  adjusted  that  it  is  unnecessary  to 
exchange  it,  and  the  mangled  and  useless  limb  is  taken  off 
without  any  further  loss  of  blood. 

These  are  not  imaginary  instances,  but  they  are  ex- 
amples of  daily  occurrences.  There  is  much  more  to  be 
done,  indeed  the  work  is  never  ending ;  but  the  above 
sketches  are  a  few  typical  records  of  the  modest  results 
accomplished  during  the  last  five  years,  of  which  instructors 
and  pupils  may  well  see  cause  for  mutual  congratulation. 

Attention  having  once  been  directed  to  the  general 
ignorance  which  until  lately  prevailed  as  to  how  to  act 
for  the  best  in  cases  of  sickness  or  accident,  it  was  not 
long  before  consideration  was  almost  insensibly  drawn  to 
the  insufficiency  or  complete  absence  of  proper  means  of 
hospital  transport.  The  chief  reason  why,  in  this  respect, 
we  were  much  behind  some  other  countries  is  to  be  found 
in  our  insular  position,  which  has  saved  our  native  soil  for 
so  long  a  period  from  the  presence  and  even  the  contact  of 
war.  There  is  not  another  country  in  Europe  which  has 
not  during  the  last  thirty  years  been  more  or  less  directly 
influenced  by  the  realities  of  war,  for  all,  if  they  have  not 
suffered  from  its  actual  presence,  have  without  exception 
felt  its  cruel  blast  upon  their  frontiers.     As  a  conse<\ue5\cft. 
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of  this  experience,  other  nations  have  more  fully  realbed  that 
saddest  part  of  war.  the  dead  and  the  wounded  scattered 
over  vast  battle-fields,  the  dressing  stations  where  tem- 
porary relief  is  given,  the  field  hospitals,  and  the  long 
columns  of  wagons  bearing  hundreds  of  maimed  men  to 
the  base  of  operations.  All  this  and  much  more  than  it  is 
necessary  to  describe  in  detail  have,  in  a  great  measure, 
familiarised  other  European  nations,  and  the  United  States 
of  America,  with  military  ambulance  material  and  its  uses, 
and  civilians  have  vied  with  soldiers  in  the  endeavour  to 
keep  the  means  of  saving  life  and  alleviating  the  sufferings 
of  the  wounded  on  a  level  with  those  means  of  destruction 
which  military  skill  and  scientific  knowledge  are  ever 
striving  to  bring  to  perfection. 

The  Exhibition  held  in  connection  with  the  Red  Cross 
Conference  at  Berlin  in  1868,  the  important  Ambulance 
Department  of  the  International  Exhibition  at  Vienna  in 
1873,  the  Hygienic  Exhibition  at  Brussels  in  1876,  the  Red 
Cross  Exhibition  at  Geneva  in  1882,  the  Grand  Exhibition  at 
Berlin  in  1883,  and  the  frequent  meetings  which  have  been 
held  in  Paris  under  the  auspices  of  the  Society  de  Secours 
aux  blessis  -militaires  have  given  great  encouragement  to 
this  feeling,  and  much  practical  advantage  has  been  derived 
from  the  trials  and  comparisons  which  were  made  of  the 
means  of  hospital  transport  adopted  by  various  nationalities. 
But  in  England  no  similar  advantages  have  been  enjoyed, 
and  the  number  of  surgeons  and  laymen  who  have  taken 
part  in  these  experiments  is  very  limited.  Had  the  ambu- 
lance group  of  exhibits  in  the  present  Exhibition  attained 
that  standard  which  continental  critics  might  have  ex- 
pected, the  fact  would  have  been  evident  that  we  are 
beginning  to  realise  our  shortcomings,  and  we  might  have 
satisfactorily  proved  by  demonstrations  that  we  are  not  only 
taking  lessons  from  the  Continent  of  Europe  and  the  United 
States  of  America,  but  that  we  are  striking  out  paths  of 
our  own  towards  results  which  must  have  a  world-wide 
influence. 

I  may  again  observe,  that  the  public  having  once  ap- 
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predated  the  advantage  of  having  practical  instruction  in 
the  most  elementary  rudiments  of  anatomy  and  surgery, 
and  in  the  simplest  manner  of  affording  assistance  in  cases 
of  sickness  and  accident  in  order  to  avoid  those  mistakes 
which,  in  the  absence  of  a  doctor,  were,  and  are  still,  so 
prevalent,  thus  aggravating  or  complicating  physical  dis- 
orders and  the  results  of  accident,  it  was  not  long  before 
people  began  to  recognise  that  our  means  for  the  con- 
veyance of  invalids  were  lamentably  deficient  As  an 
important  preliminary  it  was  necessary  to  emphasise  the 
fact,  that  it  is  much  better  to  know  how  to  extemporise 
stretchers  and  ambulance  carriages  than  to  trust  to  care- 
fully-devised mechanical  appliances,  for  the  latter  can  never 
be  sufficiently  distributed  to  meet  all  contingencies. 

Until  quite  recently,  with  the  exception  of  those  used  in 
hospitals,  the  majority  of  the  stretchers  in  use  combined 
primitive  simplicity  with  weight  and  clumsiness  to  a  degree 
which  would  be  unintelligible  in  the  present  day,  if  it  were 
not  that  there  are  plenty  of  specimens  of  the  same  type 
still  to  be  found  at  police  stations  and  union  workhouses  ; 
a  rigid  wooden  frame  with  canvas  stretched  over  it,  and 
iron  legs,  was  thought  to  be  the  ne  plus  ultra  for  the  convey- 
ance of  persons  injured  by  accident  or  suffering  from 
drunkenness,  and  for  the  latter  class  strong  straps  and 
buckles  afforded  additional  security.  Those  whose  duty  it 
was  to  carry  those  stretchers  generally  bore  them  on  their 
shoulders,  thus,  besides  requiring  four  bearers  instead  of  two, 
adding  another  source  of  danger  to  that  which  had  been 
already  incurred  by  the  patient ;  and  they  marched  in  step, 
if  they  knew  how  to  do  so,  and  therefore  according  to 
modern  notions  it  was  better  when  the  bearers  were  un- 
drilled  men.  For  such  means  of  transport  a  narrow  door- 
way or  an  ordinary  staircase  was  a  formidable  obstacle 
which  could  only  be  overcome  by  taking  the  patient  from 
the  stretcher,  no  matter  what  his  condition  might  be,  an 
alternative  generally  productive  of  increased  suffering  and 
frequently  of  more  serious  results. 
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No  person  who  has  not  endeavoured  to  design  a  new 
stretcher  can  have  any  idea  of  the  difficulty  and  even  im- 
possibility of  inventing  one  equal  to  all  requirements. 
There  is  the  hospital  stretcher,  which  must  admit  of  the 
framework  being  withdrawn,  thus  leaving  the  patient  on  a 
bed  or  an  operating  table  with  only  the  canvas  intervening. 
Then  there  is  the  military  stretcher,  which  must  have  feet, 
and  yet  be  made  to  fold  into  small  compass  without  any 
diminution  of  its  strength.  Again,  there  is  the  stretcher 
for  general  civil  purposes,  to  which,  for  police  use,  strong 
leather  straps  only  need  be  added.  With  the  exception  of 
the  hospital  stretcher,  there  is  one  rule  applicable  to  every 
other  variety ;  it  is  indispensable  that  there  should  be  no 
independent  parts,  not  even  a  detached  pillow,  otherwise 
there  will  always  be  the  risk  that  one  piece  will  be  missing 
when  most  wanted.  As  far  as  the  demands  upon  it  will 
allow,  the  St.  John  Ambulance  Association  has  also 
endeavoured  to  introduce  uniformity  of  size  in  the  stretchers 
it  has  issued,  so  that  when  they  have  to  be  put  into  road 
or  railway  carriages  there  may  be  no  mistake  as  to  the 
capacity  of  the  vehicle  to  take  them.  For  military  or 
police  use  it  is  perhaps  not  yet  possible  to  have  stretcher 
handles  that  can  be  shortened  at  pleasure,  though  un- 
doubtedly we  shall  arrive  at  this  improvement,  and  thus 
lessen  the  length  and  weight  of  our  Army  Hospital  wagons. 
For  all  other  purposes  such  an  arrangement  is  frequently 
found  to  be  a  great  convenience,  especially  in  narrow  and 
winding  passages  and  staircases. 

Much  advantage  has  also  been  found  in  adapting  ordinary 
stretchers  to  wheels  and  covers,  thus  forming  a  two-wheeled 
and  covered  litter,  which  is  very  useful  for  short  journeya 
Without  shifting  a  patient  from  the  stretcher,  this  litter 
can  also  be  sent  long  distances  by  road  or  rail  in  cases 
where  the  journey  has  to  be  broken,  or  there  may  be  a 
difficulty  in  obtaining  a  suitable  vehicle  to  take  the  stretcher 
at  the  end  of  the  Journey. 

From  the  hand  litter,  or  stretcher  on  wheels,  the  advan- 
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tages  of  which  have  been  fully  recognised  during  the  last 
three  years,  we  next  come  to  the  horse  ambulance  car- 
riage, about  which  there  is  much  diversity  of  opinion. 

Undoubtedly,  if  proper  vehicles  can  be  obtained,  it  is 
better  in  most  cases  to  wait  for  them,  although  at  the 
sacrifice  of  a  little  time.  But  unfortunately,  even  in  some 
of  our  largest  towns,  one  might  look  in  vain  for  a  satis- 
factory stretcher,  or  a  fairly  comfortable  ambulance  car- 
riage, and  the  public  cab,  or  the  disused  fly,  converted 
by  parochial  parsimony  into  an  invalid  carriage,  are  still 
considered  by  too  many  bodies  of  guardians  as  quite  good 
enough  for  broken  legs  or  injured  spines,  or  for  the  patient, 
the  cause  of  whose  insensibility  has  not  been  determined, 
and  who  being  unconscious  may  be  doubled  up  with  im- 
punity !  How  few  towns  possess  adequate  means  for  the 
removal  of  such  cases  !  and  when  the  subject  is  discussed 
at  municipal  councils,  or  by  other  local  authorities,  the 
vote,  for  the  sake  of  a  cruel  and  mistaken  economy,  is 
generally  in  favour  of  making  any  carriage  do  for  the  sick 
and  injured  rather  than  have  a  special  vehicle  constructed 
for  the  purpose. 

It  could  not  be  publicly  asserted  that  ratepayers  would 
oppose  a  moderate  expenditure  for  such  a  humane  object, 
because  it  is  well  known  that  if  properly  put  before  them, 
they  will  insist  on  an  outlay  which  is  so  obviously  for  the 
benefit  of  the  whole  community.  The  public  purseholders 
are  therefore  driven  to  find  another  excuse,  and  we  are  told 
that  it  is  not  advisable  to  have  specially  constructed  ambu- 
lance carriages,  as  such  vehicles  advertise  themselves,  and 
frighten  people,  and  for  this  reason  it  is  better  to  have  a 
converted  brougham  or  a  street  cab.  If  this  be  true,  which 
is  doubtful,  the  sooner  the  public  are  educated  to  discern 
the  proper  means  of  conveyance  for  invalids  the  better  it 
will  be  for  them,  especially  as  the  knowledge  will  bring 
with  it  an  increased  respect  for  such  vehicles,  more  sym- 
pathy with  those  who  have  to  occupy  them,  and  greater 
facilities  for  their  uninterrupted  passage  through  crowded 
streets. 
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There  is,  perhaps,  another  question  involved,  namely,  the 
possibility  of  a  belief  that  an  ordinary  accident  carriage 
might  be  used  for  patients  suffering  from  infectious  diseases. 
This  is  also  a  matter  which  should  be  boldly  and  honestly 
met,  and  the  public  will  soon  learn  that  the  two  classes  of 
invalids  are  Icept  quite  distinct,  and  that  no  vehicle  used  for 
small-pox  or  fever  patients,  is  kept  in  the  same  place,  or  is 
worked  by  the  same  stafl^  as  those  which  are  employed  for 
accidents  and  no n -infectious  cases. 

Whether  is  it  better  to  allow  persons  suffering  from 
infectious  diseases  to  go  in  cabs  and  omnibuses,  as  they 
frequently  do,  in  order  to  make  application  for  admission 
to  hospitals,  or  to  have  special  vehicles  of  two  classes  for 
their  use  ?  Those  who  have  any  experience  of  the  poorest 
districts  in  our  large  towns  know  how  necessary  it  is  that 
some  such  arrangement  should  be  made,  in  order  at  once 
to  put  a  stop  to  an  evil  from  which  rich  and  poor  alike 
suffer,  but  the  blame  for  which  cannot  be  attributed  to  the 
latter.  If  we  would  stamp  out  disease  in  its  earliest  stage, 
every  opportunity  should  be  afforded  for  doing  so  in  an 
open  and  honest  manner,  and  the  sight  of  a  fever-carriage 
worked  on  this  principle  would  soon  inspire  confidence 
rather  than  dread,  for  the  public  would  learn  to  appreciate 
the  fact  that  it  is  better  an  infectious  patient  should  be 
immediately  removed  from  their  midst  under  proper  pre- 
cautions and  guarantees  than  be  allowed  to  be  a  source  of 
danger  to  others. 

My  friend,  Mr.  Barrington  Kennett,  will  presently,  I 
believe,  give  some  interesting  details  as  to  the  system 
which  i.s  now  being  worked  by  the  Metropolitan  Asylums 
Board,  and  he  will  probably  tell  us  of  the  difficulties  with 
which  he  and  his  colleagues  have  to  contend  in  overcoming 
the  objections  which  are  raised  to  the  sight  of  an  ambulance 
carriage,  even  whtn  it  is  known  that  the  vehicle  is  employed 
in  preventing  a  patient  from  being  a  positive  danger  to  his 
neighbours.  This  part  of  the  subject,  therefore,  I  prefer 
leave  in  his  more  competent  hands. 

Improvement  in  ambulance  material  can  never  beaccom- 
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plished  by  theorists,  but  it  must  be  gradually  brought  about 
by  actual  work  and  experience,  and  by  those  who  are  willing, 
notwithstanding  disappointment  and  discouragement,  to 
perform  yeomen's  service  in  the  cause.  We  may  have  the 
best  carriages,  litters,  stretchers,  and  other  things  necessary 
for  the  transport  of  invalids,  but  these  are  of  small  im- 
portance compared  with  the  advantage  of  having  intelligent 
trained  men  to  use  them. 

I  would  have  willingly  avoided  intruding  my  own  per- 
sonality upon  your  notice,  but  had  I  done  so,  this  paper 
would  not  have  the  slightest  claim  to  your  attention,  as  it 
is  only  individual  experience  that  can  give  a  weight  to 
arguments  which  otherwise  would  be  absolutely  without 
value. 

I  have  spent  a  considerable  part  of  several  years  in 
perfecting  to  the  best  of  my  ability,  with  the  assistance  of 
practical  workmen,  the  simpler  forms  of  vehicles,  such  as 
stretchers  and  litters  ;  but  I  could  not  stop  here,  and  I  have 
lately  ventured  to  introduce  a  few  horse  carriages  to  public 
notice.  This  step  was  an  ambitious  one,  for  I  had  no 
support  in  a  single-handed  contest,  and  I  was  unable  to  do 
all  that  I  knew  required  to  be  done.  After  a  struggle  of 
nearly  two  years,  a  generous  friend  commissioned  me  to 
furnish  him  with  a  capacious  ambulance  carriage,  and  he 
presented  this  to  the  St  John  Ambulance  Association. 

I  also  had  one  built,  of  somewhat  similar  pattern,  for  the 
Northern  Hospital  of  Liverpool.  This,  I  believe,  to  be  the 
first  vehicle  which  has  been  worked  in  this  country  on  the 
American  ambulance  plan.  The  station  where  it  is  kept 
is  in  telephonic  communication  with  all  the  police  offices 
in  Liverpool ;  the  American  clip  harness  is  employed, 
and  I  am  informed  that  the  average  time  taken  to  get 
out  the  carriage  fully  equipped  is  under  two  minutes. 
Within  the  first  eleven  months'  existence  of  this  new 
establishment,  there  were  476  calls  for  the  carriage,  thus 
proving  how  much  such  an  organization  must  have  been 
needed  Carriages  of  the  same  type  are  now  in  use  in 
other  places,  but  I  have  referred  to  the  two  most  salient 
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examples  of  such  vehicles  used  in  this  country,  one  at 
short  notice  for  accidents,  the  other  for  the  removal  of 
invalids  from  one  place  to  another,  where  time  is  of  less 
consequence. 

I  should  like  to  speak  of  ambulance  carriages  invented 
by  other  persons,  but  I  refrain  from  doing  so,  because, 
fully  conscious  as  I  am  of  the  faults  in  my  own,  I  should 
be  sorry  to  say  one  word  which  might  seem  to  disparage 
the  efforts  of  others.  As  inventors,  we  may  mutually  con- 
gratulate ourselves  that  we  have  all  done  something,  even 
in  our  mistakes,  for  the  public  good  ;  and  I  personally  take 
this  opportunity  to  express  my  gratitude  to  friends  in 
London,  Liverpool,  and  elsewhere,  who  have  given  me  real 
support  in  a  difficult  undertaking  ;  they  not  only  have  my 
most  cordial  acknowledgments,  but  they  deserve  the  thanks 
of  the  public,  for  having  boldly  and  generously  assisted  in 
striking  out  new  paths  of  usefulness,  and  offering  the  results 
of  their  experience  for  the  benefit  of  the  whole  community. 
Taking  but  one  example,  I  venture  to  assert  that  if  the  Com- 
mittee of  the  Northern  Hospital  of  Liverpool  were  compelled 
to  sacrifice  their  present  ambulance  station  and  its  contents, 
and  begin  the  work  de  novo,  the  money  and  time  they  have 
spent  would  not  be  lost,  for  they  have  not  only  diminished 
the  sufferings  of  some  hundreds  of  persons,  but  they  have 
set  an  example  which,  whether  followed  in  whole  or  in  part 
must  prove  of  great  advantage  throughout  the  country. 

The  use  of  specially  constructed  ambulance  carriages 
will  become  general,  and  therefore  I  would  insist  on  the 
necessity  of  maintaining,  as  far  as  possible,  uniformity  in  the 
general  arrangement  of  these  vehicles,  and  the  stretchers  to 
be  employed  with  them.  As  an  illustration  of  the  advantage 
of  such  uniformity,  I  may  mention  that  a  few  weeks  ^o 
an  invalid  at  Cannes  was  placed  in  a  compact  bed,  on  an 
"  Ashford  "  litter,  that  had  been  purchased  of  the  St.  John 
Ambulance  Association  for  use  in  that  town,  and  taken  to 
the  railway  station.  Here  he  was  lifted  off  on  the  stretcher 
and  put  into  a  saloon  carriage,  and  thus  brought  without 
change  to  Boulogne.    Patient  and  stretcher  were  then  put  on 
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board  a  steamboat,  and  at  Folkestone  again  placed  on  the 
railroad  Two  members  of  the  Metropolitan  Ambulance 
Corps  of  the  St  John  Ambulance  Association,  met  the  train 
at  Charing  Cross  with  a  horse-carriage,  and  in  this  manner 
the  invalid  was  transported,  literally  in  a  bed,  from  the 
shores  of  the  Mediterranean  to  his  home  in  London.  I 
could  cite  many  instances  of  the  manner  in  which  persons 
of  very  limited  means  have  been  moved  from  one  part  of 
England  to  another,  but  I  have  taken  one  case  which  will 
best  prove  that  there  is  no  limit  to  this  special  work  of  a 
corps  which  is  unostentatiously  doing  its  utmost  to  improve 
the  present  unsatisfactory  means  for  invalid  transport 

Having  mentioned  one  example  of  the  removal  of  an 
invalid  a  long  distance  by  land  and  water,  I  would  say  a 
few  words  as  to  the  formation  of  ambulance  corps,  because 
although  this  organisation  is  still  in  an  embryo  state,  it  has 
already  shown  what  may  be  expected  of  it  Small  corps 
of  Ambulance  Volunteers  had  been  formed  at  two  or  three 
places  in  Kent,  and  at  Leicester,  Leamington,  and  else* 
where.  At  Brighouse,  in  Yorkshire,  the  members  of  the 
local  centre  of  the  St  John  Ambulance  Association  possess 
a  carriage  that  will  take  four  patients  on  stretchers,  as  well 
as  attendants  seated,  and  they  have  also  five  "  Ashford  " 
litters  stationed  at  different  points  in  the  town.  All  this 
material  is  interchangeable,  the  stretchers  fitting  the  horse- 
carriage  and  the  litters,  and  I  believe  there  is  nothing  of 
the  kind  more  complete  in  England.  But  quite  recently 
an  attempt  has  been  made  in  the  metropolis  to  meet  a  want 
of  serious  importance.  The  manner  of  working  is  very 
simple,  but  I  need  not  enter  into  details,  as  anyone  present, 
before  leaving  this  room,  can  have  a  copy  of  the  printed 
regulations.  These  admit  of  the  greatest  elasticity,  in  order 
to  embrace  all  classes  and  to  meet  special  requirements. 
Allow  me  to  cite  one  or  two  instances,  which  will  prove 
better  than  any  general  statement  how  useful  this  corps 
has  already  been.  A  poor  girl  who  was  dangerously  ill 
told  her  doctor  that  she  would  rather  live  a  week  in  London 
with  her  mother  than  a  month  in  the  country  separated 
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from  her,  and  he  gave  his  consent  to  her  removal.  She  was 
brought  from  her  cottage  at  Reigate  to  a  room  on  a  second 
floor  in  London,  and  she  told  her  friends  she  was  quite 
sorry  when  she  had  to  be  taken  from  the  stretcher  and 
placed  in  bed.  The  expense  of  this  journey  of  twenty-two 
miles,  including  four  railway  tickets,  was  thirty  shillings. 
By  the  same  agency,  within  the  last  fortnight,  a  man  with  a 
fractured  leg  has  been  conveyed  from  London  to  Maid- 
stone ;  a  general  officer  has  been  taken  eight  miles  out  of 
town,  and  a  poor  woman  has  been  removed  from  the  train 
at  Paddington  Station  to  St.  George's  Hospital. 

I  have  thus  mentioned  a  few  of  many  instances  in  this 
branch  of  work — the  carriage  and  removal  of  the  sick  and 
injured— which  has  lately  been  undertaken  by  the  St.  John 
Ambulance  Association.  It  may  be  admitted  that  at  pre- 
sent as  a  business  it  is  not  a  paying  one,  but  if  work  be 
found  for  the  corps  it  will  soon  be  self-supporting.  Every 
day  we  are  gaining  experience,  and  as  we  advance  we  make 
improvements  in  and  even  add  luxuries  to  our  material. 
Looking  at  the  result  of  the  last  few  months,  I  do  not 
hesitate  to  recommend  it  to  your  warm  and  active  interest. 

My  sole  aim  in  this  paper  is  to  draw  attention  to  a  useful 
and  pacific  revolution  that  is  gradually  being  accomplished 
for  the  benefit  of  sufltring  humanity.  From  one  end  of  the 
kingdom  to  the  other  people  are  slowly  acknowledging 
how  little  has  hitherto  been  done  outside  our  hospitals 
towards  the  alleviation  of  physical  pain.  The  old  days 
when  a  shutter  or  a  hurdle  was  considered  a  sufficiently 
good  means  of  locomotion  for  an  injured  person,  or  when 
specially  constructed  and  luxurious  invalid  carriages  were 
only  within  reach  of  the  wealthy — these  days  have  passed. 
The  time  is  not  distant  when,  as  far  as  civil  ambulance 
transport  is  concerned,  the  poor  will  be  placed  on  an 
equality  with  the  rich  as  regards  comfort,  if  not  luxury. 
Until  quite  recently,  when  a  poor  person  was  struck  down 
by  accident  or  disease  there  he  had  to  remain.  A  change 
of  air  to  the  sea-side  or  elsewhere  was  out  of  the  question 
on  account  of  the  expense,  or  rather  owing  to  the  absence 
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of  proper  means  of  conveyance  at  the  disposal  of  friends 
who  might  be  willing  to  help  him.  But  a  great  change  is 
gradually  being  accomplished.  Mistakes  will,  perhaps, 
delay  the  realisation  of  our  hopes,  but  all  can  do  some- 
thing towards  it,  and  the  labour  will  not  be  lost  even 
though  it  may  ultimately  be  proved  to  have  been  tempo- 
rally in  a  wrong  direction.  I  freely  acknowledge  my  own 
mistakes  in  the  production  of  ambulance  material,  and  that 
I  have  learned  much  from  the  suggestions  of  those  who 
have  had  opportunities  of  practically  testing  the  results  of 
my  endeavours  which  were  wanting  to  myself.  Thus,  and 
thus  only,  can  we  obtain  anything  like  a  solution  of  the 
questions  which  are  now  engaging  so  many  minds. 

I  have  already  apologised  for  venturing  to  treat  this 
subject  from  a  personal  as  well  as  from  a  general  point  of 
view.  But  if  I  have  committed  an  offence,  I  will  still 
further  expiate  it  by  confessing  my  failures  to  anyone 
who  is  honestly  desirous  to  take  up  the  matter  in  a  disin- 
terested way ;  and  I  am  sincerely  grateful  to  those  com- 
petent critics  who  have  been  lenient  to  my  efforts  even 
when  they  could  not  award  them  unqualified  praise. 

Ambulance  work  has  a  great  future  before  it  in  England, 
more  particularly  as  the  country  generally  has  not  com- 
mitted itself  to  any  irretrievable  steps  involving  con- 
siderable pecuniary  sacrifice.  Hitherto  invalid  transport, 
except  at  the  cost  of  parishes,  for  short  journeys  to  the 
workhouse  or  the  hospital,  has  been  limited  to  the  rich. 
It  is  our  duty  to  bring  it  within  the  reach  of  everyone,  and 
to  extend  to  all  classes  the  benefit  of  change  of  air  and 
scene  when  ill-health  shall  have  made  such  change  de- 
sirable ;  or  when,  as  so  often  happens,  a  breadwinner  is 
obliged  to  separate  himself  from  his  family  because  an 
invalid  wife  or  child  cannot  be  moved  to  a  new  home. 
Just  in  the  same  manner  as  it  is  mockery  to  recommend 
indigent  patients  when  discharged  from  a  hospital  a  diet  of 
chicken,  jelly,  and  port  wine  unless  it  be  provided  for  them, 
so  is  it  useless  to  tell  them  to  obey  the  doctor's  instructions 
and  seek  change  of  air,  unless  such  a  possibility  is  brought 
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within  the  means  of  the  poorest.  Consider  what  an  expen- 
diture of  money  is  entailed,  even  on  persons  of  compa- 
ratively easy  circumstances,  when,  under  medical  advice, 
they  desire  to  remove  an  invalid  only  five  miles  in  a 
recumbent  position.  The  tariff  is  in  most  cases  prohi- 
bitive. We  are  all,  then,  interested — I  will  not  say  in  a 
reform  of  our  invalid  transport  system,  because  at  present 
no  real  system  of  any  extent  exists — but  in  an  organisation 
which  shall  so  improve  our  present  methods  of  removing 
sick  and  injured  persons  as  to  make  it  possible  and  easy 
for  all,  regardless  of  distance,  whether  journeys  have  to  be 
performed  by  road,  rail,  or  water. 

One  plan  I  would  mention,  which  would  greatly  tend  to 
these  practical  results,  and  that  is,  the  formation  in  the 
metropolis  of  a  permanent  museum  for  the  display  of 
ambulance  materia!  under  tne  management  of  a  small 
committee,  to  whom  should  belong  the  right  of  selection 
in  the  first  instance,  and  change  when  improvements  may 
render  certain  patterns  obsolete.  Such  an  institution  is 
most  urgently  needed,  and  I  am  supported  in  this  belief 
by  letters  in  my  possession,  written  by  distinguished 
physicians  and  surgeons,  both  civil  and  military.  I  trust 
the  day  is  not  far  distant  when  such  a  museum,  exclusively 
limited  to  objects  which  come  within  this  category,  may 
be  established,  a  distinct  line  being  drawn  between  such 
objects  as  are  only  intended  for  civil  use  and  those  which 
are  for  war. 

I  am  quite  aware  how  imperfectly  I  have  fulfilled  my 
task  on  this  occasion,  but  I  know  1  am  addressing  many 
who  have  the  power  to  carry  the  work  I  have  so  slightly 
indicated  far  beyond  the  limits  that  cramp  and  confine  the 
energies  of  those  who  have  to  the  best  of  their  ability  devoted 
many  years  to  this  particular  subject.  To  those  whose 
attention  has  never  been  directed  to  the  matter,  I  would 
say  :  "  Take  the  first  opportunity  to  enable  some  suffering 
invalid,  who  is  now  pining  for  the  fresh  air  and  green 
fields,  to  enjoy  a  change  from  the  hospital  ward,  or,  may 
b^  the  gloomy  walls  of  a  chamber  where  a  genial  breeze 
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is  seldom  felt,  and  where  the  nerves  of  the  patient  are 
racked  by  never-ceasing  street  noises."  An  act  of  charity 
like  this,  and  the  charity  need  not  necessarily  mean  the 
expenditure  of  money,  will  be  well  repaid  by  the  result, 
and  a  recruit  will  be  added  to  our  ambulance  band.  And 
to  those  who  have  considered  the  subject,  especially  the 
doctors,  let  me  appeal  for  work  such  as  they  can  give  us 
to  do  ;  and  with  their  advice,  criticism  and  encouragement, 
men  and  women  will  be  found  to  labour  zealously  in  the 
cause,  and  the  carriage  and  removal  of  the  sick  and  injured 
will  soon  become  an  organised  institution,  which  will  be  a 
benefit  to  all  whatever  their  position  in  life  may  be. 


THE  AMBULANCE  ORGANISATION 
OF  THE  METROPOLIS  DURING 
EPIDEMICS. 

By  V.  B.  Barrington-Kennett,  M.A,  LL.M. 

Deputy  Chairman  of  the  S/,  John  Ambulance  Association. 

After  some  years  of  ambulance  work  in  foreign  wars  I 
was  glad  of  an  opportunity  of  utilising  any  little  experience 
which  I  might  have  gained,  by  assisting  in  the  organisation 
of  the  Metropolitan  Ambulances  for  the  transport  of 
infected  cases.  Many  of  you  may  not  know  that  the 
Metropolitan  Asylums  Board,  under  the  able  Chairmanship 
of  Mr.  E.  Galsworthy,  has,  among  its  other  duties,  the 
responsibility  of  organising  and  carrying  out  the  transport 
by  road  and  river  ambulances  of  large  numbers  of  sufferers 
from  the  epidemics,  which  from  time  to  time  visit  our  great 
city,  and  commit  such  havoc  among  its  crowded  population. 
As  a  member  of  the  St  John  Ambulance  Association,  I 
have  gladly  accepted  an  invitation  to  tell  my  colleagues  at 
this  Conference  of  our  Association  something  of  a  new 
system  and  interesting  branch  of  ambulance  work.  I  wish, 
however,  to  preface  my  remarks  by  reminding  them  that  I 
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am  not  here  to-day  in  any  way  representing  the  Metro- 
politan Asylums  Board  or  its  Ambulance  Committee  ;  I  am 
only  giving  an  account  on  my  own  responsibility,  both  as  to 
facts  and  figures,  of  some  of  its  ambulance  arrangements. 

We  are  now,  as  you  know,  passing  through  a  small-po; 
epidemic,  and   it   need   hardly  be   said   that    under  sui 
circumstances  the  removal  of  patients  is  a  work  of  great 
magnitude  and  serious  difficulty,  on  account  of  the  large 
numbers    to    be   dealt   with,   the   crowded    state    of    the 
thoroughfares,  and  the  precautions  which  it  is  necessary 
take  in  order  to  prevent  infection  during  transport     It 
to  the  public  ambulance  operations  now  going  on  in  yoi 
midst  in  connection  with  this  epidemic,  and  which  mi 
therefore  be  an  object  of  some  interest  to  most  of  yoi 
that  my  remarks  will  be  mainly  confined.     It  cannot  fj 
to  produce  a  feeling  of  satisfaction  and  confidence  amoi 
many  of  us  to  know  that  we  have  at  our  call  in  time 
epidemics  a  powerful  and  highly  efficient  organisation  fc 
rapidly  removing  patients  to  the  hospitals  where  they  wil 
be  treated,  and  to  the  convalescent  camps  where  they  \ 
regain  health  and  strength. 

I  propose  first  to  explain  to  you  briefly  the  position 
the  various  ambulance  stations,  hospitals,  wharfs,  &c,  3( 
the  general  routes  followed  in  transferring  the  patients  by 
road  and  river.      For  this   purpose    I    have   been   kindly 
allowed  to  make  use  of  the  maps  and  some  other  articles 
contained  in  the  Ambulance  exhibit  of  this  Exhibition. 

Referring  to  the  map*  accompanying  this  paper,  you  will 
see  that  there  are  six  small-pox  hospitals  situated  in  various 
districts  of  London,  three  of  which  are  provided  with  ambu- 
lance stations,  or  dep6ts,  in  which  are  kept  horses 
waggons  ready  for  immediate  use.  These  ambul; 
stations,  situated  respectively  in  the  east,  west,  and  so 
east  of  London,  are  in  telephonic  communication  with  th< 
central  office  in  Norfolk  Street,  Strand,  to  which  durii 
the  day  information  as  to  fresh  cases  is  sent.     During  tl 

*  This    map    is  reproduced  from  the  map  of  the  Metropolits 
Asylums  Board. 
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night  and  on  Sundays  application  for  an  ambulance  carriage 
is  made  at  the  ambulance  station  itself.  Thus  at  very  short 
notice  indeed,  in  day  or  night,  an  ambulance  carriage  can  be 
sent  to  any  part  of  London. 

The  regulations  at  these  ambulance  stations  are  carefully 
drawn  up  and  strictly  adhered  to.  After  taking  a  patient 
to  any  hospital,  each  ambulance  carriage  has  to  be  disin- 
fected at  tliat  hospital  before  it  is  allowed  back  into  the 
station,  and  proper  precautions  are  taken  in  the  case  of  any 
of  the  ambulance  staff  who  may  be  brought  into  contact 
with  the  patients. 

Every  ambulance  station  is  fitted  with  coach-house  and 
stables,  disinfecting-rooms,  laundry,  kitchen,  dormitories  and 
lavatories,  adapted  to  the  wants  of  the  resident  staff.  The 
staff  consists  of  a  superintendent,  telephone  clerk,  drivers, 
helpers,  nurses,  and  other  employes  ;  all  quite  distinct  and 
separated  from  the  hospital  staff.  The  necessity  for  these 
precautions  will  be  at  once  seen  when  it  is  remembered  that 
the  ambulance  carriages  and  staff  are  constantly  passing 
through  public  thoroughfares.  This  is  also  the  reason  why, 
as  I  have  said,  every  ambulance  carriage  which  leaves  the 
station  comes  out  pure  and  clean,  having  been  disinfected 
since  carrying  its  previous  case. 

All  this  is  very  different  from  what  was  going  on  only  a 
few  years  ago.  The  authorities  who  then  undertook  the 
removal  of  infectious  cases,  used  sometimes  to  be  most 
careless  as  to  the  localities  in  which  they  kept  their  ambu- 
lance carriages  when  not  in  use.  In  one  recorded  case  the 
vehicle  used  for  infectious  cases  was  kept  in  a  shed  in  the 
workhouse  grounds  along  with  the  parish  funeral  carriage, 
a  van  for  the  removal  of  the  ordinary  sick  poor,  the  van 
for  daily  carrying  bread  to  out-door  poor,  and  a  carriage 
used  by  the  Guardians.  Moreover,  the  vehicle  was  never 
disinfected  after  use!  In  another  case  the  ambulance 
carriage  was  kept  alongside  an  invalid-chair  for  ordinary 
sick  people,  while  in  a  third  case  the  driver  employed  to 
convey  infected  cases  confessed  to  taking  out  people  to 
evening  parties  and   other  entertainments  without  ever 
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changing  his  clothes.  I  might  quote  other  cases,  but  it 
is  better  to  draw  a  veil  over  these  scandals,  and  to 
console  ourselves  by  thinking  that  in  one  matter  at  least 
this  generation  is  wiser  than  its  forefathers. 

The  evils  of  concentrating  any  considerable  number  of 
infected  cases  in  London  hospitals  has  been  fully  recognised, 
and  in  consequence,  as  many  as  possible  of  the  patients 
are  removed  from  them  in  detachments  as  the  state  of 
their  health  permits,  and  taken  to  the  floating  and  camp 
hospitals,  to  the  great  benefit  of  themselves  and  of 
dwellers  in  the  Metropolis  generally.  This  floating 
hospital,  which  I  shall  describe  more  in  detail]  later  on, 
is  situated  on  the  Thames  almost  opposite  Purflect,  nine- 
teen miles  below  London  Bridge,  and  the  Convalescent 
Camp  some  our  miles  south  of  the  Floating  Hospital. 

Properly  constructed  ambulance  carriages  convey  patients 
from  their  homes  to  the  hospitals  or  wharves,  and  in  the 
latter  case  they  are,  subject  to  medical  advice,  taken  at 
once  on  board  the  ambulance  steamers,  which  call  at  regu- 
larly appointed  times.  If  destined  for  the  hospital  ships 
they  are  taken  there  direct ;  if  for  the  camp  hospital,  they 
are  disembarked  at  Long  Reach  Pier,  whence  ambulance 
waggons  in  attendance  take  them  up  to  the  camp.  The 
time  taken  from  the  London  hospitals  or  their  homes  to  the 
wharves  rarely  exceeds  an  hour,  while  the  river  journey 
varies  from  I  to  i  J  hours.  The  journey  from  Wandsworth 
wharf,  when  in  operation,  will  of  course  be  longer. 

The  ambulance  carriages,  thirty-eight  in  number,  are 
distributed  between  the  ambulance  stations,  and  may  be 
roughly  divided  into  two  classes — a  large  size,  constructed 
or  adapted  to  hold  a  maximum  of  five  or  six  patients  and 
nurse  (but  which  will  never,  except  on  an  emergency, 
carry  more  than  four),  used  for  transferring  detachments 
of  patients  from  the  hospitals  to  the  wharves  ;  and  a  small 
size,  used  for  conveying  one  or  two  cases  from  tlieir  homes 
to  the  hospitals  or  wharves.  A  special  feature  in  the 
form  of  ambulance  carriage  now  adopted  is  that  it  is 
ventilated  as  much  as  possible  from  above,  and  that  the 
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side  windows  do  not  open  low  down.  The  object  of  these 
precautions  is  to  do  away  with  the  danger  of  spreading 
infection  while  the  waggons  are  passing  or  delayed  in 
crowded  thoroughfares.  The  interiors  are  constructed  of 
plain  surfaces  of  polished  wood  easy  to  clean  and  disinfect 
Trials  have  been  made  with  zinc  linings,  and  at  the  sugges- 
tion of  Mr.  Furley,  some  other  improvements  introduced 
in  the  last  carriage  built  One  of  his  latest  is  a  system 
by  which  a  stretcher  with  a  patient  upon  it  can  be  raised 
from  the  floor  of  the  carriage  and  placed  on  the  top  row  by 
one  man  alone  standing  outside. 

As  an  example  of  the  work  done  by  the  ambulance 
waggons,  I  take  the  week  ending  July  5  last,  and  find  that 
they  were  employed  in  the  following  number  of  removals  : 

Acute  cases  conveyed  from  their  Homes  to  Hospitals  and 
Wharves  in  London  . 241 

Acute  and  Convalescent  cases  from  Hospitals  to  Wharves  in 
London 99 

Convalescing  cases  from  the  Floating  Hospital  (Long  Reach 
Pier)  to  the  Camp 162 

Recovered  and  discharged  patients  reconveyed  from  the  Camp 
to  Long  Reach  Pier        .         .         .         .         .         .  .     1 26 

Do.  do.  from  the  Wharves  to  their  homes  in  London      .         .     1 26 

Do.  do.  from  the  London  Hospitals  to  their  homes  .         .       17 

Total  removals 77 1 


If  to  these  figures  we  add  the  fever  cases,  61  in  number, 
we  arrive  at  a  total  of  832  removals  in  all  during  the  week 
by  the  Road  Ambulances.  It  must  be  remembered  that  a 
large  number  of  these  journeys  are  in  connection  with  the 
Camp  and  not  in  London  itself 

There  are  four  ambulance  steamers,  of  which  two,  the  Ambulance 
Red  CrosSy  and  one  unfinished,  are  specially  adapted  for 
the  conveyance  of  patients  to  the  floating  and  camp 
hospitals  ;  while  a  third,  ^^  Albert  F/ic/^  though  arranged 
to  carry  acute  and  other  cases  on  an  emergency,  is  mainly 
intended  for  the  re-conveyance  of  recovered  and  disinfected 
cases  from  the  floating  and  camp  hospitals  back  to  the 
wharves  en  route  to  their  homes.     The  fourth  steamer,  the 
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Marguerite^  is  intended  for  the  use  of  the  Hospital  Ships' 
Committee,  and  the  nurses  and  other  members  of  the  staff. 
The  dimensions,  and  other  particulars  of  these  ambulance 
steamers,  are  as  follows  : — 
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In  the  first  three  of  these  steamers  patients  can  be  carried 
on  their  stretchers  from  the  waggons  into  the  cabins  with- 
out any  difficulty,  and  can  there  be  treated  as  if  in  hospital. 
Special  care  has  been  taken  to  provide  for  ample  venti- 
lation without  draught.  A  doctor  and  nurses  accompany 
the  patients  every  journey,  while  food  and  medicines  are 
kept  on  board  to  provide  for  all  contingencies. 

The  following  figures  show  the  work  done  by  the  ambu- 
lance steamers  during  the  week  ending  July  5,  the  same 
which  I  selected  for  the  road  ambulance  returns  : — 

Acute  recumbent  cases  conveyed  from  wharves      .         .         .129 
Not  acute  and  convalescent  do.        „        „             .         .         .112 
Recovered  patients  reconveyed  to  the  wharves  in  London  en 
route  to  their  homes  . 1 26 


Total 36? 


Ambulance 
Wharves. 


The  sites  of  the  ambulance  wharves  have  been  selected 
as  being  in  the  most  accessible  positions  with  respect  to 
the  hospitals,  and  to  the  probable  requirements  of  the 
various  districts  of  London,  special  care  being  taken  that 
they  should,  as  far  as  possible,  be  approached  by  thorough- 
fares not  likely  to  be  blocked.  When  the  whole  scheme  is 
carried  out  there  will  be  four  wharves,  two  on  the  Middlesex, 
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and  two  on  the  Surrey  shore,  viz : — One  at  Wandsworth 
(not  yet  constructed),  Acorn  Wharf  at  Rotherhithe,  Brown's 
Wharf  at  Blackwall,  and  Long  Reach  Wharf,  almost 
opposite  Purfleet 

They  will  all  be  furnished  with  piers  projecting  to  such 
a  distance  that  the  ambulance  steamers  can  run  alongside 
the  landing  stages  at  all  states  of  the  tide.  These  piers 
are  to  be  covered  in,  so  that  patients  can  be  safely  con- 
veyed along  them  in  bad  weather.  A  model  of  one  of 
the  wharves  with  its  pier  and  landing  stage  is  exhibited  in 
the  Ambulance  Department  of  this  Exhibition. 

The  following  are  some  particulars  as  to  the  ambulance 
wharves,  giving  their  approximate  distances  by  road  from 
the  various  hospitals,  and  by  river  from  the  Floating  Hos- 
pital at  Long  Reach  pier,  where  patients  are  disembarked 
for  the  camp.    (See  table  on  next  page.) 

It  seems  to  be  clearly  established  that  the  somewhat 
long  journey  by  road  and  river  to  the  Floating  Hospital, 
which  these  figures  show,  is  not  prejudicial  to  the  health  of 
the  patients.  As  a  fact,  they  often  express  themselves  pleased 
with  the  change  of  air  and  scene,  and  still  more  pleased 
when  they  are  moved  on  to  the  Convalescent  Camp* 

The  Floating  Hospital*  consists  of  three  ships,  the  AtlaSy  Floating 
Endymion^  and  Castalia,  moored  in  a  line  in  the  order  named.  ^°^P*^* 

Of  these  the  Atlas  is  a  fine  three-decker,  lent  by  the  yf r^ Hospit 
Admiralty,  about  275  feet  long  and  40  feet  broad.  It  con-  ^^*P* 
tains  three  long  wards,  and  though  intended  for  1 50,  could 
take  a  maximum  of  200  patients  on  an  emergency.  The 
ports  of  the  ship  have  been  enlarged  and  converted  into 
windows,  and  in  the  middle  of  the  ship  a  large  aperture,  or 
hatchway,  24  feet  by  1 1  feet  6  inches,  has  been  cut  straight 
through  the  upper  and  lower  decks.  The  effect  of  this,  in 
conjunction  with  the  series  of  windows  replacing  the  ports, 
is  to  maintain  an  efficient  system  of  ventilation,  which  is 
especially  necessary  owing  to  the  lowness  of  the  wards. 
However,  I  am  still  of  opinion  that  a  ship  of  this  type 
is  not  the  best  possible  foundation  for  a  floating  hospital. 

^  See  illustration  of  Floating  H  ospital  accompanying  this  paper. 
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The  Castalia*  is  only  just  beginning  to  be  used.  To  Castalia 
myself  she  is  of  special  interest,  as  I  was  responsible  for  ^^^  ^ 
the  suggestion  of  the  peculiar  "echelon"  arrangement 
of  the  detached  huts  on  the  upper  deck,  or  "family  of 
Noah's  Arks"  as  they  were  called  when  the  ship  was 
lying  in  the  docks;  an  arrangement  which  has  been 
well  carried  out  under  the  supervision  of  Mr.  Adam 
Miller,  while  the  long  experience  and  critical  eye  of 
my  friend,  Surgeon-Major  Bostock,  C.B.,  has  secured  that 
no  detail  shall  be  wanting  in  the  interior  arrangements 
and  fittings  to  make  the  Castalia  a  model  hospital  of 
her  class.  She  is  a  twin-ship,  which,  as  may  be  remem- 
bered, performed  some  unsuccessful  voyages  across  the 
Channel,  and  was  then  abandoned  as  a  passenger  ship. 
She  is  built  of  iron,  and  is  about  285  feet  long,  and  over 
60  feet  broad.  She  has  a  long  upper  deck,  and  on  it  there 
have  been  constructed,  diagonally  or  in  Echelon,  five  wooden 
sheds,  of  which  the  two  end  ones  are  50  feet  by  25  feet, 
and  the  remaining  three  50  feet  by  18  feet  The  lower 
deck  is  divided  into  five  wards,  of  which  the  two  end  ones 
are  semicircular,  with  radius  about  30  feet,  and  of  the 
remaining  three,  two  are  60  feet  by  30  feet,  and  one  60  feet 
by  35  feet.  She  is  designed  to  accommodate  150  patients, 
but  could  take  200  on  an  emergency. 

The  object  of  the  Echelon  system  is  to  have  as  much 
open  space  as  possible  in  front  of  the  windows  in  the  long 
sides  of  the  wards,  and  thus  secure  the  maximum  amount 
of  cross- ventilation.  The  fact  of  some  of  these  windows 
looking  edgeways  up  and  down  the  river  gives  a  far  more 
cheerful  look  out  to  the  patients  than  if  they  looked  direct 
into  the  wall  or  windows  of  the  adjoining  huts.  The  lower 
wards  are  ventilated  artificially  on  the  Boyle  exhaust  cowl 
system.  A  beautiful  model  of  this  ship,  and  the  additions 
executed  by  Messrs.  Green,  the  well-known  ship-builders, 
is  in  the  Ambulance  Department  of  this  Exhibition. 

The  Endymion,  ao  old  frigate  lent  by  the  Admiralty,  EndynUon 
253  feet  long,  is  used  as  an  administration  ship  for  her  two  ^^™c^f^"" 

*  See  illustration  of  Castalia  accompanying  this  paper. 
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companions.    Here  the  nurses  and  other  employh  live  wl 
off  duty,  and  the  office,  cooking,  and  other  administrati' 
work  is  carried  on.    At  the  present  moment  there  are  al 
150  patients  under  treatment  in  the  Floating  Hospital, 
a  hospital  staff  of  about  130  persons. 

On  the  south  bank  of  the  river,  just  opposite  the  Floatii 
Hospital,  is  situated   the   Steam- Laundry,  where  all 
washing,   for   both   patients   and  staff,  is  carried   on. 
the  Thames  water  is  hardly  fit  for  washing  purposes, 
water,  both   for   the   Floating  Hospital   and    Laundry, 
conducted  in  pipes  from  the  Kent  Waterworks,  a  distance 
of  four  and  a  half  miles. 
)i        Some   four  miles  south  of  the  Hospital  Ships,  on 
Camp..  slopes  of  the  Darenth  Hills,  are  pitched  the  two  ConvaI( 

cent  Camp  Hospitals,*  at   a  di.stancc  of  360  yards  fr 

Leach  other,  one  formed  in  March,  and  the  other  in  June 
last     To  show  how  rapidly  this  clas.s  of  hospital  can  be 
erected  and  organised,  I  may  mention  that  on  May  30th 
last  the  order  was  given  to  form  the  second  camp, 
by  June  2ist — a  period  of  only  three  weeks — there  wi 
300  patients  actually  in  the  camp,  with  infirmaries,  kitchi 
laundry,  boiler-house,  and  all  that  was  necessary  for  their 
proper  comfort  and  treatment.     This  result  is  mainly  due 
to  the  enoi^  of  the  Chairman  of  the  Camp  Committee, 
Sir  E.  Currie,  and  those  employed  in  the  work. 
The  sleeping-tents  in  these  camps  are  pitched  in  double 
rows,  with  an  interval  of  about  80  feet  between  the  rows, 
and    so   feet   from   each   other.      They   are    occasionally 
arranged  in  c'chelon,  to  suit  the  undulations  of  the  ground. 
The  kitchens,  boiler-house,  bath-house  and  scullery  are 
wooden  structures. 
The  following  are  the  sizes  of  the  principal  tents : — 


Sleeping  tci 
Day  teats 
Infirmary  t 


3  for  30  beds  . 


^o  by  25 


sfor  16  beds  .         .         .      80  „  25 

Good  sanitary  arrangements  have  been  carried  out  1 
*  See  plan  of  Camp  Hospital  accompanying  this  paper. 
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these  camps.  Gas  is  used  for  lighting  and  cooking,  and 
the  tents  are  warmed  when  necessary  by  a  system  of 
hot-water  pipes.  At  the  present  moment  there  are  over 
900  patients  in  the  camps,  but  not  long  ago  as  many  as 
1200  were  under  treatment 

This  new  ambulance  organisation,  which  has  to-day  been 
so  imperfectly  described  to  you,  is  undoubtedly  an  enor- 
mous advance  on  the  old  practice.  It  is  not  many  years 
ago  when  poor  people  suffering  from  small-pox  were  known 
to  be  jolted  for  miles  in  cabs  in  which  they  could  not  even  lie 
down.  Again,  to  show  how  lax  used  to  be  the  regulations 
and  surveillance  as  to  this  important  matter  of  transport,  the 
following  are  some  examples.  They  did  not  come  under 
my  personal  notice,  but  I  believe  they  are  true  stories. 
A  certain  costermonger,  attacked  by  small-pox,  arrived 
at  one  of  the  hospitals  in  a  cab  which  had  been  converted 
into  a  makeshift  ambulance.  He  was  accompanied  by  a 
brother  costermonger  inside,  and  two  others  on  the  box. 
An  interesting  example  of  professional  attachment! 
Cases  used  not  to  be  of  unfrequent  occurrence  in  which 
friends  gave  a  farewell  shake  of  the  hand  at  the  hospital 
door  to  some  less  fortunate  companion  afflicted  with  small- 
pox or  fever,  wishing  him  a  speedy  recovery.  Again,  it 
has  been  related  how  a  certain  ambulance  cab  once 
solemnly  drove  up  to  a  hospital,  and  the  driver  produced 
a  certificate  of  an  acute  scarlet  fever  patient,  of  which  he 
was  supposed  to  be  the  bearer.  To  the  astonishment, 
however,  of  the  learned  doctor,  out  popped  from  the  cab 
a  merry  little  man,  rubbing  his  hands,  and  having  all 
the  appearance  of  enjoying  robust  health  and  a  good 
joke  into  the  bargain.  On  the  driver  being  asked  to 
explain,  he  said  that  he  duly  drove  up  to  the  house  of  the 
fever  case,  and  after  remaining  some  time  heard  the  cab- 
door  slam.  Thinking  that  this  was  a  sure  sign  that  the 
patient  for  whom  he  was  sent  was  all  right  inside,  he 
drove  on.  His  story  was  quite  true.  The  merry  little  man 
had  observed  the  fever  carriage  stop,  and  as  he  thought  he 
would  enjoy  a  drive,  he  jumped  in  and  slammed  the  door. 
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His  little  joke  was  perfectly  successful,  and  he  had  an 
hour's  pleasant  drive  at  the  expense  of  the  ratepayers.  In 
another  case,  a  happy  party  arrived  at  a  certain  hospital, 
the  driver  intoxicated  and  the  patient  also.  In  attempting 
to  get  down  from  the  box,  the  driver  fell  and  broke  his 
leg!  Such  irregularities,  to  use  a  mild  term,  would  under 
the  present  arrangements  be  impossible. 

In  conclusion,  the  work  of  the  new  ambulance  system 
now  in  operation  may  be  briefly  summarised  as  follows  : — 
Infected  persons  are  being  removed  from  the  Metropolitan 
area,  and  recovered  patients  reconveyed  home,  at  the 
average  rate  of  nearly  300  a  week,  with  the  result  that 
nine-tenths  of  the  small-pox  patients,  instead  of  filling  the 
London  hospitals,  are  being  treated  in  the  country,  twenty 
miles  from  the  Metropolis.  At  the  same  time,  it  seems 
certain  that  the  convalescence  of  patients  is  being  ac- 
celerated underthe  favourable  conditions  in  which  they  are 
placed  in  the  Convalescent  Camps  on  the  Darenth  hills. 

We  are,  however,  still  passing  through  an  epidemic 
We  are  not  yet  out  of  the  wood,  and  the  new  system  has 
yet  to  bear  the  test  of  time.  It  looks  hopeful  indeed  that 
the  number  of  fresh  cases  of  small-pox  is  now  gradually, 
but  decidedly,  diminishing;  if  this  result  can  be  in  part 
attributed  to  the  rapid  and  systematic  rcmova'  of  so  many 
hundreds  of  infected  persons  from  our  crowded  Metropolis, 
it  will  amply  repay  the  time,  trouble,  and  expense,  which 
has  been  so  freely  devoted  to  the  organisation  of  the  ambu- 
lances of  the  Metropolitan  Asylums  Board. 


DISCUSSION. 


Baron  Dr.  MuNDY  complimented  both  the  gentlemen 
who  had  read  the  papers,  each  of  whom  had  already 
proved  their  capacities  on  the  field  of  battle  in  time 
of  war,  and  who  now  devoted  their  energies  to  the 
alleviation    of  suffering    in    times    of  peace.      He    also 
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congratulated  England  on  possessing  such  organisations 
which  would  no  doubt  soon  be  developed  on  a  large  scale, 
not  only  in  this  country  but  abroad.  In  a  short  time  he 
believed  there  would  not  be  much  more  said  about  am- 
bulance work,  but  much  more  would  be  done.  Looking 
only  at  the  military  side  of  this  particular  work,  the  progress 
was  very  astonishing,  and  coming  back  to  accident  and  ill- 
ness in  times  of  peace,  there  was  no  doubt  suflTerers  had 
been  greatly  injured  by  the  unskilful  and  irrational  modes 
of  transport  which  had  been  adopted.  If  the  mind  of  every 
one  were  directed  to  the  necessity  of  further  progress  in 
this  direction,  the  work  would  go  on  until  it  became  so 
general  that  there  would  be  no  necessity  for  speaking  more 
about  it  With  reference  especially  to  the  question  of 
treating  .those  affected  with  infectious  diseases,  there  had 
hitherto  been  great  negligence  and  want  of  care  with  regard 
to  their  transport,  even  in  countries  where  medical  men  and 
those  properly  instructed  in  the  matter  thoroughly  acknow- 
ledged the  necessity  for  due  precautions  being  taken.  The 
epidemic  which  was  now  raging  in  the  South  of  France  was 
a  striking  instance  of  the  necessity  for  providing  for  such 
dangers  before  the  necessity  actually  arose,  and  the  recent 
lamentable  railway  accident  should  also  show  the  necessity 
of  all  kinds  of  appliances  being  kept  in  readiness  on  all  the 
lines  of  railway,  and  for  the  persons  engaged  in  those  rail- 
ways being  properly  instructed  as  to  the  care  of  the 
wounded. 

Sir  Joseph  Fayrer,  K.C.S.I.,  said  he  had  listened  with 
the  greatest  pleasure  to  both  these  papers,  and  thought  it 
must  afford  a  great  consolation  to  every  one's  mind  to 
know  that  these  provisions  were  made  in  the  event  of  the 
sickness  which  certainly  might  be  regarded  as  imminent 
We  were  in  the  middle  of  an  epidemic  of  small- pox,  and  were 
threatened,  though  perhaps  not  seriously  at  present,  with  a 
possible  epidemic  of  another  sort,  and  it  behoved  everyone 
to  make  such  provision  as  he  could  for  the  proper  care  and 
management  of  the  sick.  It  had  often  been  to  him  one  of 
the  most  serious  considerations,  if  anyone  in  his  own  house 


were  to  be  sutidcnly  seized  with  infectious  disease  by  what 
means  could  he  get  that  person  conveyed  to  a  hospital, 
because  he  knew  that  there  he  could  have  much  better 
treatment  and  care  than  he  could  possibly  have  in  the  best 
house  in  London.  He  did  not  know  until  that  day  that 
such  excellent  means  had  been  devised,  and  though  they 
were  at  present  only  inchoate,  there  was  every  prospect,  he 
hoped,  of  the  organisation  becoming  much  more  greatly 
developed. 

Dr.  Billings  (United  States  Army)  said  listening  to 
these  papers  brought  to  his  mind  scenes  which  occurred 
long  ago  when  he  first  entered  the  army,  when  practically 
they  had  no  ambulance  organisation  whatever  at  the  begin- 
ning of  the  war,  and  he  had  been  running  over  in  his  mind 
the  various  steps  taken  until  they  had  what  might  be  called 
a  very  satisfactory  system.  No  one  who  had  not  seen  the 
terrible  sufl'erings  which  resulted  when  the  provisions  were 
defective,  or  when  there  were  none  at  all,  when  all  was 
confusion,  could  fully  appreciate  the  importance  of  being 
wise  in  time  in  providing  organisation  and  trained  men. 
One  of  his  first  experiences  in  this  matter  was  the  second 
battle  of  Bull's  Run,  when  they  impressed  all  the  hackney 
coaches,  and  in  fact  every  other  vehicle  in  Washington. 
He  recollected  in  one  case  a  gentleman  and  his  bride  had 
to  get  down  in  front  of  the  hotel  as  they  were  starting 
on  their  wedding  trip,  their  carriage  being  taken,  with 
everything  else  that  could  be  got  hold  of  and  utilised  as 
best  they  could.  By  the  end  of  the  war,  however,  they 
had  an  ambulance  corps  of  men  properly  drilled  ;  they 
had  got  rid  of  the  clumsy  \vaggons  and  carts,  and  had  light, 
easy  running  waggons  drawn  by  two  horses,  and  were  able 
to  deal  with  5000  to  8000  or  10,000  wounded,  and  bring 
them  to  hospital,  and  of  course  they  had  there  to  traverse 
a  country  very  different  to  anything  in  Europe.  One  of 
the  great  improvements  now  going  on  in  America  with 
regard  to  the  care  of  the  sick  and  wounded  was  the  pro- 
vision made  by  the  railroad  companies  themselves,  some  of 
which  had  cars  carefully  fitted  up  with  all  apparatus  ready 
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to  be  moved  to  any  point  where  there  was  an  accident,  besides 
which  they  provided  small  hospital  knapsacks,  or  compan- 
ions as  they  were  called,  to  be  carried  with  every  train,  so 
that  there  should  always  be  the  means  of  dressing  a  simple 
injury.  Then,  again,  in  some  of  the  large  cities,  notably 
Boston  and  New  York,  and  to  a  less  extent  in  Philadelphia, 
there  was  a  very  complete  municipal  ambulance  system,  by 
which  any  one  could  obtain  an  ambulance  in  a  few 
moments  ;  it  was  worked  almost  on  the  same  system  as 
the  fire  brigade,  and  had  done  excellent  work.  The  special 
reason  why  it  was  very  desirable  that  there  should  be  some 
preliminary  organisation  for  military  purposes  was,  to  avoid 
the  confusion  which  sometimes  existed  when  hastily  formed 
volurTtary  associations,  not  always  perhaps  doing  quite  the 
wisest  thing,  though  acting  with  the  best  intentions,  came 
into  conflict  with  the  Army  Medical  Department  in  its 
organisation.  That  occurred  to  a  slight  extent  at  the 
beginning  of  the  war  in  America.  He  did  not  wish  to  be 
understood  for  one  moment  to  depreciate  the  enormous  value 
of  these  voluntary  organisations,  but  only  to  show  the 
necessity  of  their  being  provided  and  organised  beforehand, 
so  that  there  should  be  a  perfect  understanding  between 
them  and  the  Army  Medical  Department,  which  they  came 
to  assist  In  the  first  portion  of  the  war  a  very  large 
amount  of  material  and  money  was  wasted  simply  for 
want  of  organisation  and  training. 

Dr.  Crawford  (Director-General  of  the  Army  Medical 
Department)  said  he  came  to  learn  rather  than  to  speak, 
and  had  not  thought  out  any  particular  point  on  which  to 
address  the  meeting  ;  but  this  subject  was  so  entirely  new 
that  one  could  hardly  make  a  mistake  in  addressing  himself 
to  any  particular  portion  of  it  He  should,  of  course,  have 
preferred  addressing  the  meeting  on  the  military  aspect  of 
the  work,  but  probably  that  would  be  less  interesting  to  the 
meeting  than  the  aspect  which  the  subject  presented  from 
the  civil  point  of  view.  In  reality,  the  great  question  to  be 
solved  was  when  you  had  a  sick,  wounded,  or  injured  man 
or  woman  requiring  to  be  removed  from  the  place  where 


they  were  injured  to  a  place  where  they  could  have  proper 
medical  aid,  how  was  that  to  be  most  easily,  safely,  and 
expeditiously  done.  Heretofore  it  had  been  an  altogether 
haphazard  matter ;  when  a  man  fell  from  a  scaffold,  as  a 
rule,  he  was  pushed  into  a  cab  regardless  of  the  nature  of 
his  injuries,  and,  in  nine  cases  out  of  ten,  he  might  possibly 
be  injured  much  more  on  the  journey  to  the  hospital  than 
he  had  been  by  the  fall  from  the  scaffold.  These  things 
ivere  discreditable  to  medical  men,  because  it  was  the  duty 
of  the  profession  to  teach  the  public  what  was  required, 
and  to  leave  the  onus  on  the  shoulders  of  the  public  how 
that  requirement  should  be  met ;  but  they  were  also  dis- 
creditable to  the  nation  at  large,  because  many  men,  like 
Mr.  Furley  and  other  gentlemen,  had  been  preaching  for 
years  on  this  matter,  and  yet  people  were  not  sufficiently 
alive  to  the  importance  of  it  With  regard  to  shipwrecks 
the  nation  was  thoroughly  alive,  and  on  almost  every 
headland  there  was  a  lifeboat  institution,  wel!  organised 
and  trained,  and  wel!  supported;  but  taking  the  cases  of 
injuries  by  railways,  in  coal-mines,  injuries  by  flood  and 
field,  on  scaffoldings  and  elsewhere,  among  the  whole 
population,  what  provision  had  yet  been  made  ?  Practically, 
with  the  exception  of  this  admirable  provision  in  London 
to  meet  the  requirements  of  contagious  disease,  they  were 
.almost  without  any.  As  was  well  .said  the  other  day  by 
the  Marquis  of  Lome  to  a  member  of  a  London  Ambulance 
Association,  we  must  not  be  satisfied  ivith  the  work  of  that 
Association  until  every  village  in  England  should  have  its 
stretcher  party  and  ambulance  school.  One  other  aspect 
of  the  question  he  might  just  refer  to  ;  why  were  the  great 
hospitals  all  over  the  country  so  indifferently  supported 
considering  the  great  need  for  support  that  all  had  at  the 
present  moment,  and  why  were  they  less  popular  than  they 
ought  to  be,  considering  the  first-class  skill  brought  to  bear 
on  the  requirements  of  the  sick  in  the  medical  as  well  as  in 
the  nursing  departments .'  One  of  the  reasons  was  because. 
he  thought,  every  person  knew  how  diflicult  it  was  to  get 
a  sick  or  wounded  person  from  the  house  to  the  hospital, 


Discussion,  349 


and  consequently,  looking  on  this  as  an  insuperable  diffi- 
culty, they  took  less  interest  in  these  institutions.  To 
meet  that  requirement  was  the  object  amongst  others  of 
this  g^eat  movement,  and  he  hoped  a  few  years  hence 
would  see  every  hospital  provided  with  the  means  within 
itself  of  sending  for  patients,  and  every  village  providing 
within  itself  the  means  of  sending  to  the  hospital  the 
accidents  and  injuries  which  might  require  treatment 

The  Chairman  said  the  Director-General  had  touched 
a  very  important  question,  that  of  the  difficulty  of  trans- 
porting patients  to  hospitals.  There  was  a  gentleman 
present  who  could  speak  as  to  the  work  done  in  the 
Northern  Hospital  of  Liverpool,  and  he  would  therefore 
ask  him  to  give  his  experience. 

Mr.  R.  Harrison  (Liverpool),  said  he  would  in  a  very 
few  words  contrast  the  position  of  things  before  this  move- 
ment arose  with  what  it  was  at  present.  Speaking  of 
Liverpool,  with  which  he  had  been  associated  for  many 
years — but  probably  the  same  remark  would  apply  to  other 
large  cities — he  did  not  think  anything  could  possibly  be 
worse  than  the  way  in  which  people  were  brought  from  the 
scene  of  an  accident  to  the  hospital.  It  was  very  frequently 
remarked  by  the  surgeons  who  examined  these  cases,  and 
condemned  a  limb  to  amputation,  that  this  necessity  did 
not  arise  from  the  accident,  but  from  the  treatment  to- 
which  the  patient  had  been  submitted  in  the  process  of 
removal  That  remark  had  been  re-echoed  by  Dr.  Craw- 
ford, and  was  generally  known  throughout  the  large  hos- 
pitals, but  it  was  most  important  that  the  public  at  large 
should  also  understand  it  In  1881  he  had  the  pleasure  o 
paying  his  second  visit  to  the  United  States,  and  during 
that  visit  he  took  a  very  deep  interest  in  the  ambulance 
question.  He  remembered  one  remark  made  by  a  surgeon 
in  New  York,  who  was  deeply  interested  in  the  subject, 
who  showed  him  everything  connected  with  the  transport 
of  sufferers,  expressing  his  great  surprise  at  hearing  that  in 
England  there  was  nothing  of  the  kind,  and  he  said  that  ir 
the  United  States  they  could  not  afford  to  lose  a  singly 
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life.  On  his  return  to  Liverpool  he  laid  this  subject  before 
the  medical  authorities  there,  when  he  was  glad  to  say  it 
was  warmly  taken  up,  and  now,  throughout  Liverpool,  they 
had  ambulance  waggons  and  litters,  which  he  could  assure 
them  were  doing  a  most  admirable  work.  Patients  were 
now  brought  from  the  docks  and  steam-ships,  and  from  the 
suburbs,  who  had  been  subjected  to  severe  injuries,  in  a  far 
better  condition  than  formerly,  and  in  consequence  far  less 
amputation  took  place  than  before  the  ambulance  move- 
ment, simply  because  the  hospital  treatment  began,  so  to 
speak,  at  the  time  of  the  accident,  and  the  patients  were 
not  brought  doublcd-up  in  cabs,  or  conveyed  on  the  backs 
of  their  comrades,  causing  fractured  bones  to  take  a  course 
which,  before  such  an  audience,  he  should  not  like  to 
describe.  They  had  been  satisfied  with  the  result  of  this 
work  beyond  measure  in  Liverpool,  and  he  was  quite  sure 
it  had  been  the  means  of  giving,  not  only  great  comfort  to 
these  people,  but  had  saved  not  only  many  limbs,  but  many 
lives. 

Dr.  FarquHArsON,  M.P.,  said,  although  he  had  the 
honour  to  be  an  Associate  of  the  Order  of  Sl  John,  his 
knowledge  of  the  subject  was  not  so  precise  or  accurate  as 
it  ought  to  be,  though,  thanks  to  the  two  admirable  papers 
which  had  been  read,  he  had  learnt  a  great  dea!  since 
coming  into  the  room  ;  the  first  pajier  showed  how  useful 
it  was  for  persons  to  acquire  this  elementary  surgical  know- 
ledge. Probably  there  were  not  many  present  who  had  not 
attended  an  ambulance  course  of  lectures,  and  he  dared  to 
say  that  many  of  them  knew  the  exact  course  of  the  femoral 
artery,  and  were  prepared  to  reduce  a  dislocation  at  a 
moment's  notice,  but  the  objection  had  been  made  thai  per- 
sons having  this  theoretical  knowledge,  when  it  came  to 
the  point,  lost  tlieir  heads  and  presence  of  mind,  and 
became  perfectly  helpless  at  the  sight  of  blood.  Now,  it 
was  quite  evident  from  what  had  been  said,  that  this  was 
not  the  case,  but  that  those  who  had  attended  these  lectures 
were  able  to  go  forth  and  use  their  theoretical  knowledge 
with  efficiency  and  skill.     A  real  benefit  had  therefore  been 
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conferred  on  suffering  humanity  by  the  skill  with  which 
persons  were  treated  before  their  removal  to  the  hospital. 
The  second  paper  was,  perhaps  of  even  greater  import- 
ance, as  it  showed  how  infectious  patients  were  being 
moved  to  hospitals  without  the  fear  of  infecting  others.  In 
old  days,  removal  to  an  hospital  simply  meant  an  ingenious 
and  elaborate  means  of  spreading  infection  to  other  people. 
Some  instances  had  already  been  given,  and  perhaps  many 
would  recall  one  which  was  mentioned  in  the  *  Times '  some 
time  ago,  about  a  person  passing  a  small-pox  hospital,  who 
saw  a  cab  drive  up  and  deposit  a  very  bad  case  of  confluent 
small-pox,  and  when  it  had  driven  about  fifty  yards  off 
actually  take  up  another  fare,  and  drive  off  with  it.  Under 
these  excellent  arrangements  nothing  of  this  kind  would 
be  possible  in  the  future. 

Surgeon-Major  HUTTON  then  read  the  following  short 
paper : — 

In  the  limited  time  allowed  in  these  meetings  for  dis- 
cussion, I  can  only  select  one  subject  for  comment,  among 
many  relating  to  the  removal  of  the  sick  and  injured. 
This  one,  however,  is  very  important,  as  it  has  close  con- 
nection with  the  national  health  and  the  national  wealth. 
I  would  refer  you  to  the  numerous  accidents  that  are 
continually  occurring  among  our  large  mining  population, 
our  colliers  and  ironworkers.  By  way  of  example,  I 
would  first  refer  to  an  individual  case.  A  man,  a  skilled 
artizan,  has  his  leg  broken  in  one  of  our  large  iron- 
works in  the  Midland  counties.  Let  me  read  to  you  an 
account  of  the  accident,  as  given  to  me  in  a  letter  from  the 
doctor  in  attendance.  "  The  man  was  hurt  in  the  begin- 
ning of  February — his  injury  was  a  simple  fracture  of  the 
leg,  and  carrying  him  home  the  fracture  was  complicated 
by  a  serious  displacement  of  the  foot,  which  has  acted 
so  seriously  that  a  limb  which  would  have  been  well  in 
three  months,  will  take  at  least  seven  months  before  it  is 
quite  sound."     You   see  there  the  unfortunate  result  of 
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want  of  system,  care  and  skill  in  the  removal  of  an  injured 
man  : — fully  i6  weeks  more,  in  this  case,  of  enforced  idle- 
ness, for  lack  of  timely  first  aid  and  careful  removal  in  the 
manner  recommended  by  Mr.  Furley  and  the  St.  John 
Ambulance  Association.  Now,  the  man  was  in  receipt  of 
3ar.  a  week,  and,  of  course,  during  the  whole  period  of  his 
sickness,  this  has  been  lost,  but  that  is  not  all,  he  has  been 
receiving  from  the  Employers'  Liability  Assurance  lar.  a 
week,  and  another  5^,  from  the  sick  club,  making  a  total 
loss  of  £2  5J.  a  week.  The  question  arises,  can  we  sum 
up  this  loss  as  dead  loss,  for,  of  course,  the  sick  bequests 
replace  the  wages  as  the  family's  expenditure,  but  then  the 
man's  productive  labour  is  lost  to  the  amount  of  his  own 
wages,  and  his  employer's  profits  also  ;  unless  having  taken 
on  another  man  who  was  out  of  work,  then  we  must  cancel 
the  30^.,  as  being  dead  loss  to  the  sufferer  only,  and  not  to 
the  productive  labour  of  the  community.  If  so,  you  must 
subtract  the  money  he  receives  from  his  wages,  and  say  he 
loses  15J.  a  week,  and  the  clubs  15^.  a  week  more.  It 
seems  to  me  an  important  calculation,  and  I  should  like, 
when  opportunity  affords  me,  to  take  the  opinion  of  some 
expert  on  questions  of  social  economy  on  this  case.  It 
must  be  evident,  however,  to  everyone  here,  that  the  loss 
to  this  man  and  his  family  is  very  great  The  money  he 
receives  per  week  for  the  support  of  himself  and  family  is 
reduced  from  3ar.  to  \'^s.  a  week,  and  that  means  less  food, 
less  clothing,  less  of  the  actual  necessaries  of  life,  and 
therefore  less  health  for  his  family.  Now,  this  is  one  of 
many  thousands  of  cases  that  take  place  every  year  among 
our  great  mining  and  industrial  classes.  Let  me  instance 
a  private  engineering  and  manufacturing  firm,  employing, 
perhaps,  the  highest  skilled  labour  in  the  country.  I  find 
that  in  one  year  (1883)  their  accident  compensation  fund 
had  paid  £1,306  8j.  \d.  for  injuries  received  by  the  work- 
men, 214  claims  had  been  admitted,  and  the  sums 
awarded  varied  from  zs.  id.  to  ;f200.  This  firm  has, 
during  the  last  winter,  introduced  proper  ambulance 
materiel,  and  a  large  number  of  their  men  have  been  in- 
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structed  in  using  it,  and  in  a  letter  I  have  recently  received 
from  the  secretary  of  the  accident  fund,  he  states,  **  when 
preparing  the  report  of  the  ambulance  classes,  I  called  the 
attention  of  the  committee  to  the  remarkable  diminution 
in  the  number  of  cases  coming  forward  for  compensation." 

Carry  this  inquiry  still  further,  to  a  district,  the  great 
iron-mining  district  of  Cleveland  and  North  Yorkshire. 
From  returns  that  have  been  furnished  me  by  the  Secre- 
tary of  the  Miners'  Association,  for  the  year  ending 
December  31st,  1883,  the  total  number  of  accidents  reported 
were  847  non-fatal,  and  29  fatal.  This  report  states,  "  if 
we  make  a  very  moderate  calculation  in  relation  to  the 
accidents  which  have  not  been  reported,  we  arrive  at  the 
startling  fact  that  one  person  has  been  injured  or  killed 
during  1883  for  every  eight  employed  in  and  about  the 
Cleveland  mines."  Some  of  the  non-fatal  accidents  have 
been  of  a  very  serious  character,  laying  off  work  the 
sufferers  for  weeks  and  months  ;  and  I  am  sure  a  perusal 
of  these  returns  convey  with  terrible  distinctness  an  idea 
of  the  dangerous  nature  of  the  miner's  work.  I  cannot  give 
a  correct  account  of  the  time  lost  in  all  these  cases,  but,  in 
another  report  of  a  small  cottage  hospital  in  this  district, — 
the  "Guisborough  Miners'  Accident  Hospital" — 75  injured 
men  have  been  treated  during  the  same  year  (1883).  Many 
of  these  were  serious  fractures,  and  the  combined  time  these 
cases  were  in  hospital  amounted  to  750  days,  or  upwards  of 
two  years'  employment.  That  did  not  mean  all  the  loss, 
for  many  of  these  poor  fellows,  after  they  left  the  hospital, 
had  not  regained  sufficient  strength  to  resume  work  for 
some  time,  so  serious  had  been  the  nature  of  their  injuries. 

If  we  extend  our  inquiries  to  the  coal  and  iron-mining 
districts  generally  throughout  the  country,  you  will  find 
that  there  are  some  560,000  men  and  boys  employed,  and 
that  one  relief  society  alone  in  one  year  assisted  14,929 
injured  cases,  and  last  year  (1883),  out  of  a  total  member- 
ship of  224,000  belonging  to  the  various  societies  in  our 
mining  centres,  no  less  than  44,579  cases  of  injuries  were 
relieved.   Lord  Crawford  and  Balcarras,  a  high  authority  on 
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these  matters,  stated  at  an  ambulance  meeting  at  Wigan 
some  time  ago,  there  could  be  no  doubt  that  as  many  as 
100,000  accidents,  large  and  small,  occurred  throughout  the 
mining  districts  of  this  country  in  one  year.  Surely,  then,  with 
facts  such  as  these  before  us.  so  much  pain  and  suffering  to 
alleviate,  there  is  abundance  of  good  work  to  be  done  by 
proper  means  of  carriage  for  the  injured,  as  brought  to  our 
notice  by  Mr.  Furlcy.  It  must  be  obvious  to  every  one,  from 
the  facts  and  figures  I  have  quoted,  that  this  subject  is  one 
largely  affecting  the  national  health  and  the  national  wealth, 
and  especially  the  health  and  well  being  of  a  class  of  men 
whose  toil  and  whose  labour  contribute  so  much  to  the 
comfort  and  wealth  of  the  nation.  I  believe  it  would  afford 
much  pleasure  to  His  Royal  Highness  the  Prince  of  Wales  to 
know  that  this  Exhibition  had  been  the  means  of  assisting 
in  promoting  work  calculated  to  relieve  pain  and  suffering 
among  our  mining  population,  by  assisting  in  the  introduc- 
tion of  well-regulated  means  for  the  carriage  of  the  injured 
everywhere  among  our  collieries  and  ironworks.  !  would 
ask,  then,  everyone  here  to  examine  for  themselves  the 
ambulance  exJiibits,  and  to  exert  their  influence  to  foster 
and  extend  this  good  work.  I  would  particularly  urge 
upon  the  owners  of  royalties  in  mines  that  they  should 
largely  contribute,  and  unite  with  those  who  work  the 
mines,  to  provide  proper  ambulance  material  for  the  mining 
districts.  I  hope  the  day  is  not  far  distant  when  this  work 
of  the  St.  John  Ambulance  Association,  the  safe  carriage  of 
the  sick  and  injured — will  take  the  same  place  in  the 
hearts  of  the  people  of  this  country  as  that  other  noble 
work,  which  has  done  so  much  during  the  past  sixty  years 
to  save  life  and  relieve  suffering  on  our  stormy  coasts — the 
work  of  the  Royal  National  Lifeboat  Institution.  I  ask 
you  all  to  assist  Mr.  Furley  and  the  St  John  Ambulance 
Association  in  making  more  widely  known  this  humane  and 
christian  work,  for  in  reality  it  is,  if  only  the  public  were 
made  aware  of  it,  A  National  Life  Brigade  upon  the 
Land. 
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The  Chairman  said  he  might  venture  to  hope  that  all 
who  had  heard  the  paper  and  address  had  been  as  much 
gratified  as  he  had  himself,  for  he  must  reckon  himself  as 
one  of  the  audience,  his  office  of  President  carrying  with  it 
no  pretence  whatever  of  being  a  leader  in  relation  to  this 
subject,  or  even  to  be  well  acquainted  with  it  He  had  to 
confess,  like  possibly  some  who  had  listened  to  the  addresses, 
that  he  had  no  familiarity  with  ambulance  work.  His 
occupation  in  his  profession  had  been  of  a  totally  different 
kind,  and  he  had  been  so  entirely  engaged  in  it,  that  he 
had  had  no  opportunity  or  time  whatever  to  study  the  very 
useful  facts  which  had  now  been  placed  before  them. 
There  was,  in  fact,  only  one  direction  in  which  he  had 
studied  them,  namely,  that  as  surgeon  to  a  large  hospital 
he  had  constantly  seen  the  need  there  was  for  a  better 
transfer  of  patients,  whether  sick  or  wounded,  into  the 
hospital  wards  ;  and  he  could,  of  course,  from  his  own  ex- 
perience, tell  numbers  of  instances  similar  to  those 
which  had  been  mentioned.  In  apology  for  himself  and 
others  who  had  to  do  with  hospitals,  he  must  remark  that, 
when  they  looked  at  the  difficulties  which  existed,  they 
could  not  but  observe  that  as  the  difficulties  existed  every- 
where so  must  the  remedies  be  everywhere.  They  might 
have  arranged  a  system  of  ambulance  close  by,  but  the 
patients  in  large  hospitals  were  brought  from  the  narrowest 
streets  and  the  most  distant  villages,  and  from  every  part 
of  the  country,  and  it  needed  the  enterprise  and  co-operation 
which  was  shown  in  a  society  such  as  this,  to  be  able  to 
take  in  hand  a  work  of  which  the  design  would  be,  as  they 
had  developed  it,  to  spread  the  system  of  ambulances  far 
and  wide  to  every  village  in  the  kingdom,  and  to  bring  the 
knowledge  of  its  utility  and  its  application  within  the 
range  of  the  whole  community.  The  work  was  not  one- 
half,  nor  yet  one-tenth,  accomplished  when  an  ambulance 
was  established  even  in  that  great  city,  whilst  they  did  not 
exist  in  places  lo,  15,  100,  or  200  miles  off.  The  Associa- 
tion, however,  had  shown  its  intention  to  work  this  affair 
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completely  and  successfully,  and  he  would  recommend  it 
to  all  present  as  an  admirable  instance  of  that  which 
they  might  justly  boast  of  in  this  and  other  cJviliaed 
countries,  namely,  that  if  you  only  showed  to  certain 
persons  the  way  in  which  they  might  be  useful,  and  how 
they  might  exercise  themselves,  not  subject  to  any 
governmental  or  central  control,  in  doing  good,  it  would 
surely  be  done.  No  example  of  this  truth  could  be  better 
than  the  one  now  illustrated.  He  must  not  be  held,  how- 
ever, to  imply  that  work  of  this  kind  could  not  be  done 
except  by  purely  voluntary  agency.  The  work  of  the 
army  was,  with  the  whole  discipline  of  the  army,  perfect  and 
complete  in  itself.  The  work  of  the  Metropolitan  Asylums 
Board,  as  had  been  illustrated  to-day,  was  also  admirably 
complete  under  the  central  governing  body ;  yet,  as  he 
knew  pretty  well,  having  been  a  member  of  the  Com- 
mission, the  work  of  which,  with  regard  to  infectious  fevers, 
had  one  of  its  issues  in  the  facts  mentioned  to-day,  that 
work  was  done  mainly  by  those  who  gave  themselves  to  it 
as  a  voluntary  task  and  duty — not  by  defined  and  paid 
officers  ofanykind,  but  by  men  like  Mr.  Harrington- Ken nett, 
Mr.  Galswortliy,  Sir  Edmund  Curric,  and  Deputy-Surgeon- 
General  Bostock,  who,  with  the  purest  philanthropy  and  the 
most  devoted  sense  of  duty,  had  worked  at  this  matter,  so 
that  the  work  both  of  the  Society  and  that  which  was  done 
under  the  Metropolitan  Asylums  Board  might  be  thoroughly 
commended.  He  might  add,  however,  that  this  method  of 
the  transfer  of  the  sick  to  infectious  hospitals  was  but  a 
very  small  fragment  of  the  great  work  which  was  being 
done.  The  management  of  the  fever  and  small-pox  hos- 
pitals in  London  might,  to  the  best  of  his  belief,  be  taken 
as  a  model  by  every  country  in  the  world.  They  had 
heard  how  valuable  this  system  had  been  in  Liverpool,  and 
he  must  say  he  never  passed  through  Hyde  Park  without 
admiration  for  the  ambulance  arrangements  made  there, 
chiefly  at  the  instance  of  Mrs.  Priestley,  the  result  of  which 
had  been  a  very  great  diminution  in  the  seriousness  of 
accidents  to  which  that  part  of  London  was  most  exposed. 
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AH  the  officers  of  the  staff  of  St  George's  Hospital  could 
tell,  as  Mr.  Harrison  had  already  told,  how  the  injuries  they 
had  to  deal  with  became  less  in  proportion  as  the  am- 
bulance system  was  developed  in  the  Park.  He  would 
venture,  then,  to  urge  on  all  present,  and  ask  them  to  urge 
on  those  who  were  not  present,  the  duty  of  helping 
in  every  way  they  could  in  the  extension  of  this  im- 
portant work  of  first  help  for  the  sick  and  wounded 
He  might  as  well  say  that  in  doing  it,  although  he  was 
rather  against  going  down  to  a  lower  motive,  there 
might  be  an  excellent  selfish  one  as  well  He,  who  in 
these  matters  had  learnt  to  help  others,  had  also  learnt  how 
to  insure  the  best  help  for  himself.  There  was  a  story  which  he 
believed  was  authentic,  concerning  one  of  the  most  brilliant 
of  his  predecessors  at  St  Bartholomew's  Hospital,  Perceval 
Potts,  the  teacher  of  John  Hunter.  He  was  thrown  from  his 
horse  on  London  bridge  a  century  or  more  ago  and  frac- 
tured his  leg.  The  people  were  as  benevolent  then  as  they 
are  now,  or  nearly  so,  and  rushed  to  help  him,  but  with  his 
whip  he  cut  this  way  and  that,  and  drove  them  off,  and 
they  thought  he  was  mad.  He  cried  out,  "Send  me  a 
shutter,"  that  being  the  best  litter  for  him  at  that  time,  and 
then  he  quietly  shifted  himself  on  his  back  to  the  shutter, 
and  had  himself  carried  home  with  his  simple  fracture  not 
rendered  compound.  That  would  illustrate  the  benefit  every 
one  might  secure  for  himself  if  he  would  learn  how  to  help 
his  neighbours  in  such  matters.  Finally,  he  would  balance 
the  instances  of  selfishness  rewarded,  by  reminding  his  audi- 
ence how  completely  the  ambulance  work  might  be  the 
exercise  of  charity.  Few  things,  indeed,  were  there  in  which 
charity  could  better  exercise  itself  than  in  this.  There  was 
ambulance  work  or  first  help  in  that  incident  which  led  to 
the  giving  of  a  command  the  most  general  and  most  uncon- 
ditional— where  a  man  finding  another  wounded  by  the 
roadside  poured  in  oil  and  wine,  and  set  him  on  his  own 
beast,  and  took  him  to  the  inn.  That  was  an  admirable 
example  of  what  might  be  ambulance  work,  and  the 
command  was,  "  Go  thou  and  do  likewise." 
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Sir  E.  Lechmere,  M.R,  then  proposed  a  vote  of  thanks 
to  the  chairman.  There  was  no  doubt  the  interesting 
papers  they  had  heard,  and  the  discussion  which  had  suc- 
ceeded would  do  much  good,  as  it  would  make  the  work  of 
the  association  known  ;  but  he  believed  that  nothing  would 
do  so  much  good  to  promote  interest  in  ambulance  work, 
and  to  convince  the  medical  profession  throughout  England 
and  other  countries  of  the  reality  of  this  work,  as  the 
presidency  and  cordial  support  which  Sir  James  Paget  had 
given  to  it  In  the  first  initiation  of  this  work  the  associ- 
ation sought  the  advice  and  sympathy  of  the  medical  pro- 
fession, who  had  most  freely  and  liberally  given  it,  and  from 
that  moment  they  had  tried  and  determined  to  deserve  their 
confidence.  To  some  extent  they  had  done  so,  but  every 
one  would  allow  that  the  greatest  proof  that  they  had  at 
last  succeeded  in  obtaining  the  acme  of  their  hopes,  was  the 
fact  of  having  secured  as  the  president  on  this  occasion  one 
so  distinguished  as  Sir  James  Paget  He  hoped  that  meeting 
would  produce  many  good  results,  and  amongst  others  that 
it  might  lead  to  the  establishment  of  such  a  permanent 
museum  in  connection  with  ambulance  work  has  had  been 
suggested  in  Mr.  Furley's  paper. 

Sir  Edward  Perrott  seconded  the  vote  of  thanks, 
which  was  carried  unanimously,  and  the  proceedings  ter- 
minated. 
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Sir  Frederick  Abel,  C.B.,  D.C.L.,  F.R.S.,  in  the  chair. 


The   Chairman,  in   commencing  the   proceedings,  said 
the  active  interest  displayed  by  his  Royal  Highness,  the 
President  of  the  Society  of  Arts,  on  this  subject,  had  led 
the  Council  to  hope  that  it  might  have  been  in  his  power 
to  open  the  proceedings ;  indeed,  at  one  time,  there  was 
no  doubt  that  this  Conference  would  have  been  the  opening 
one  of  the  series  arranged  by  the  Executive  Council  of  the 
Health  Exhibition,  and   that  his  Royal   Highness  would 
have  presided,  at  any  rate,  over  a  portion  of  the  proceedings, 
when  that  unexpected   calamity  occurred  which  had   so 
deeply  afflicted   the  Royal  Family  and   the  nation.    The 
fact  that  even   quite  recently  the   Prince  had   fixed   the 
present  date  for  this  Conference  was  an  indication  that,  had 
it  been  possible,  he  would  have  marked  his  sense  of  its 
importance  by  attending  at  the  opening.     In    1878,  his 
Royal  Highness  addressed  a  letter  to  the  Council  of  the 
Society  of  Arts,  calling  attention  to  the  importance  of  the 
subject  of  water  supply ;  pointing  out  that  whereas  various 
lai^e  towns  were  at  that  time  incurring  heavy  expenditure  to 
improve  their  water  supply,  smaller  towns,  and  particularly 
villages,  were  left  to  shift  for  themselves ;  and  suggesting 
that  it  might  be  desirable  to  discuss  fully  the  question  how 
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far  it  might  be  possible  to  apply  the  great  natural  sources 
of  water  supply  according  to  some  national  comprehensive 
scheme.  The  Council  of  the  Society,  acting  on  that  sugges- 
tion, issued  inquiries  and  invitations  for  papers,  and  received 
more  than  twenty  papers  in  response,  some  written  by  men 
of  eminence  who  had  devoted  a  great  deal  of  attention  to 
this  subject.  Those  papers,  and  the  topics  arising  out  of 
them,  were  very  carefully  discussed,  and  the  general  con- 
clusion arrived  at  was  that  local  conditions  and  circum- 
stances presented  such  very  considerable  variations  that  it 
appeared  impossible  to  devise  any  comprehensive  national 
scheme  for  the  supply  of  water  to  communities.  But  a  reso- 
lution was  passed  that  it  was  desirable  to  memorialise  the 
Government  to  appoint  a  small  permanent  Commission  to 
collect  facts  connected  with  the  water  supply  throughout 
the  kingdom,  in  order  to  utilise  the  natural  resources,  as 
indicated  by  his  Royal  Highness,  according  to  some  genera! 
system  for  the  benefit  of  the  country  as  a  whole.  That 
suggestion  was  not  acted  upon,  but.  nevertheless,  the  dis- 
cussion which  took  place  in  1S78  had  been  fruitful  of 
beneficial  results,  and  it  was  quite  certain  that  the  subject 
of  improved  water  supply  had  made  an  important  advance 
since  that  time.  The  influence  of  polluted  water  in  pro- 
moting the  spread  of  epidemics  had  become  more  thoroughly 
understood  and  recognised,  and  the  mischievous  effects  of  ' 
using  water  derived  from  surface  wells,  and  from  the  care- 
less storage  of  water  in  houses,  arising  out  of  intermittent 
supply  and  other  circumstances,  had  received  much  public 
attention  ;  but  there  could  be  no  doubt  that  many  points 
bearing  upon  the  supply  of  wholesome  water  still  required 
further  elucidation.  Many  interesting  discussions 
nected  with  one  branch  or  another  of  this  subject  had 
taken  place  since  1878,  and  probably  none  were  more 
interesting  than  those  connected  with  the  questions  as  to 
what  constituted  a  good  water  for  drinking  and  domestic 
purposes,  and  how  a  sufficient  quantity  might  be  ensured. 
It  was  scarcely  necessary  to  remind  the  audience  that 
amongst  the  most  intelligent  men  who  had  given  attention 
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to  this  subject  there  had  existed,  and  still  remained,  diver- 
sities of  opinion  on  some  important  points  more  especially 
connected  with  the  question  of  how  the  purity  of  water  was 
affected,  and  how  it  was  re-established  if  the  water  were 
once  polluted.  Thus  some  authorities  had  maintained  that 
no  river  which  had  been  in  any  way  polluted  could  ever  be 
fit  for  use  afterwards,  or,  at  any  rate,  that  the  time  when  it 
might  become  fit  for  use  as  potable  water  was  very  remote  ; 
but  that,  on  the  other  hand,  it  was  only  necessary  to  sink 
wells  deep  enough  in  order  to  obtain  water  absolutely 
free  from  injurious  organic  contamination,  so  that  water 
could  be  furnished  in  any  degree  of  abundance  by  means 
of  artesian  wells.  On  the  other  hand,  there  were  authorities, 
not  less  well  recognised  as  possessing  special  knowledge 
and  experience,  who  had  maintained  that  it  was  quite 
erroneous  to  suppose  that  river  water,  when  it  became 
polluted  by  sewage,  was  thereby  rendered  permanently 
unfit  for  potable  purposes  ;  that  a  river  had  only  to  flow  a 
comparatively  short  distance  for  its  self-gurification  to  take 
place,  a  purification  which,  although  it  might  vary  in  degree 
according  to  circumstances,  must  ultimately  he  carried  out 
to  a  sufficiently  perfect  extent  to  render  the  water  absolutely 
wholesome.     Probably  the  truth  lay  between  the  extremes ; 

• 

in  fact,  it  was  already  recognised  that  it  did  so,  and  there 
were  indications  that  amongst  the  most  extreme  exponents 
of  either  view  there  was  a  tendency  to  an  assimilation  of 
opinions.     These  subjects  had  been  lately  so  warmly  fought 
out  on  many  battle-fields  that  the  weak  points  on  each  side 
had   become   more  and  more  apparent  to  advocates  and 
adversaries  alike ;  and,  therefore,  there  was  a  hope  that 
something  like  that  unity  of  view  might,  before  long,  be 
arrived  at,  without  which  any  real  progress  cold  hardly  be 
looked  for.     There  was  probably  no  subject  which  could  be 
selected  for  discussion  which  involved  so  many  considera- 
tions of  primary  importance  as  that  of  water  supply.    On 
the  one  hand,  there  were  geological,  medical,  chemical,  and 
engineering  considerations ;  and,  on  the  other  hand,  there 
were    financial,   legal,  municipal,  and  it  might   be    even 
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political  considerations.  As  the  Society  met  on  this  occa- 
sion, in  conference  in  connection  with  the  Health  Exhibi- 
tion, he  thought  they  were  primarily  concerned  with  the 
first-named  set  of  considerations,  and  their  hands  would 
be  quite  fu!!  enough  if  they  limited  themselves  to  these, 
avoiding,  as  much  as  possible,  any  discussion  on  the 
extremely  debatable  ground  of  financial  or  legal  questions. 
They  would  now  at  once  enter  upon  the  consideration  of 
the  first  branch  of  the  subject,  viz.,  the  Sources  of  Supply. 


I.— SOURCES   OF   SUPPLY. 

ON    THE    AREA    OF    CHALK    AS    A 

SOURCE  OF  WATER  SUPPLY. 

By  W.  Whitaker,  B.A.,  F.G.S. 

Oftki  Geokgiral  Sumty  of  England. 
It  is  only  of  late  years  that  we  have  had  the  means  of 
measuring  the  area  of  the  great  water-bearing  formation  of 
the  south-east  of  England  that  can  be  reckoned  on  as  a 
gathering-ground  with  certainty ;  and  now  we  can  do  this 
for  only  a  limited  part  of  the  chalk  tract  As  it  will  be  a 
long  time  before  we  can  do  it  for  the  whole,  even  so  far 
as  the  London  basin  is  concerned,  I  have  not  hesitated  to 
bring  forward  the  subject  in  its  present  imperfect  state. 

On  ordinary  geological  maps,  including  the  greater 
number  of  those  as  yet  issued  by  the  Geological  Survey, 
the  chalk,  beyond  the  parts  where  it  is  covered  by  the 
eocene  tertiary  beds,  is  shown  as  bare,  except  for  outlying 
patches  of  those  tertiary  beds  (mostly  on  the  high  grounds), 
and  for  strips  of  alluvium  (or  marshland)  along  the 
bottoms  of  the  chief  valleys.  For  some  years  past,  how- 
ever, the  Geological  Survey  has  carefully  mapped  those 
varying  deposits  of  clay,  loam,  and  gravel,  and  sand,  usually 
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grouped  under  the  name  of  drift,  which  cover,  in  a  more  or 
less  irregular  way,  the  various  divisions  of  the  tertiary  beds 
and  the  chalk,  and  which  have  a  marked  effect  on  the 
nature  of  the  country  where  they  occur  to  any  great  extent. 

It  follows  that  it  is  only  in  those  parts  of  the  chalk  tract 
where  the  Geological  Survey  has  mapped  the  different 
divisions  of  the  drift,  that  we  are  able  to  tell,  with  an 
approach  to  accuracy,  over  how  much  of  the  surface  the 
rain  has  a  more  or  less  free  access  to  the  chalk,  and  can 
therefore  sink  into  it,  and  add  to  the  supply  to  be  got  from 
it  at  lower  levels. 

In  the  course  of  a  somewhat  prolonged  and  detailed 
examination  of  this  question,  I  have  constructed  a  set  of 
maps  for  the  purpose  of  showing  over  what  areas  the 
chalk  is  bare,  over  what  areas  it  is  covered  by  beds  of  a 
permeable  character  (allowing  of  the  sinking  of  water 
through  them  to  the  chalk),  and  over  what  areas  it  is  cut 
off  from  the  reception  of  water  through  being  covered  by 
impermeable  beds.  This  may  seem,  on  first  thoughts,  a 
simple  matter  ;  but,  on  trial,  it  is  hardly  found  so,  and 
instead  of  confining  myself  to  three  colours,  one  for  each  of 
the  three  areas  above  noticed,  I  was  obliged  to  use  a 
fourth,  for  various  beds  of  a  doubtful  character,  either  from 
their  being  of  a  mixed  composition,  or  of  a  changeable 
one,  at  this  place  permeable,  at  that  the  reverse. 

With  these  four  colours  I  was  at  first  content ;  but  the 
fact  that  in  some  areas  where  the  chalk  is  protected  by 
impermeable  beds,  the  water  flows  over  the  surface  until  it 
reaches  the  chalk,  and  then  sinks  into  that  rock,  has  led 
me  to  show  those  areas  by  a  lighter  tint,  as  they  contribute 
somewhat  to  the  water  in  the  chalk,  and  should,  therefore, 
be  distinguished  from  tracts  that  do  not. 

Beyond  these  five  divisions  the  maps  now  exhibited  do 
not  go  ;  but  it  may,  perhaps,  be  needful  to  make  a  sixth, 
and  to  mark  off  from  the  rest  of  the  bare  chalk  those  parts 
where  the  base  of  the  formation,  the  chalk  marl,  is  so 
clayey  as  to  be  out  of  the  question  of  water  supply.  This 
tract,  however,  would  be  a  very  narrow  band  along  the 
outer  edge  of  the  chalk. 


Possibly  too,  in  extending  the  work  (as  I  hope  to),  it 
may  be  well  to  mark  areas  where  beds  below  the  chalk 
may  contribute  to  its  water  supply,  or  where  rather  the 
water  system  of  the  chalk  may  join  that  of  some  under- 
lying bed.  This,  of  course,  would  take  place  where  any 
mass  of  permeable  upper  greensand  is  not  divided  by 
clayey  chalk  marl  from  the  chalk  above,  in  which  case 
there  will  be  but  one  water  system.  There  is  one  remark- 
able part  of  the  chalk  tract  surrounding  the  London 
tertiary  basin,  where,  from  the  absence  not  only  of  the 
clayey  chalk  marl  and  the  underlying  (but  much  more 
local)  upper  greensand,  but  also  from  the  thinning  out  of 
the  usually  persistent  gault,  a  markedly  impervious  bed  of 
clay,  it  results  that  the  hard  ferruginous  sand  (or  carstone) 
of  the  lower  greensand  at  once  underlies  the  hard  massive 
chalk.  In  the  north-western  comer  of  Norfolk,  where  this 
takes  place,  from  Hunstanton  southwards  to  near 
Sandringham,  the  water  systems  of  the  chalk  and  of  the 
upper  part  of  the  lower  greensand  Join  ;  though  the  lower 
part  of  the  latter  formation  is  divided  off  by  clayey  beds. 
The  .supply  at  Hunstanton  Waterworks,  close  to  the  base 
of  the  chalk,  may.  therefore,  be  derived  from  this  composite 
source,  whereas  the  supply  for  the  Sandringham  estate  is 
from  the  chalk,  the  clayey  chalk  marl  coming  in  at  that 
part,  and  causing  an  outflow  from  the  more  permeable  beds 
above. 

The  maps  which  form  the  text  on  which  this  paper  is 
founded,  though  based  on  the  later  geological  maps  (with 
drift),  follow  the  latter  absolutely  in  only  one  particular, 
that  is  in  the  area  coloured  as  bare  chalk.  As,  however, 
the  object  in  constructing  the  maps  in  question  was  con- 
trast and  conspicuousness,  their  colours  are  quite  difltrent 
from  those  of  the  geological  maps ;  and,  whereas,  on  the 
latter  the  chalk  is  shown  by  a  very  pale  green  tint,  on  the 
former  it  is  emphasised  by  light  carmin.  It  is  only  fair  to 
the  maps  to  say  that  they  were  not  made  as  diagrams,  to 
be  seen  at  a  distance  ;  but  to  be  examined  more  closely, 
and  that  they  have  been  coloured  at  various  times,  as 
occasion   enabled  mc   to  take  them  up.     When  the  work 
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has  been  further  extended,  and  a  large  set  of  maps  can  be 
coloured  at  once  by  a  better  colourist,  a  more  harmonious 
effect  may  result 

We  may  now  consider  the  evolution  of  these  "Chalk 
Area  Maps "  from  the  Geological  Survey  Drift  Maps.  It 
will  be  at  once  seen  that  the  geological  maps  are  the  far 
more  complicated  of  the  two,  having  a  gjreat  number  of 
colours  and  tints  as  against  the  five  of  the  other  set.  My 
geological  friends  may,  therefore,  be  inclined  to  regard  the 
evolution  as  a  case  of  degeneration  ;  but,  perhaps,  engineers 
may  not  object  to  the  comparative  simplicity  of  my  maps, 
and  to  their  disregard  of  theoretical  considerations  and 
of  geological  classification.  It  should  be  clearly  under- 
stood that  these  maps  are  meant  to  show  one  thing  only, 
that  is  the  accessibility  of  the  chalk  to  surface-water :  they 
do  not  always  show  of  necessity  the  nature  of  the  surface  ; 
but  their  colours  are,  in  some  parts,  quite  independent  of 
what  occurs  at  the  surface,  which  may  be  neutralised,  for 
our  purpose,  by  something  else  that  occurs  beneath. 

I. — Bare  Chalk. 

As  in  this  case  the  maps  follow  the  geological  ones, 
there  is  no  need  to  say  more  than  that  bare  chalk  is  taken 
to  include  those  parts  where  there  is  merely  a  thin  soil  over 
the  chalk,  for  that  soil  is  practically  unimportant  as  regards 
water  being  pervious. 

2.— Chalk  covered  only  by  Beds  of  a  Permeable 

Kind. 

This  includes  tracts  marked  by  many  colours  on  various 
geological  maps,  permeability  being  by  no  means  con- 
nected with  geological  age.  In  colouring  these  tracts,  it 
was  essential  to  consider  not  merely  the  beds  shown  as  at 
the  surface  on  the  geological  maps,  but  to  make  certain 
that  nothing  came  between  any  bed  of  a  permeable 
character  and  the  chalk,  as  it  is  clear,  for  instance,  that  ten 
feet  of  clay  in  or  beneath  100  feet  of  sand  would  stop  the 
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downward  passage  of  water  through  the  sand. 
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The  geological  beds  that  fall  into  this  class  are  as 
follows:  but  it  should  be  understood  that  this  is  only 
where  one  of  them  rests  directly  on  the  chalk,  without  any 
bed  of  an  impermeable  or  mixed  kind  coming  between,  or 
where  two  or  more  of  them  succeed  each  other  without 
any  intervening  bed  of  another  kind  : — 

Thattet  Beds,  where  these  are  of  sand,  as  in  Surrey  and 
West  Kent 

Oldltaveii  and  Blackkeatk  Beds,  in  the  few  places  where 
they  have  cut  through  the  under-lying  Woolwich  and 
Reading  beds,  and  rest  on  the  Thanet  sand  or  as  outliers 
on  the  chalk. 

Red  Crag  and  Noni'ich  Crag,  where  they  rest  on  the 
chalk.  Parts  of  the  tracts  coloured  with  the  latter  on  the 
geological  maps  are  not  included,  however,  on  account  of 
the  occurrence  therein  of  the  clayey  ChiUesford  beds,  which 
must  stop  the  downward  passage  of  water. 

Sands  and  Gravels  of  the  Glacial  Drift. 

Sands  and  Gravels  of  the  River  Drifts. 

3.— Chalk  protected  by  Beds  of  Mixed  or 
Varying  Character. 

In  this  case  it  is  not  essential  either  that  the  chalk 
should  be  directly  covered  by  beds  of  the  kind  indicated, 
or  that  such  beds  should  be  at  the  surface  ;  it  is  only 
needed  that  they  should  occur  somewhere  between  the 
surface  and  the  chalk,  and  that  no  absolutely  impermeable 
beds  should  come  in  ;  permeable  beds  are  of  course  made 
of  no  account  by  the  presence  of  these  mixed  beds.  Many 
colours  of  the  geological  map  find  themselves  massed  in 
this  set,  as  may  be  seen  from  the  following  list : — 

Thanet  Beds,  where  to  a  great  extent  clayey,  as  in  East 
Kent. 

Woolwich  and  Reading  Beds,  from  their  varying  character, 
here  clay,  there  sand.  There  are  places,  however,  where  it 
may  be  well  to  include  this  series  with  the  impermeable 
beds.  The  overlying  Oldhaven  and  Blackheath  beds,  in 
themselves  permeable,  arc  almost  wholly  carried  with  this 
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underlying  series,  except  where,  as  above  noted,  they  have 
cut  through  the  latter. 

Loams  of  t/ie  Glacial  Drift  Some  of  the  brick-earth  of 
this  age  is  so  clayey,  however,  that  it  has  been  classed  as 
impermeable. 

Loams  of  the  River  Drifts. 

Brick-earth  and  Clay-with-flints  of  the  high  chalk  tract. 
These  are  beds  which  commonly  occur  over  the  chalk  hills, 
and  which,  though  of  a  more  or  less  clayey  nature,  seem 
not  to  be  wholly  impermeable,  for  they  do  not  give  rise  to 
drainage-streams ;  moreover,  they  seem,  in  part  at  least,  to 
be  the  result  of  the  dissolution  of  the  chalk  by  the  infiltra- 
tion of  acidulated  water.  Some  outlying  patches  of  sand 
in  East  Kent  have  been  classed  with  these  deposits,  as  they 
often  have  a  clayey  base. 

Alluvium. — The  silt  and  peat  of  our  marshes  might  be 
thought  to  be  impermeable ;  but  though  this  may  often  be 
the  case,  these  deposits  are  sometimes  sandy,  and  some- 
times very  thin,  the  permeable  gravel  beneath  coming  up 
near  the  surface. 

4. — Chalk  protected  by  Impermeable  Beds. 

Here,  again,  as  with  the  last  division,  the  beds  in  question 
need  neither  rest  at  once  on  the  chalk  nor  form  the  surface ; 
their  occurrence  anywhere  between  the  surface  and  the 
chalk  is  decisive,  and  relegates  the  tract  where  they  occur  to 
what,  from  our  point  of  view,  may  be  called  the  useless 
division,  save  for  those  parts  of  it  where  the  surface  waters 
flow  towards  the  chalk.  The  large  tract  marked  by  the 
grey  colour  on  the  maps,  owes  its  classification  almost 
wholly  to  the  two  great  clay  deposits,  the  London  clay  and 
the  boulder  clay  ;  but  some  other  beds  contribute  slightly, 
as  shown  by  the  following  lists. 

Woolwich  and  Reading  Beds, — In  North  Suffolk,  and  in 
Norfolk,  where  these  beds  are  quite  masked  by  drift  and 
crag,  never  cropping  out  to  the  surface,  they  seem  to 
consist  chiefly  of  clay,  as  proved  by  well-sections,  and  it  is 
best  to  class  them  with   impermeable   beds.      This   may 


have  to  be  done  in  parts  of  the  Hampshire  basin  also, 
when  the  re-survey  of  that  tract  for  drift  enables  us  to 
construct  chalk-area  maps  of  it. 

London  Clay. — As  it  is  not  only  where  this  thick  mass  of 
clay  forms  the  siirface  that  it  stops  the  downward  passage 
of  water,  but  also  wherever  it  underlies  other  beds,  it 
follows  that  all  the  overlying  permeable  deposits  have  now 
to  be  classed  with  it.  This  includes  the  whole  of  the 
Bagshot  series,  so  largely  composed  of  sand,  which  forms 
such  large  areas  in  both  the  London  and  Hampshire 
basins,  and  also  the  whole  of  the  very  local  Coralline  crag, 
which  occurs  only  over  a  few  square  miles  of  Sufiblk, 
Great  part  of  the  red  crag  and  of  the  various  drift  sands 
and  gravels  arc  also  included.  All  such  tracts  of  permeable 
beds  over  London  clay,  are,  of  course,  of  some  importance 
as  regards  water  supply,  on  a  comparatively  small  scale, 
and  over  part  of  Norfolk  and  Suffolk  no  other  source  of 
supply  from  wells  is  used. 

I  need  hardly  say  that,  in  the  case  of  the  London  clay, 
my  maps  add  nothing  to  our  knowledge,  the  position  and 
extent  of  that  deposit  being  well  known,  except  in  East 
Norfolk  and  the  adjoining  part  of  Suffolk  :  the  above 
remarks  have  been  made  merely  to  explain  the  grouping 
of  other  beds  with  it.  There  are  places  where  the  loairiy 
beds  at  the  base  of  this  clay  may  be  sandy  enough  to  allow 
of  the  downward  passage  of  water,  but  such  areas  must  be 
insignificant. 

Brkk-earlh  of  tlie  Glacial  Drift. — In  some  parts  this 
deposit  is  not  only  of  fair  thickness,  but  also  of  an  essen- 
tially clayey  nature,  so  that  it  has  then  to  be  classed  as 
impermeable.  It  often,  too,  extends  underneath  deposits 
of  a  more  permeable  kind,  and  so  cuts  otT  their  water  from 
the  chalk ;  the  underground  extension  is,  however,  some- 
times hard  to  trace. 

Boulder  Clay. — This  not  only  covers  the  chalk,  or  per- 
meable beds  overlying  the  chalk,  over  large  areas,  but  also 
extends  under  some  of  the  drift  gravels  and  sands,  so  that  it 
has  a  great  effect  in  protecting  the  chalk  from  the  access  of 
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water.  A  good  example  of  this  is  given  by  one  of  the  maps 
exhibited  (sheet  50,  S. W.),  in  which,  on  an  ordinary  geologi- 
cal map  (without  drift)  nearly  the  whole  of  the  205  square 
miles  represented,  would  be  coloured  as  chalk — a  most  delu- 
sive thing,  as,  in  fact,  the  area  of  bare  chalk  therein  is  very 
small,  and  the  areas  of  chalk  covered  by  permeable  or 
mixed  beds  not  large,  whilst  the  protecting  cover  of 
impermeable  beds  spreads  over  by  far  the  gjreater  part 

The  map  to  the  north  (50,  N.W.)  is  much  the  same, 
though  we  have  here  rather  more  bare  chalk ;  but  in  this 
sheet  the  whole  area  would  be  coloured  as  chalk,  on  an 
ordinary  geological  map,  except  for  the  alluvium  of  the 
streams. 

A  larger  map,  not  yet  coloured  after  the  plan  described 
(on  account  of  the  drift  edition  not  being  published)  is  also 
a  case  in  point,  for,  in  sheet  47,  whilst  about  half  the  area 
(of  820  square  miles)  is  shown  on  an  ordinary  map  as 
chalk,  the  impermeable  boulder  clay  occurs  over  the  greater 
part  thereof,  and  quite  alters  the  character  of  the  district 

Though  for  the  most  part  a  fairly  stiff  clay,  there  is  one 
tract  where  the  boulder  clay  is  so  largely  composed  of 
chalk,  almost  to  the  exclusion  of  anything  else,  that  one 
can  there  hardly  take  it  as  absolutely  impermeable.  I 
allude  to  the  north-western  part  of  Norfolk,  where  the 
thin  boulder  clay  of  the  higher  ground  is  so  like  the  merely 
weathered  surface  of  the  chalk  that  the  officers  of  the 
Geological  Survey  often  had  some  difficulty  in  dividing  the 
two,  especially  in  places  without  clear  sections.  In  other 
parts  of  North  Norfolk,  too  (near  Wells),  the  glacial  brick- 
earth  seems  to  be  represented  by  a  bed  which  is  little  else 
than  reconstructed  chalk,  the  specimen  having  yielded,  on 
analysis,  no  less  than  91  per  cent  of  calcic  carbonate,  the 
other  constituents  being,  moreover,  of  a  sandy  rather  than 
of  a  clayey  character,  and  the  whole  having  some  likeness 
in  composition  to  parts  of  the  chalk. 

From  what  has  been  said,  it  is  clear,  I  think,  that  the 
"  maps  of  chalk  areas "  exhibited  are  not  merely  another 
version,  or  condensation,  of  the  Geological  Survey  maps, 
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although  depending  so  largely  on  the  possession  of  these. 
They  show,  indeed,  some  things  not  shown  on  the  geo- 
logical maps,  and  for  which  approximate  lines  had  to  be 
drawn,  and  their  grouping  of  the  facts  mapped  is  different 
from  that  of  the  geological  maps. 

It  may  be  of  interest,  perhaps,  to  contrast  the  areas  of 
chalk,  &c.,  as  shown  by  some  of  my  maps,  with  those 
represented  on  geological  maps  without  drift. 

Thus,  in  sheet  7,  whilst  in  the  latter  map  nearly  half  the 
area,  or  roughly  about  400  square  miles,  is  coloured  as 
chalk,  half  (or  a  little  more)  being  of  tertiary  beds,  and  a 
small  area  (in  the  north-western  comer)  of  beds  below  the 
chalk,  a  measurement  of  the  four  different  kinds  of  area, 
described  in  this  paper,  gives  the  following  approximate 
figures,  which  seem,  however,  to  err  a  trifle  on  the  side  of 
excess  : — 

Bare  chalk about  125  square  miles. 

Chalk  covered  by  permeable  beds    ...  „        88           „ 

Chalk  protected  by  mixed  beds  ....  „      180           „ 
Chalk    protected    by    impermeable    beds 

(almost  wholly  London  clay,  there  being 

but  Httle  boulder  clay  over  the  chalk  here)  „      430           „ 

Again,  in  sheet  46,  S.E.,  almost  all  coloured  as  chalk  on 
the  ordinary  plan,  we  get  the  following  figures,  as  before 
erring  slightly  in  excess  : — 


Bare  chalk 

Chalk  covered  by  permeable  beds    . 
Chalk  protected  by  mixed  beds  . 
Chalk  protected  by  permeable  beds. 


about  76  square  miles. 

}»  39  » 

n  67  „ 

>»  27  )> 


In  51,  S.E.,  where  neither  tertiary  beds  above  nor  older 
cretaceous  beds  below  occur,  but  chalk  alone,  the  figures 
are  about  40,  8,  I,  and  155  respectively,  various  beds  of 
drift  (especially  boulder  clay)  generally  covering  the 
chalk. 

Whilst  the  general  result  of  the  work  is  to  curtail  the 
somewhat  excessive  estimates  that  may  have  been  made  in 
bygone  years  of  the  amount  of  chalk  area  available  for  the 
absorption  of  rain,  yet  the  chalk  remains  our  chief  water- 
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bearing  bed  in  the  south-east  of  England  ;  for,  though  not 
always  coming  up  to  some  of  the  sand-beds  in  permeability 
or  porosity,  it  is  pre-eminent  over  all  other  geological  form- 
ations in  thickness  and  extent  of  outcrop. 

Although  beyond  the  immediate  object  of  this  paper, 
there  is  one  circumstance  connected  with  the  question  of 
water  supply  from  the  chalk  which  I  can  hardly  help 
alluding  to  from  its  gfreat  importance.  The  present  state 
of  the  law,  as  regards  deep-seated  sources  of  supply,  is  the 
reverse  of  encouraging  to  those  who  advocate  the  use  of 
pure  well  water  ;  for,  by  a  recent  legal  decision,  in  the  case 
of  Ballard  v,  Tomlinson,  it  has  been  declared  to  be  lawful 
for  any  one  to  pour  any  filth  or  noxious  matter  down  his 
own  disused  well  without  any  regard  to  the  fact  that  he  may 
thereby  pollute  the  source  from  which  his  neighbours  draw 
their  supply !  It  would  be  a  work  of  no  great  difficulty 
therefore  to  utterly  spoil  most  well-waters,  and  this  might 
not  only  be  done  by  inadvertence,  as  in  the  case  alluded  to, 
but  apparently  of  malice  aforethought.  If  this  is  really  the 
law  of  the  land,  or  rather  of  the  water,  there  seems  to  be  an 
opening  for  law  reformers.  It  is  to  be  hoped,  however,  that 
the  decision  may  be  reversed  in  a  higher  Court  than  that 
from  which  it  came.  I  need  hardly  say  that  these  remarks 
apply  to  all  water-bearing  beds  and  not  to  the  chalk  only, 
and,  to  conclude,  I  may  say  the  same  of  the  line  of  obser- 
vation that  this  paper  brings  forward. 


WATER  SUPPLY  IN  ITS  INFLUENCE 
ON  THE  DISTRIBUTION  OF  THE 
POPULATION. 

By  W.  ToPLEY,  F.G.S.,  Assoc  Inst.  C.E. 

Geological  Survey  of  England,    Lecturer  on  Geology  at  the  Institute  of 

Agriculture^  South  Kensington, 

One  of  the  most  essential  conditions  for  the  comfort  and 
well-being  of  a  population  is  water,  and  a  little  consideration 


374 


Water  Supply  in  its  Influence  on 


will  show  that  the  early  settlements  of  a  people  have  been 
where,  and  only  where,  water  occurs. 

In  a  broad  and  general  sense,  this  fact  is  patent  to  all — 
the  banks  of  rivers  and  streams  are  usually  well  populated 
— the  wide  areas  of  waterless  districts  are  unpeopled  ;  but 
the  fact  is  equally  true  in  a  very  limited  and  restricted 
sense,  not  at  first  so  obvious. 

Sections  illustrating  the  Origin  of  Springs. 

Fig.  I 


Fig.  3 


FiB.-* 


FlK.5 


X  X  Indicate  the  mere  common  sites  of  early  settlements  ;  dots  indicate 
porous  beds  ;  lines  indicate  impervious  beds. 

The  source  of  all  water  is  the  rain  which  falls  on  the  land  ; 
this  acts  in  two  different  ways,  according  to  the  nature  of 
the  soil  on  which  it  falls.  If  the  soil  is  porous,  or  pervious 
to  water,  a  certain  portion  of  the  rain  sinks  in  ;  if  the  soil  is 
impervious,  the  whole  of  the  water  either  drains  off  the  land 
into  brooks,  or  passes  back  by  evaporation  into  the  air. 
The  water  which  soaks  into  a  porous  soil  or  rock,  accumu- 
lates there  until  it  flows  out  again  as  springs,  or  is  artificially 
tapped,  and  drawn  away  by  means  of  wells. 
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The  conditions  under  which  springs  most  commonly 
occur  may  be  illustrated  by  the  following  "sections," 
which  represent  the  rocks  cut  through  from  the  surface 
downwards.  The  positions  of  springs  are  marked  XXX, 
and  in  all  cases  these  also  mark  the  positions  in  which 
villages  and  towns  occur. 

Springs  occur  near  where  a  pervious  bed  overlies  or 
underlies  an  impervious  bed  (Fig.  i),  or  where  a  valley 
reaches  down  to  the  level  at  which  the  rock  is  saturated 
with  water  (Fig.  2).  In  the  case  of  valleys  cutting  deeply 
into  the  rock,  the  valleys  themselves  determine  the  level  of 
saturation. 

A  soil  which  allows  water  to  sink  into  it  is  a  dry  soil, 
and  is  therefore  suited  for  habitation  and  for  agriculture. 
Hence  the  main  conditions  which  favour  the  settlement  of  a 
district  are  found  in  the  same  soil,  or  along  the  outcrop  of 
the  same  bed.  We  thus  see  that  geological  structure 
controls  the  distribution  of  the  population  ;  not  only  in  such 
great  features  of  the  earth's  surface  as  mountain-chains, 
plains,  and  valleys,  but  also  in  the  minor  divisions  of  the 
district 

The  outcrop  of  a  narrow  band  of  porous  rocks,  between 
wide  beds  of  clay,  is  strongly  marked  by  the  occurrence  of  a 
long  line  of  villages,  each  of  which  obtains  its  water  from 
shallow  wells  or  springs.  The  combrash,  between  the 
Oxford  clay  and  the  great  oolite  clays,  is  an  excellent 
example  of  this.  So,  too,  is  the  marlstone  rock-bed, 
between  the  upper  and  lower  lias.  Even  a  thin  and  com- 
paratively unimportant  bed  of  sand,  ironstone,  or  limestone, 
if  it  only  affords  a  small  space  fit  for  arable  culture,  will  be 
marked  by  a  line  of  villages  (Fig.  3).  A  thin  bed  of  iron- 
stone in  the  lower  lias  of  Lincolnshire  is  a  good  example 
of  this. 

When  rocks  rise  from  beneath  a  covering  of  clay  there 
are  often  springs  at  the  junction.  Fig.  4  shows  a  very 
common  arrangement  in  East  Northumberland,  where 
sandstone  rises  from  beneath  the  boulder  clay. 

The  base  of  the  chalk  escarpment,  with  the  line  of  outcrop 
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of   the   adjacent   upper    greensand,   gives    another    good  1 
example.  Here  the  villages  always  He  thickly  along  a  definite 
line.     There  is  a  weli-marked  and  constant  relation  between 
the  outcrop  of  porous  strata  and  the  parish  or  township 
boundaries,  the  longer  axes  of  the  parishes  crossing  the 
outcrops  more  or  less  at  right  angles.     A  careful  study  of 
the    distribution  of  the  villages,   and   of  the   relation   of  J 
their    parish    boundaries    to  the   main    physical   features,  I 
throws  much  light  upon  the  past  history  of  the  country,  f 
and  often  enables  us  to  determine  the  relative  ages  of  the  I 
settlements.  This  branch  of  the  subject  does  not  now  concern  [ 
us  :'  we  need  only  note  that  the  arrangement  of  the  parish  j 
boundaries   depends   upon    the   sites  of   the   settlements,  I 
and   that  these  are  controlled  by  the  outcrops  of  water-  J 
bearing  beds. 

The   early  settlements  in  England  were  nearly  always  1 
controlled  by  such  circumstances  as  have  been  here  referred  j 
to  ;  but  the  later  development  of  special  towns  and  districts  1 
has  depended  upon  a  variety  of  circumstances.     In  early  ] 
times  it  was  around  some  shrine  of  special  fame  or  sancrity, 
or  under  the  shadow  of  the  castle  of  some  powerful  noble, 
that  the  population  clustered  and  the  town  increased.     A 
little  later  it  was  also  in  places  especially  well  suited  for 
various  manufactures.     Within  the  last  200  years  the  great 
development  of  our  mineral  wealth  (especially  of  coal  and 
iron)  has  entirely  transformed  the  country.     Large  towns 
have  sprung  up  over  the  coal-fields,  often  on  wide  tracts  of  | 
clay,  where  few  settlements  would   otherwise  have  taken 
place.     The  natural  surface  water  supply  of  such  places  is 
often  bad  and  small,  and  the  mining  operations  frequently  ' 
drain  even  this.  ' 

The  water  supply  of  modem  towns  is,  in  nearly  all  cases, 
either  {a)  obtained  from  a  neighbouring  river,  (*)  brought    1 
from  a  distance,  or  (c)  obtained   from  deep  wells  beneath 
the  town.     It  thus,  except  in  the  first  case,  differs  from  that 

*  For  discussion  on  this  question,  see  a  paper  by  the  author,  in  j 
"Journal  Q.'  "he  Anthropological  Institute,"  voL  iii.  pp.  32-55  (with  f 
maps),  1 87 J 
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of  the  original  settlement,  which  always  obtained  its  water 
from  streams,  springs,  or  shallow  wells.  In  far  too  many 
cases  the  primitive  source  of  supply  has  been  continued  in 
use  long  after  the  time  when  it  should  have  been  abandoned  ; 
and  the  local  source  of  water  supply,  essential  to  the  early 
development  of  a  town,  has  become  a  source  of  danger  as 
the  population  has  increased. 

Of  the  points  just  mentioned,  London  affords  an  excellent 
example.  The  old  parts  of  London  and  its  suburbs  are 
built  upon  gravel  resting  on  London  clay  (Fig.  5).  Where 
small  valleys  (such  as  the  Fleet)  cut  through  the  gravel, 
there  are  natural  springs ;  but  everywhere  water  can  be 
obtained  in  shallow  wells  sunk  through  the  gravel  So  long 
as  the  inhabitants  were  dependent  entirely  upon  these 
springs  and  wells,  the  houses  were  confined  to  the  gravel ; 
when  a  general  system  of  water  supply  was  introduced,  the 
population  extended  over  the  intervening  area  of  clay. 
Meanwhile,  the  increasing  population,  without  any  adequate 
system  of  drainage,  fouled  the  shallow  wells,  and  rendered 
them  all  more  or  less  impure.  It  is  only  within  the  last  few 
years  that  some  of  these  have  been  closed  by  authority. 

Below  the  superficial  deposit  of  gravel,  there  are  other 
sources  of  water  supply  for  London.  The  strata  beneath 
lie  in  a  basin-shaped  form,  and  thus  favour  the  accumulation 
of  water.  Underneath  the  London  clay  there  are  the 
lower  tertiary  sands,  holding  water  which  rises  in  the  wells 
when  these  are  sunk  through  the  clay.  Still  lower,  there  is 
the  great  mass  of  chalk  in  which  there  is  an  enormous  store 
of  water.  Still  lower,  and  separated  from  the  chalk  by  a 
bed  of  clay  (gault),  is  the  lower  gfreensand.  This,  on  the 
south  side  of  London,  may  yet  yield  some  water,  but  it  can 
never  be  the  gfreat  source  of  supply  which  was  once  hoped 
for. 

There  are,  then,  with  the  river,  four  different  sources  of 
water  supply  at  or  beneath  London,  each  giving  a  different 
quality  of  water.  Probably  no  large  city  in  Europe  is 
better  situated  than  London  for  supplying  itself  with  water 
from  within  its  own  area ;  but  so  Vast  has  London  now 
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become,  that  all  these  taken  together  are  insufficient,  or 
inefficient. 

It  is  a  curious  circumstance  that  some  others  of  the  great 
capitals  of  Europe  are  built  on  "  basins  "  like  that  of  London, 
and  hence  are  able  to  obtain  deep  well-water  from  beneath. 
Paris,  Berlin,  and  Vienna,  are  good  examples.     This  i 
circumstance  that  could  not  have  been  known  to  the  early  i 
settlers,  who  concerned  themselves  only  with  the  surface  I 
sources  of  water  supply. 


ON  A  POSSIBLE  INCREASE  OF  UNDER- 
GROUND WATER  SUPPLY. 

By  Chas.  E.  DE  Rance,  A.I.C.E.,  F.G.S.,  F.R.G.S. 

SarOary  of  the  British  AitoeialioH  Underground  Water  CommitUt. 

For  nearly  a  century  the  subject  of  water  supply  has  been 
constantly  before  the  public,  and  with  the  growth  of  popu- 
lation has  become  a  question  of  vital  importance  to  the 
community.  The  amount  of  information  that  has  been 
accumulated  is  very  large,  but,  investigated  by  Royal  Com- 
missions, inquired  into  by  committees  appointed  by  scien- 
tific societies,  it  Is  spread  over  a  wide  range  of  literature. 
It  is  difficult  for  any  one  individual  to  focus  the  stores  of 
information  already  available,  still  more  for  him  to  follow 
up  the  numerous  lines  of  investigation  these  inquiries 
suggest. 

In  my  work  on  '  The  Water  Supply  of  England  and 
Wales,'  published  in  1882,  I  made  an  attempt  to  show 
what  was  the  probable  supply  of  water  available  in  all  the 
river  basins  of  England  and  Wales,  and  what  amount  was 
required  to  satisfy  the  demands  upon  that  supply,  with  the 
result  that  it  appears  to  be  amply  demonstrated  that  the 
rainfall  this  country  receives  is  more  than  sufficient  to  meet 
all  the  requirements  of  human  consumption,  manufacturing 
interests,  and  the  purpose  of  canalisation ;  and  yet,  with 
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these  resources,  large  districts  still  suffer  from  all  the  ills 
due  to  a  polluted  water  supply,  whilst  other  large  areas  are 
devastated  by  floods,  representing  unproductive  rainfall 
passing  to  the  sea. 

It  is  to  this  unproductive  rainfall  that  I  would  chiefly 
wish  to  call  attention  in  the  present  communication.  Much 
has  been  written  on  underground  water  supply  since  the 
year  1841,  when  the  Rev.  James  Clutterbuck  stated  "the 
extent  of  the  supply  must  necessarily  be  regulated  by  the 
quantity  of  rain  falling  upon  the  surface,  the  rapidity  with 
which  it  is  absorbed,  and  the  reduction  to  which  it  is  sub- 
ject by  evaporation  ; "  but  this  definition  still  expresses  the 
knowledge  we  have  on  the  subject  Rainfall  being  the  sole 
source  of  supply  to  the  waters  beneath  the  surface  as  well 
as  those  flowing  upon  it,  accurate  information  on  the 
amount  of  rain  falling  on  a  district  is  a  matter  of  the  first 
importance,  and  this,  to  be  of  any  value,  must  represent 
the  observations  of  an  extended  period  of  years,  so  that 
not  only  may  the  minimum  supply  to  be  expected  be 
ascertained,  but  the  average  or  mean  of  several  successive 
dry  years  also.  Happily,  through  the  voluntary  labour  of 
Mr.  Symons,  F.R.S.,  we  have  now  more  than  2500  stations 
at  which  rainfall  is  recorded,  and  we  are  able,  by  consulting 
his  annual  volumes,  to  obtain  the  necessary  information  for 
a  large  number  of  localities ;  but  it  is  obvious  that,  con- 
sidering the  direct  bearing  such  observations  have  on 
engineering,  agricultural,  and  sanitary  questions,  the  scope 
of  the  inquiry  should  be  enlai^ed  by  placing  it  under  a 
Government  department,  which  could  enlarge  the  scope 
and  usefulness  of  the  inquiry  without  being,  as  now,  parti- 
ally crippled  for  want  of  sufficient  funds  to  carry  out  the 
necessary  details. 

Pervious  or  permeable  formations,  by  g^radually  absorb- 
ing waters  falling  on  their  surface,  which  slowly  percolate 
through  them,  act  at  once  as  filter-beds  and  reservoirs,  the 
capacity  of  which  is  limited  by  the  area  of  absorption,  and 
the  thickness  of  the  pervious  bed  When  rain  falls  upon  a 
perfectly  pervious  rock,  underlaid  by  imipwrofc^Sc^fc  Ae^-^c^ 

a  c  ^ 
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the  water  line  is  generally  near  the  surface  ;  this  line  or 
plane  of  complete  saturation,  in  sandstone  and  limestone 
hills  intersected  by  valleys,  is  found  to  be  slightly  above  the 
level  on  which  the  deepest  valley  intersects  the  various 
strata,  constituting  the  water-bearing  rock. 

When  bands  of  permeable  and  impermeable  rocks  alter- 
nate, each  porous  band  contains  a  separate  sheet  of  water, 
which  flows  down  the  dip  planes  of  the  strata,  confined  by 
the  impermeable  layers  above  and  below.  Such  water  Bows 
with  the  head,  due  to  the  difference  of  vertical  level,  of  the 
area  of  outcrop  to  that  of  the  area  of  discharge,  less  the 
frictional  resistance  of  the  fragments  of  the  rock  through 
which  it  passes.  When  the  facilities  for  the  discharge  of  a 
volume  are  less  than  the  quantity  capable  of  being  received, 
the  porous  rock  will  be  full  up  to  the  impermeable  layer 
above,  which  is  invariably  the  case  when  all  outlet  is  stopped 
by  faults  throwing  in  impermeable  strata,  or  by  the  dip 
carrying  the  strata  beneath  the  sea-level. 

Such  porous  rocks  may  be  regarded,  when  provided  with 
an  outlet,  as  underground  conduits,  the  depth  of  which  is 
the  thickness  of  the  bed,  the  width  of  which  is  the  extent 
of  the  outcrop  or  horizontal  strike  of  the  bed,  and  the  in- 
clination of  which  is  the  dip  of  the  strata.  Where  the  out- 
let is  blocked,  the  saturation-level  remains  unchanged,  and 
unless  water  is  artificially  removed,  so  as  to  provide  space 
for  a  fresh  supply,  no  additional  water  can  be  added  to  the 
existing  supply. 

In  sinking  weils,  or  in  boring  into  a  mass  of  porous  rock, 
the  plane  of  saturation  is  found  to  vary  within  certain 
limits,  being  governed  by  the  amount  of  previous  rainfall. 
This  level,  by  excessive  pumping,  is  artificially  and  locally 
lowered,  but  the  old  "  rest-level  "  is  restored  after  a  certain 
number  of  hours'  cessation  from  pumping.  The  difference 
between  the  "  rest-level "  and  the  pumping-level  is,  in  some 
wells,  in  porous  strata  as  much  100  feet.  The  area  of  ex- 
haustion resembles  an  inverted  cone,  the  apex  of  which 
rests  on  the  point  at  which  the  pumps  abstract  ihe  water, 
and  the  base  of  which  is  a  circle  at  the  surface  ground  the 
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well.  If  over-pumping  has  taken  place,  the  pumps  have  to 
be  lowered  ;  the  cone  increases  in  vertical  height,  and  a 
larger  concentric  circle  is  added  to  the  central  one. 

In  porous  rocks  of  g^at  thickness  the  plane  of  saturation 
is  often,  at  a  considerable  distance  from  the  surface,  the 
annual  rainfall  absorbed  being  balanced  by  the  springs  run 
off  at  low  level,  and  the  floods  passing  across  the  outcrop 
too  quickly  to  sink  into  the  strata.  In  these  cases  it  would 
be  possible  to  raise  the  height  of  the  saturation^level^  and 
thus  increase  the  storage  powers  of  the  rocks  by  sinking 
"  dumb-wells"  in  the  porous  strata,  and  draining  the  storm- 
water  channels  into  them,  which  would  have  the  effect  of 
increasing  the  summer  discharge  of  the  springs. 

From  an  investigation  I  made  in  1878,  as  to  the  area  of 
each  of  the  various  rocks  in  each  river  basin,  which  forms 
the  basis  of  the  paper  I  laid  before  the  Society's  Water 
Congress,  convened  by  his  Royal  Highness  the  President, 
I  estimate  the  area  in  England  and  Wales,  occupied  by 
porous  rocks,  to  be  not  less  than  26,633  square  miles ; 
while  the  tertiary,  gault,  weald,  oolitic,  liassic  clays,  the 
triassic  and  permian  marls,  and  the  shales  of  the  carboni- 
ferous occupy  a  further  19,308  miles,  in  nearly  the  whole  of 
which  occur  pervious  rocks,  a  larger  portion  of  which  might 
be  rendered  available  for  storage  purposes  by  sinking 
dumb-wells  through  the  overlying  strata,  and  discharging 
the  land  drains  into  them,  which  would  prevent  the  water 
passing  away  in  devastating  floods. 

Experiments  were  made  simultaneously  on  the  percola- 
tion of  rainfall  by  Dr.  Dalton,  at  Manchester,  and  by  M. 
Maurice,  at  Geneva,  Dalton 's  gauge  consisted  of  a  cylinder, 
10  inches  in  diameter,  and  3  feet  deep,  open  at  the  top,  closed 
at  the  bottom,  and  filled  with  earth,  and  sunk  to  the  ground 
level ;  his  experiments  were  carried  on  from  1796  to  1798, 
25  per  cent  of  the  rainfall  being  absorbed.  M.  Maurice's 
observations,  from  1796  to  1797,  gave  39  per  cent,  of  perco- 
lation. Mr.  Dickenson's,  from  1836  to  1843,  gave  42  per 
cent.  Mr.  Greaves'  observations,  extending  from  1852  to 
1873,  with  an  average  rainfall  of  25*8  inches,  gave  the  per- 


eolation  of  26-6  per  cent,,  his  gauge  being  a  slate  box  with 
an  area  of  one  square  yard,  a  yard  In  depth  filled  with  soft 
earth,  loam  and  gravel  mixed,  trodden  in,  and  turfed  over. 
Mr.  Greaves  states,  "the  gauge  stands  at  Lea  Bridge,  i^ 
miles  west  of,  and  6  miles  north  from  the  meridian  of 
Greenwich."     He  finds  the  abundance  of  water  in  a  river 

to  be  more  closely  dependent  on  percolation  than  on  mere  1 

rainfall ;   for  consecutive  months  there  is  no  percolation  ^^1 

whatever ;  five  times  there  was   no    percolation   for    six  ^^| 

months  ;  and  only  in  one  year  (i860)  was  there  percolation  ^^ 
every  month.     The  greatest  percolation  is  after  thaws  of 
snow,  especially  after  frequent  tiiaws  of  small  falls  of  snow. 
A   wet  winter   gives   abundant   springs   in   the   following 
autumn  ;  but  if  that  be  followed  by  a  dry  winter,  it  will 

obliterate  the  effect  of  the  previous  wet  winter ;  this  is  the      | 

case  in  the  present  season,  1884,  when  the  springs  are  re-  ^^fl 

markably  low,  as  has  been   pointed  out  in  the  Times  of  ^^| 

June  7,  by  Mr.  Baldwin  Latham.  ^^^ 

Mr,  Grcaves's  experiments  show  the  smallness  of  perco-  I 

tation  through  earth  on  the  whole,  and  its  entire  absence 

during  warm  summer  weather;   and   they  also  show  the  ^^ 

small  thickness  of  earth  under  which  water  may  be  safe  ^H 

from  evaporation,  which  he  places  at  a  depth  of  36  inches ;  ^H 

and  even  at  34  inches  he  considers  it  doubtful  "  whether,  in  ^^| 

the  latitude  and  temperature   of  London,  capillarity  has  ^^| 

more  than  a  negative  action  beyond  12  inches  in  depth."  ^^H 

Probably,  in  a  moderately  open  soil,  capillarity  extends  ^^H 

only  a  few  inches,  but  the  higher  capillary  power  of  clay  ^^| 

soil  causes  a  constant  summer  exhalation.     From   these  ^H 

facts  it  is  evident  that  the  more  thoroughly  a  soil  is  under-  ^^ 

drained,  the  nearer  it  resembles  the  "  percolation  gauge," 

and  the  less  likely  is  water  to  pass  off  as  flood  in  an  open 

watercourse.     The  more  free  drainage  is  promoted,  and  the  ^h 

I               more  "  dumb  wells,"  or  "  inlet  drains,"  are  constructed,  the  ^H 

greater  will   be  the   quantity  of  water   stored ;    in  other  ^H 

L             words,  the  percolation  period,  ending  naturally  in  February  ^^| 

B            or  March,  will   be  artificially  extended  so  as  to  catch  a  ^^| 

m            large  proportion  of  the  summer  rains  ;  and  "  intermittent  ^^| 

L J 
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springs/'  which  are  dependent  not  on  surface-present  rain, 
will  be  increased  in  volume,  and  to  some  extent  rendered 
more  permanent,  at  times  when  the  heavy  rains  of  summer, 
through  excessive  evaporation,  are  adding  nothing  by 
percolation  to  the  underground  stores. 

The  investigation  of  individual  observers,  and  the  ten 
Reports  of  the  Underground  Water  Committee  of  the 
British  Association,  which  I  have  drawn  up,  as  Secretary 
of  the  Committee,  have  made  well  known  the  large  quan«* 
tities  of  water  now  pumped  from  the  millstone  grit,  the 
permian  sandstone  and  triassic  sandstones,  the  oolites, 
the  greensands,  and  the  chalk ;  towns  like  Liverpool, 
Birmingham,  Birkenhead,  and  Nottingham,  receiving  from 
the  triassic  sandstones  quantities  reaching,  in  the  case  of 
the  city  of  Liverpool,  6^  million  gallons  per  day ;  while 
the  analyses  of  the  Royal  Rivers  Pollution  Commission, 
^ow  us  the  pure  quality  and  g^reat  value  of  these  waters 
from  a  sanitary  point  of  view. 

In  England  and  Wales,  the  pervious  portions  of  the 
carboniferous,  the  secondary,  and  tertiary  rocks,  occupy  an 
^ea  of  not  less  than  26,600  square  miles,  while  an  ad- 
ditional area  of  19,000  square  miles  exists  of  rocks  of  this 
age,  which,  though  impermeable  and  carrying  off  the  rain- 
fall in  floods,  yet  overlie  pervious  strata  that  might,  to  a 
great  extent,  be  made  available  for  storage  purposes,  were 
dumb-wells  carried  into  them  from  the  surface;  such 
dumb-wells  would  artificially  act  as  do  the  swallow  holes 
which  feed  the  chalk  and  carboniferous  limestone  waters. 

In  the  chalk,  though  water  is  absorbed  with  great 
rapidity,  and  retains  a  quantity,  according  to  the  experi- 
ments of  Professors  Ansted  and  Miller,  equal  to  one-third 
of  its  bulk,  it  parts  with  it  with  excessive  slowness ;  and 
the  water  available  to  feed  springs,  and  to  supply  well- 
borings,  is  mainly  due  to  free  water  passing  down  the 
cracks  and  Assures  which  traverse  the  chalk  surface  in  all 
directions,  the  larger  fissures  allowing  the  passage  of  rain 
water  down  to  the  lower  portions  of  the  chalk.  That  the 
deep-seated  impermeable  beds  occunii^  at  the  base  of  the 
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chalk  formed  the  surface  on  which  the  passage  of  water 
chiefly  took  place,  was  pointed  out  by  Professor  Prestwich, 
in  185 1  ;  and  the  gradient  on  which  water  stands  in  the 
chalk  was  described  in  the  Sittingboume  district  by 
Mr.  W.  Bland,  in  1852,  which  gave  an  inclination  of  47  feet 
per  mile  of  fall  in  one  direction,  and  45  feet  per  mile  in  the 
other ;  in  Hertfordshire,  the  average  inclination  between 
Dunstable  and  Watford  was  found  by  the  Rev,  J.  Clutter- 
buck,  in  observations  extending  from  1842  to  1850,  to  be 
only  14  feet  per  mile.  The  later  observations  of  Mr. 
Baldwin  Lathara  on  this  subject  show  the  remarkable 
increase  of  gradient,  produced  by  the  temporary  rise  in  the 
water  level  of  the  hilly  districts  of  the  chalk,  after  heavy 
and  continued  rains,  which  becomes  gradually  depressed 
after  their  cessation,  before  the  springs  in  the  low  ground 
have  ceased  to  give  their  maximum  yield. 

Over  the  whole  of  the  area  of  26,600  square  miles, 
drawing  wells  may  be  sunk  with  advantage,  and  their 
supply  increased  by  sinking  inlet  or  drainage  wells  to  carry 
into  the  strata  water  now  almost  entirely  lost,  and  rendered 
not  only  unproductive  of  good,  but  the  agent  of  actual 
harm,  in  the  destruction  of  property  and  agricultural  pro- 
duce by  floods.  Care  will  have  to  be  taken  that,  in  con- 
structing such  dumb-wells,  communication  is  not  set  up 
between  drains  carrying  objectionable  matter  and  the 
underground  sheet  of  water,  and  that  in  draining  weils  and 
bore-holes  the  point  at  which  the  water  is  abstracted  is 
sufficiently  removed  from  the  surface  to  insure  the  water 
having  naturally  iiltered  through  the  superincumbent  strata. 

In  the  case  of  the  19,000  square  miles  of  impermeable 
strata  overlying  pervious  strata,  for  the  most  part  already 
containing  water  absorbed,  in  the  area  of  outcrop  of  the 
pervious.  Artesian  borings  will  give  large  supplies,  in 
numerous  districts  where  no  attempt  in  this  direction  has 
been  made  ;  and  where  the  Artesian  gradient,  or  water 
level,  is  not  as  high  as  the  base  of  the  impermeable  stratas 
overlying  the  permeable  bed,  dumb-wells  may  also  be  sunk 
with  advantage,  and  in  relieving  the  clay  beds  of  their 
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floods  in  winter,  will  help  to  increase  the  summer  discharge 
of  the  rivers,  and  render  the  intermittent  springs  of  more 
permanent  value. 


WATER    FROM    THE    CHALK. 

By  Joseph  Lucas. 

At  the  first  Congress  on  National  Water  Supply,  con- 
vened by  the  Society  of  Arts  in  1878,  I  had  the  honour  to 
read  a  paper  indicating  an  opinion  **  that  the  real  stumbling 
block  to  the  practical  solution  of  the  water  question  of  the 
country  in  general  is  not,  as  has  been  alleged,  its  cost,  but 
the  general  absence  of  data  respecting  its  sources,"  and 
advocating  a  survey  of  the  water-bearing  strata  on  prin- 
ciples described  in  the  paper,  and  which  I  now  reiterate. 

The  proposition  met  with  the  support  of  water  engineers^ 
and  was  endorsed  in  a  leading  article  in  the  Times^ 
summing  up  the  results  of  the  Congress. 

At  the  next  meeting  in  1879,  at  which  the  Council  of  the 
Society  of  Arts  did  me  the  honour  to  confer  upon  me  their 
silver  medal  for  a  paper  on  "  National  Water  Supply,"  in 
a  second  paper,  entitled  "Watershed  Lines,"  I  gave  the 
measurements  in  square  miles  of  the  apparent  and  real 
areas  of  chalk  country  lying  within  the  basins  of  thirteen 
rivers  between  and  inclusive  of  the  Medway  and  the  Meon, 
in  South  Hants,  as  determined  by  my  hydrogeological 
surveys. 

In  the  following  year,  the  Institution  of  Civil  Engineers, 
who  had  previously  published  a  map  and  paper  giving  the 
results  of  a  somewhat  crude  survey  of  the  chalk  water 
system  (1872-6),  did  me  the  honour  to  publish  a  map  and 
paper  descriptive  of  the  "  Lower  Greensand  Water  System 
of  Surrey  and  Hants."  For  this  survey  the  Council  of  that 
institution  awarded  a  Telford  medal  and  premium.  In  its 
application  to  the  subject  of  London  water  supply,  the 
hydrogeology  of  the  question  has  frequently  been  called 


into  requisition  by  the  water  companies,  and  was  mentioned 
on  the  Committee  of  the  House  of  Commons  on  London 
Water  Supply,  over  which  Sir  William  Vernon  Harcourt 
presided,  in  iS8o,  by  Professor  Thorold  Rogers,  and  in  the 
evidence  of  the  late  Mr.  E.  J,  Smith.  That  Committee 
never  got  beyond  the  financial  view,  and  the  question  of 
London  water  supply  was  practically  hung  up  to  await  the 
creation  of  a  Municipal  Corporation. 

As  it  appeared  to  me  unfortunate  that  the  survey  of  the 
source  of  water  supply  should  be  hung  up  with  it,  I  ha\'e 
continued  to  the  present  time  (with  the  exception  of  a  few 
months  in  which  I  was  laid  up  from  ill  health)  to  extend, 
over  large  areas,  the  series  of  field  observations  which  I 
have  now  carried  on  for  nearly  twelve  years.  These 
materials  are  in  frequent  use  as  evidence  before  Parlia- 
mentary Committees,  in  the  Law  Courts,  and  in  arbitration 
cases  at  the  Surveyors'  Institution.  As  regards  special 
areas,  my  friend  Mr.  Baldivin  Latham  has  for  years  taken 
3  large  series  of  gaugings  of  wells  and  streams  daily,  which 
are  probably  unique  in  this  country  ;  and  my  former 
colleague,  Mr.  De  Ranee,  has  long  edited  a  collection  of 
observations  under  the  auspices  of  the  British  Association, 
which  will  be  of  great  value. 

This  is  not  the  time  to  go  into  details  of  any  particular 
areas,  but  I  may  be  allowed  to  present  one  or  two  facts 
from  a  large  mass  of  unpublished  material,  in  support  of 
any  contention  that  a  comprehensive  and  uniform  survey 
of  the  sources  of  water  supply  is  the  stimulant  required  for 
the  flagging  water  question. 

The  chalk  of  the  county  of  Hertford  is  covered  by  a 
varying  thickness  of  drift  clay  and  clay  with  flints,  and  the 
wonderful  plains  of  gravel  that  occupy  nearly  all  the 
upland  surfaces.  From  surveys  made  in  1876-7  and  1884, 
1  have  traced  out  two  distinct  water  systems — one,  the 
deeper,  that  of  the  chalk,  which  at  the  present  time  lies  far 
below  most  of  the  valley-Unes  in  the  chalk  basin  of  the 
Lea,  and  another,  that  of  the  surface  gravels.  Many  of  the 
various  tributaries  now  in  water  are  surface  streams  only. 
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and  here  and  there  plunge  into  the  chalk  beneath.  There 
should  be  no  difficulty  in  supplying  any  village  in  the 
county,  yet  such  considerable  villages  as  Reed,  Kelshall, 
and  Sandon,  have  no  well,  and  are  dependent  on  ponds, 
which  before  the  storm  of  July  9th  were  reduced  to  the  last 
extreme  of  filth. 

Essenden  is  also  without  a  supply,  and  is  under  notice 
from  the  Rural  Sanitary  Authority ;  but  I  am  told  by  a 
member  of  the  Board  that  they  have  no  knowledge  how  to 
supply  themselves.  As  compared  with  some  other  chalk 
counties,  there  are  no  very  deep  wells  in  Hertfordshire. 
Along  the  base  or  boundary  of  the  tertiary  clays  it  oc- 
casionally happens  that  the  drainage  of  considerable  clay 
surfaces  is  discharged  into  the  chalk,  either  by  large 
swallows,  as  at  Famham,  South  Mimms,  and  Chislehurst, 
or  by  invisible  leakage.  Such  points  afford  g^rand  oppor- 
tunities for  collecting  water,  a  fact  that  has  not  been  lost 
upon  the  Kent  Water  Company  at  Crayford  and  Chisle- 
hurst, and  might  be  turned  to  useful  account  elsewhere. 

The  chalk  of  the  South  Downs  presents  one  or  two 
notable  points.  Taking  the  geological  unit  of  some  45 
square  miles  area,  between  the  Arun  and  the  Adur,  which 
it  was  my  privilege  to  survey  in  the  winter  of  1878-9,  and 
the  summer  and  autumn  of  1883,  the  water  system  shows 
three  basins  :  one  draining  west,  towards  the  Arun  ;  another 
east,  towards  the  Adur  and  coast ;  and  a  third,  the  Finden 
basin,  between  the  two.  The  extreme  height  of  the 
boundary  water  ridges  of  the  Finden  basin,  under  the 
escarpment  at  Sullington  Down  on  the  west,  and  Chancton- 
bury  on  the  east,  is  300  feet :  the  distance  from  the  rivers, 
west  and  east,  which  run  in  at  mean  tide  level,  being 
respectively  4^  miles  and  3  miles ;  and  distance  from  the 
sea  6  miles.  On  a  cross  section  of  the  intermediate  or 
Finden  basin,  from  Sullington  Down  to  Chanctonbury,  we 
find  a  fall  under  the  valley  of  upwards  of  200  feet  in  the 
water  line,  the  water  not  attaining  100  feet  above  O.D.  at  6 
miles  inland  along  the  valley.  In  the  Michelgrove  basin  it 
falls  short  of  20  feet  above  O.D.  at  5i  miles  inland,  under 
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the  valley,  while  ij  miles  to  the  west  it  attains  257  feet. 
A  third  case  is  at  Lychpole,  where,  at  3  miles  from  the 
coast  and  the  Adur,  the  water  falls  to  6  feet  above  O.D.  I 
have  met  with  no  other  area  which  exhibits  such  clearly 
defined  channels  underground  as  the  block  of  chalk  between 
the  Arun  and  the  Adur. 

The  upper  greensand,  generally  a  slender  source  of 
supply,  presents  a  notable  exception.  In  June,  1882,  1 
was  invited  to  make  a  survey  in  search  of  a  supply  for  the 
town  of  Warminster,  and  in  the  course  of  a  few  days  was 
surprised  to  find  some  abundant  springs  issuing  above 
Sheerwater  Lake. 

(l.)  Sheerwater  Spring  Pond,  dischai^Ing  132  cubic  feet 
per  minute  (or  twelve  times  the  requirements  of  the  town) 
at  an  altitude  of  476  feet  0,D.,  and  63  feet  above  the 
highest  point  in  Warminster.  (3.)  Glasswell  Spring,  dis- 
charging 7  cubic  feet  at  an  altitude  of  482-79  feet  O.D.,  or 
74*74  above  Warminster,  (3.)  A  spring  rising  in  boggy 
ground  at  Aucombe,  discharging  55  cubic  feet  per  minute. 
This  spring  I  did  not  recommend,  as  it  is  muddy  and  peat- 
stained.  The  total  discharge  of  Sheerwater  Lake  was  200 
cubic  feet  per  minute,  or  vastly  in  excess  of  all  the  above 
which  flow  into  it  The  elevated  situation  of  these  fine 
springs  places  them  out  of  the  reach  of  contamination,  an 
advantage  enjoyed  by  few  towns  in  England.  In  the  case 
of  Warminster  it  is  the  more  remarkable,  as  that  town 
stands  on  the  watershed  ridge  between  the  two  channels. 
The  Local  Board  is  now  taking  steps  to  acquire  water  from 
them  for  the  town.  It  is  important  to  note  that  the  mill- 
owners  of  the  Alyn,  last  year,  failed  to  establish  their  claim 
to  compensation  in  water  for  the  quantity  proposed  to  be 
abstracted  from  that  flowing  down  the  Silurian  mountains 
on  to  the  mountain  limestone  in  which  it  sank,  before  a 
Committee  of  the  House  of  Commons.  Gaugings  were 
specially  taken  last  July,  a  temporary  dam  being  formed 
above  the  inflow,  and  suddenly  removed  to  let  down  a  rush 
of  water,  which  was  found  to  issue  a  quarter  of  a  mile 
below,  after  which  it  again  sank  and  re-issued.      This 
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decision  affects  several  English  rivers  and  streams.  Hydro 
geological  evidence  is  of  the  utmost  importance  in  all  such 
cases. 

I  must  call  attention  to  the  recent  decision  by  Justice 
Pearson  in  the  case  of  "  Ballard  v,  Tomlinson  "  (I  being  a 
witness  as  to  facts  below  ground  on  behalf  of  the  defen- 
dant), that  the  owner  of  a  well  is  at  liberty  to  pour  sewage, 
or  arsenic,  down  it  if  he  likes,  and  to  suggest  that  there  is 
need  for  a  change  in  the  law  upon  this  point,  which  will 
become  more  important  if  London  should  ever  (and  the 
attention  of  Sir  Francis  Bolton  should  be  called  to  this 
point)  draw  more  largely  than  at  present  from  the  chalk, 
as  would  appear  possible  after  the  recent  demonstrations  of 
Colonel  Beaumont's  rock^boring  machine  in  the  Channel 
and  Mersey  tunnels,  and  the  Halkyn  drain  in  the  mountain 
limestone. 

In  conclusion,  I  trust  that  the  present  Conference  will 
not  break  up  without  passing  a  resolution  to  the  effect 
"that  a  national  survey  of  the  sources  of  water  supply, 
both  surface  and  subterranean,  to  produce  maps  defining 
levels,  areas,  and  quantities  of  water,  should  be  set  on  foot 
by  Her  Majesty's  Government  with  the  least  possible 
delay."  I  trust  that  the  spirited  perseverance  of  the 
Society  of  Arts  will  be  rewarded  by  a  practical  outcome 
from  their  several  Conferences. 


DISCUSSION. 

Mr.  Henry  Robinson  said  he  feared,  without  some 
further  explanation,  that  the  allusion  made  by  Mr.  Lucas 
to  the  decision  of  the  Parliamentary  Committee,  not  to 
give  the  millowners  on  the  river  Alyn  compensation  for 
water  abstracted,  might  be  misunderstood.  He  was 
engineer  of  the  Bill  before  the  Committee,  and  the  facts 
were  these.  There  was  a  petition  from  the  millowners, 
asking  that  the  company  should  give  what  was  regarded  as 
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the  usual  clause,  providing  that  a  certain  amount  of  water 
from  the  gathering  ground  should  be  sent  to  the  stream, 
but  the  Committee  were  of  opinion  that  it  was  not  suffi- 
ciently proved  that  a  large  volume  of  the  water  which  went 
into  the  river  Alyn  was  connected  immediately  with  the 
gathering  grounds  from  which  the  company  were  to  take 
their  supply.  There  was  a  doubt  whether  a  large  portion 
of  it  did  not  disappear  in  a  swallow,  even  at  the  present 
time  ;  and  as  regarded  the  future,  the  Halkyn  level,  which 
had  been  referred  to,  having  been  authorised  by  Parlia- 
ment, was  in  course  of  construction,  for  the  purpose  of 
draining  a  large  area  of  mining  grounds  ;  and  therefore  it 
was  put  before  the  Committee  that  a  large  body  of  water 
which  was  part  of  the  river  now,  would  cease  to  be  so. 
The  case,  therefore,  was  exceptional,  and  could  not  be 
relied  upon  as  a  precedent  for  other  cases, 

Mr.  CoNDER  said  he  noticed  in  the  four  papers  which 
had  been  read  an  echo  of  what  was  stated  in  1878.  A 
number  of  individual  projects  were  then  brought  forward, 
and,  to  a  certain  extent,  much  harmony  appeared  to  pre- 
vail on  that  occasion.  Before  those  projects  were  entered 
upon,  he  ventured  to  submit  to  the  meeting  that,  being  so 
far  in  accord,  it  would  be  well  to  put  their  accord  on 
record,  and  to  pass  a  resolution  which  might  be  taken  as 
the  unanimous  opinion  of  the  Conference.  With  some 
little  modification  that  plan  was  adopted,  and  the  result 
was  an  application  on  the  part  of  the  Conference,  in  1878, 
to  His  Roya!  Highness  the  Prince  of  Wales,  to  suggest  to 
the  Prime  Minister _the  appointment  of  a  small  Scientific 
Commission  for  ascertaining  those  facts,  which  they  were 
now  told  still  required  to  be  made  known.  The  applica- 
tion was  made,  but  through  various  circumstances  was  put 
aside,  and  nothing  had  been  yet  said  which  did  not  tend  to 
show  the  weighty  nature  of  the  application.  And  he 
would  venture  to  submit  whether  it  would  not  be  a  worthy 
outcome  of  the  present  proceedings  to  repeat  the  recom- 
mendation of  the  former  Conference,  and  endeavour  to 
obtain  further  distinct  and  definite  information  as  to  the 
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subject   of  water   supply.      The    contrast    that    existed 
between  the  information,  or  rather  want  of  information,  on 
this  subject,  in  this  country  and  on  the  Continent,  was 
anything  but  creditable  to  us.    They  owed  something  to 
the  Ordnance  Survey,  and  they  owed  much  to  several 
gentlemen  who  had  devoted  themselves  to  this  subject 
It  was  impossible  to  touch  the  subject  at   all  without 
acknowledging  what  they  owed  to  Mr.  Symons  for  the 
information  he  had  collected  with  r^ard  to  the  rainfall 
That  information  had  been  collected,  in  the  first  instance, 
by  his  unassisted  efforts,  and  afterwards  by  the  efforts  of 
an  unpaid  and  disinterested  body  of  fellow  workers,  which 
were  an  honour  to  the  country,  but  possibly  not  so  much 
an  honour  to  the  Government  that  such  a  duty  should  be 
left  on  the  shoulders  of  private  individuals.     The  Blue- 
books  which  had  been  issued  by  the  different  Commissions 
contained  a  mass  of  information,  and  so  did  the  proceed* 
ings  of  the  Institution  of  Civil  Engineers.     But  when  they 
turned  to  other  countries,  a  very  different  state  of  things 
was  to  be  found.     The  Italian  Government  published,  in  a 
form  accessible  at  a  small  cost  to  every  landowner,  infor- 
mation as  to  the  flow,  both  in  summer  and  winter,  and  all 
the  other  particulars  of  every  river  in   Italy.     But  if  we 
turned  to  our  own  books  and  proceedings,  there  was  an 
absolute  absence  of  this  fluviometric  information  which  in 
Italy  was  at  the  command  of  everybody.     He  need  not 
point  out  how  important  it  was  to  the  engineer  and  land- 
owner, or  to  any  one  who  had  to  keep  off  floods,  or  seek 
for  water,  to  possess  all  this  information  ;  and  therefore  it 
was  not  merely  as  an  academical  demand,  but  as  a  matter 
of  practice,  that  this  knowledge  was  required.     Many  of 
them  were  aware  of  the  present  condition  of  the  Thames, 
and  he  apprehended,  from  instructions  recently  given  by 
the  Board  of  Trade,  that  they  would  shortly  be  in  pos- 
session of  the  actual  summer  flow  of  the  Thames  during 
July.    The  lowest  account  of  the  flow  was  that  of  Mr. 
Harrison,  who  put   it  at    309  million  gallons  per  day. 
Mr.  Batems^  put  it  at  350  million  gallons  as  the  summer 
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flow,  for  days  and  days  together.  But  the  question  was 
whether,  with  a  long  scries  of  dry  years  which  might 
naturally  be  expected  to  follow  the  long  series  of  wet  years 
we  had  had,  a  constant  supply  of  350  million  gallons  could 
be  anticipated.  On  the  other  hand  the  demand  was 
constantly  increasing.  The  quantity  pumped  in  July,  last 
year,  by  the  five  metropolitan  water  companies,  exceeded 
75  million  gallons  per  day;  and  considering  that  in  the 
Valley  of  the  Thames,  not  including  that  of  the  Medway, 
there  were  now  something  like  seven  millions  of  inhabi- 
tants, who  require  225  million  gallons  a  day,  that  was 
making  an  unpleasant  approach  to  the  350  millions  of 
possible  flow.  In  forty  or  fifty  years,  those  seven  millions 
would  have  increased  to  something  like  14  millions,  and 
the  225  million  gallons  required  now  would  be  from  400 
to  500  millions.  It  was  tolerably  clear,  therefore,  that  it 
was  desirable  to  know  all  tlmt  was  to  be  known  about  the 
sources  and  the  behaviour  of  the  Thames.  With  regard  to 
dummy  wells,  it  was  a  local  question  how  far  any  in- 
dividual well  might  absorb  a  flood,  but  as  to  the  general 
idea,  he  thought  all  would  agree  it  was  a  feasible  and  good 
one.  There  was  one  point  to  which  he  would  call  the 
attention  of  practical  men  which  had  not  yet  been  touched 
upon.  The  Valley  of  the  Thames  and  Medway  included 
an  area  of  something  like  6000  square  miles,  or  5000  for 
the  Valley  of  the  Thames  alone,  and  of  this,  according  to 
the  figures,  something  like  4000  miles  was  a  permeable 
area,  of  which  2000  were  chalk  and  2000  miles  sand  and 
gravel — a  true  water-bearing  area.  The  great  object  of 
the  Geological  Survey  was  to  avoid  wasting  flood-water. 
The  natural  storage  of  this  water  was  the  pervious  water- 
bearing beds,  and  the  importance  of  the  information  sug- 
gested as  to  the  percolation  from  the  surface  was  no  doubt 
very  great  They  had  the  facts  of  the  rainfall,  and  of 
course  they  could  get  nothing  more  than  the  rainfall. 
About  fifteen  inches  evaporated  in  the  course  of  the  year, 
which  would  leave  only  eleven  inches  to  be  dealt  with  in 
the  Thames  Valley,  of  which  it  was  supposed  two  or  three 
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ran  down  the  river  Thames.  But  in  whatever  mode  the 
water  got  into  the  water-bearing  strata,  there  was  no  doubt 
it  escaped  from  it  very  irregularly.  It  escaped  at  the 
lowest  lip  of  the  basin,  and  if  a  thorough  knowledge  of  the 
basin  were  obtained,  it  occurred  to  him  it  would  be  possible 
to  raise  the  lip,  and  place  a  regulating  sluice  there,  and  by 
that  means,  to  store  one,  two,  or  three  years'  of  rainfall  in 
these  water-bearing  strata,  to  be  drawn  upon  as  required 
and  so  keep  up  the  flow  of  the  Thames. 

Mr.  Baldwin  Latham  said,  with  reference  to  the 
escape  of  water  from  the  outcrop  of  the  chalk  formation, 
it  was  quite  clear  that  all  round  the  escarpment  of  the 
North  Downs  a  very  small  quantity  flowed  away  in  the 
opposite  direction  to  the  dip  of  the  strata,  which  was 
towards  London ;  in  fact,  immediately  under  the  chalk 
there  was  the  upper  greensand,  which  all  along  the  escarp- 
ments was  worked,  at  various  quarries,  both  for  building  and 
fire-stone  ;  and  the  level  of  the  water  in  those  quarries  varied 
with  the  level  of  the  water  in  the  overlying  chalk  forma- 
tion ;  and  although  there  appeared  to  be  the  chalk  marl 
intervening  between  the  upper  greensand  and  the  chalk, 
he  did  not  think  it  was  of  such  an  impervious  nature  as  to 
prevent  direct  communication  between  the  waters  of  the 
two  strata.  In  fact,  it  was  clearly  shown  where  the  chalk 
marl  came  to  the  surface  all  along  the  foot  of  the  escarp- 
ments of  the  North  Downs,  there  were  no  ditches  or 
streams  all  along  the  formation,  and  all  the  rain  equally 
disappeared  there  as  it  did  over  the  chalk  itself ;  therefore, 
practically  for  all  water  supply  purposes,  the  chalk,  with 
the  chalk  marl  and  upper  greensand,  might  be  taken  as  one 
stratum.  There  were  immense  fluctuations  in  the  quantity 
which  was  stored  from  year  to  year  in  these  formations. 
In  March,  1883,  they  had  one  of  the  largest  quantities  of 
water  stored  in  the  chalk  of  the  North  Downs  and  South 
Downs  which  had  been  known  for  many  years,  and  yet  at 
the  end  of  1883  they  had  one  of  the  lowest  water  periods. 
That  was  a  thing  which  had  hardly  ever  occurred  before — 
going  from  extreme  high  water  to  extreme  low  water  in  a 
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single  year.     The  maximum  probably  exceeded  the  mini- 
mum by  ten  times,  and,  therefore,  when  considering  the 
water  supply  of  a  particular  district,  the  minimum  must  be 
borne  in  mind,  and  either  the  average  or  the  total  capa- 
city, seeing  there  were  these  immense  fluctuations  in  the 
quantity  of  water  which  were  common  to  all  geological 
formations.     The  same   thing    occurred   in   the    new   red 
sandstone,    the   permian   beds,    and  the  oolite,    in   all    of 
which  he  had  carried  on  observations  for  some  years.     It 
was  absolutely  certain,  therefore,  as  Mr.  Lucas  had  pointed 
out,  that  a  future  water  supply  for  underground  sources 
must     depend    upon     correct     hydrogeological     surveys. 
When  the  quantity  of  water  was  known,  and  they  could 
show   the    yield    over   certain   years,  and   what   area   of 
strata   was    required    to    supply   a    definite    quantity    of 
water,  there  would  be  nothing  to  do  but  to  make  careful 
observations  in  order  to  get  a  sufficient  supply  of  water. 
The  question  of  compensation  would  naturally  crop   up, 
and  to  his  mind  there  was  not  the  slightest  d<fubt  that  a 
single  drop  of  water  could  not  be  taken  from  any  of  these 
porous   strata  without  interfering   with  the  flow  in  some 
adjoining  stream.     It  seemed,  therefore,  to  be  a  matter  of 
great  injustice  that  power  should  be  given  to  water  com- 
panies to  sink  wells  and  abstract  water  to  the  injury  of 
those  who  had  property,  and  often  very  valuable  property, 
in  the  water  supply,  without  compensation.     The  hydro- 
geological  experiments  which  had  been  made  would  tend 
to  show  that  these  areas  which  were  affected  contributed 
their  supplies  to  different  rivers,  and  when  it  was  essential 
to   the   public   advantage  that   supplies   of  water  of  this 
character  should  be  procured,  it  was  only  right  that  those 
who  were  injured  should  be  properly  compensated.     With 
reference  to  Mr.  De  Ranee's  proposition  as  to  the  means  of 
storing  water  in  porous  strata,  of  course  there  were  great 
difficulties  in  the  case  of  elevated  strata,  but  there  were 
other  circumstances  in  which  water  might  be  stored  in  that 
way.     In  the  course  of  his  investigations,  he  had  received 
the  most  valuable  contributions  from  General  Hyde,  of  the 
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Indian  Railways  Department,  who  stated  that  in  Peshawur, 
from  time  immemorial,  it  had  been  the  practice  in  the 
rainy  season  for  the  natives  to  cut  channels  from  the  water 
source  to  the  wells  so  as  to  fill  up  the  gravelly  strata 
underneath  the  more  impervious  surface  stratum,  and  when 
the  wells  were  filled  in  that  way  they  were  closed,  and 
only  opened  in  the  summer  time,  so  that  they  had  at  that 
period  an  abundant  supply  of  water  which  had  been  cooled 
by  coming  in  contact  with  the  earth  at  the  time  at  which 
it  was  stored.  Therefore,  what  might  appear  to  be  a  new 
idea,  was  really  one  of  extreme  antiquity.  The  whole 
question  of  water  supply  was  one  of  the  greatest  import- 
ance with  regard  to  the  public  health,  and  it  behoved  them, 
especially  in  seeking  for  these  underground  supplies  of 
water,  to  take  care  that  they  were  sought  for  at  points  not 
liable  to  contamination.  Many  underground  sources  of 
water  supply  were  polluted  to  a  frightful  extent ;  and 
really  the  cause  of  his  undertaking  these  investigations 
was  the  repeated  outbreaks  of  typhoid  fever  in  the  district 
with  which  he  was  especially  connected.  Having  been 
able  to  collect  statistics  for  some  fifty  years  back,  he  could 
say  with  confidence  that  there  was  the  most  marked  paral- 
lelism between  the  state  of  the  underground  water  and 
typhoid  fever.  Not  only  so,  but  these  statistics  showed 
very  clearly  that  there  appeared  to  be  a  ten  years*  periodi- 
city in  low  water  times.  One  of  the  lowest  water  periods 
in  this  country  occurred  in  the  cholera  year  of  1854 ; 
another  very  low  water  period  occurred  in  1864,  and 
another  in  1 874  ;  and  two  years  ago  he  predicted,  as  the 
result  of  investigations,  that  there  would  be  a  low  water 
period  this  year.  There  was  not  a  shadow  of  doubt  in  his 
mind  that  over  a  large  portion  of  England  we  should  have 
the  water  lower  this  year  than  it  had  been  for  years,  and 
the  consequence  would  be  that  the  diseases  which  followed 
those  periods  were  likely  to  be  more  rife  than  they  had 
been  for  some  time  past. 

Mr.  W.  Smartt  said  he  understood  that  the  water,  at 
Birkenhead  was  contaminated  in  a  very  serious  manner,  and 
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knowing  that  a  patent  was  applied  for  not  long  since,  for  a 
method  of  draining  land  in  a  particular  manner  into  the  chalk, 
he  thought  it  was  hardly  advisable  to  go  to  any  great  ex- 
pense in  taking  water  from  the  chalk,  seeing  that  there  was 
a  danger  of  its  being  seriously  contaminated.  Laws  might 
be  passed  to  prevent  the  passage  of  drainage  from  houses 
into  it,  but  if  the  level  of  the  water  under  London  were 
lowered  to  any  great  extent,  it  was  quite  possible  to  cause 
a  flow  back  from  the  lower  part  of  the  river.  For  instance, 
there  was  said  to  be  a  fault  in  the  chalk  at  Woolwich,  and 
on  a  former  occasion  it  was  stated  that  the  water  supply  at 
that  place  was  frequently  contaminated  from  that  cause. 
There  were  also  faults  under  the  Thames,  and  if  the  water 
were  lowered,  there  would  be  a  flow  back  which  might  not 
be  noticed  for  a  considerable  time,  and  eventually  the 
whole  body  of  the  chalk  water  might  become  contaminated. 
There  could  be  no  doubt  that  the  water  was  absorbed  by 
the  chalk  beyond  the  amount  absorbed  in  the  first  instance, 
for  having  placed  a  piece  of  chalk  in  water,  and  allowed  it 
ample  time  for  absorption,  and  then  placed  it  in  a  vessel 
where  it  remained  for  some  time,  he  found  that  not  a 
particle  of  water  ran  out.  His  opinion  was  that  water 
should  be  taken  from  the  springs  along  the  course  of  the 
river,  whilst  it  was  still  pure.  The  water  could  be  obtained 
at  a  depth  of  30  or  40  feet  all  the  way  up  the  valley  of 
each  river,  and  it  might  be  taken  out  of  the  chalk  or  other 
porous  strata  It  was  shown  that  about  half  of  the  chalk 
district  about  London  was  covered  with  an  impervious 
stratum,  though  the  surface  might  be  pervious,  as  it  wa.s 
reasonable  to  suppose  it  would  be,  because  all  the  marsh 
land  was  flat,  showing  it  was  formed  from  sediment  washed 
down  from  the  hills,  and  being  washed  down  gradually,  it 
must  ncce.'isarily  be  more  or  less  porous,  and  contain  a 
large  quantity  of  water.  With  regard  to  swallow  holes,  it 
had  been  stated  at  a  former  meeting  that  there  was  a 
passage  in  Lincolnshire  extending  some  miles  under  land, 
and  out  to  sea. 

Mr.  JosKPir  Quick,  jun..  said,  referring  to  the  statement 
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of  a  previous  speaker  as  to  the  condition  of  the  Thames 
being  at  present  so  extremely  low,  that  only  350  million 
gallons  a  day  passed  over  Teddington  Weir,  he  knew  that 
information  to  be  perfectly  accurate.  The  question  he  wished 
to  ask  was,  why  advantage  was  not  taken  of  the  enormous 
quantity  of  water  which  flowed  at  other  periods  over  the 
weir,  and  which,  so  far  from  being  useful,  was,  on  the  con- 
trary, a  very  serious  detriment  to  navigation  ?  If  those 
responsible  for  the  water  in  the  Thames  stored  up  the 
winter  floods,  they  might  thereby  regulate  the  flow  through- 
out the  year,  and  the  condition  of  the  river  would  be  much 
improved,  with  advantage  not  only  to  those  who  took  from 
it,  but  to  those  who  lived  on  the  banks.  With  regard  to 
the  case  of  the  river  Alyn,  he  had  the  misfortune  to  be 
opposed  to  Mr.  Robinson  before  the  Parliamentary  Com- 
mittee, but  he  certainly  thought  Mr.  Lucas  went  a  little  too 
far  in  saying  that  the  decision  of  the  Committee  formed 
any  precedent  for  future  cases,  and  that  millowners  were 
not  to  be  compensated  for  water  of  which  they  were 
deprived  by  water  companies  or  others.  The  circumstances 
were  quite  exceptional,  but  the  Committee  did  not  lay 
down  any  precedent  to  prevent  millowners  in  future  cases 
asking  for  water  compensation. 

Mr.  W.  B.  KiNSEY  desired  to  corroborate  Mr.  Baldwin 
Latham's  remarks  with  regard  to  the  question  of  periods 
of  drought  From  his  own  investigations  he  found  that 
ten  years  ago  there  was  a  drought,  and  again  ten  years 
before  that,  and  there  was  the  same  drought  now. 
He  could  also  concur  in  what  he  said  about  the  water 
flowing  against  the  dip  of  the  upper  greensand.  He  was 
now  carrying  out  works  in  the  neighbourhood  of  Petersfield 
in  the  upper  greensand,  where  the  facts  fully  bore  out  what 
had  been  stated. 

Mr.  W.  A.  Richardson  said  he  had  heard  it  stated 
with  great  surprise  that  the  wells  at  Birkenhead  were 
polluted.  The  water  at  Liverpool  was  taken  from  bore- 
holes in  the  red  sandstone,  450  to  460  feet  in  depth,  and 
the  water  was  frequently  analysed,  and  was  considered  to 
be  the  best  and  purest  in  the  kingdom. 


398  The  Origin  of  Water  Supply. 

Mr.  Lucas,  with  reference  to  the  case  of  the  river  Alyn, 
produced  a  section  showing  the  exact  state  of  the  case, 
and  remarked  that  what  he  said  in  the  paper  was  that 
it  would  affect  similar  cases.  The  section  showed  that 
the  water  flowing  down  the  slanting  strata  sank  into  the 
limestone  and  ran  a  quarter  of  a  mile  underground  in  a 
course  that  was  not  known,  and  it  was  on  that  ground  that 
the  Committee  refused  compensation.  Of  course  rivers 
which  had  no  such  underground  course,  would  not  be 
affected. 

The  Chairman  then  proposed  a  vote  of  thanks  to  the 
four  gentlemen  who  had  read  the  papers,  which  was  carried 
unanimously,  and  the  Conference  adjourned  for  a  short 
time. 


THE  ORIGIN  OF  WATER  SUPPLY. 

By  G.  J.  Symons,  F.R.S. 

This  title  might  possibly  be  supposed  to  imply  a  history 
of  the  past,  but  in  this  Health  Exhibition,  pace  Old 
London,  we  deal  chiefly  with  the  present  and  with  the 
future. 

I  know  no  better  word  than  origin  wherewith  to  describe 
the  small  portion  of  the  great  subject  of  water  supply 
which  I  am  permitted  to  discuss. 

All  water  supply  comes  from  the  clouds,  and  it  is  with 
the  products  of  the  clouds  as  rain  (including  therein  snow 
and  hail)  that  I  have  to  deal. 

Perhaps  before  describing  the  general  features  of  rainfall 
distribution,  it  may  be  permissible  to  explain  (for  the  use 
of  those  who  have  never  done  it)  how  the  fall  of  rain  is 
measured.  If  we  imagine  a  flat  dish — a  tea-tray,  for 
instance — placed  upon  a  lawn  during  rain,  it  is  obvious 
that  (subject  to  loss  by  splashing)  that  tray  would  at  the 
end  of  the  shower  be  covered  by  a  layer  of  water  of  a 
depth  approximately  equal  to  that  which  fell    upon   all 


The  Origin  of  Water  Supply.  399 

portions  of  the  lawn,  and  the  depth  of  the  water  on  it  (say 
i  inch)  would  be  the  depth  of  the  rain  fallen.  Obviously, 
besides  the  loss  by  splashing,  the  water  on  this  tray 
would  soon  evaporate  and  be  lost,  besides  which  the  depth 
could  not  easily  be  accurately  measured.  For  these 
reasons,  some  form  of  funnel  is  always  used,  so  that  the 
rain  may  be,  as  it  were,  trapped,  prevented  from  splashing 
out,  and  from  evaporation.  In  the  gauge  before  you  (a 
very  inexpensive  one)  all  known  sources  of  error  are 
guarded  against,  and,  as  the  water  collected  by  a  5-inch 
funnel  is  measured  in  a  jar  only  \\  inch  in  diameter,  it  will 
at  once  be  seen  that  its  vertical  depth  is  multiplied  nearly 
tenfold,  and,  therefore,  even  xor^h  of  an  inch  is  easily 
measured. 

There  are  other  patterns  specially  adapted  for  observa- 
tion on  mountain  tops,  where  they  can  only  be  visited  once 
a  month ;  others  for  observations  during  heavy  thunder- 
storms, so  as  to  obtain  data  needful  for  drainage  questions  ; 
others  in  which  every  shower  that  falls  writes  down  its 
history,  the  instant  of  its  commencement,  its  intensity 
during  every  minute,  and  the  time  of  its  termination  ;  but 
I  must  not  stand  between  you  and  other  papers  with  a 
discourse  on  the  many  interesting  points  which  these 
gauges  bring  out 

During  the  last  twenty-five  years,  I  have  done  what  I 
could  towards  establishing  a  complete  system  of  recording 
the  rainfall  in  this  country.  In  early  days  the  British 
Association  for  the  Advancement  of  Science  gave  consider- 
able help,  but  some  ten  years  since  they  dropped  it. 
Government  have  never  given  any  help  at  all,  and  now  the 
whole  cost,  or  99  per  cent  of  it,  is  borne  by  the  observers 
themselves,  a  body  which  has  now  grown  to  the  very  large 
number  of  nearly  3000.  I  do  not  know  the  precise 
number,  but  there  are  every  year  new  stations  beginning, 
old  ones  stopping,  and  others  interrupted  ;  yet  for  1883, 
I  have  just  had  the  pleasure  of  printing  perfect  records 
from  2433  stations,  every  record  having  been  previously 
carefully  examined  and  vcritied. 
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Hitherto,  I  have  been  so  overworked,  and  my  staff  has 
been  so  small,  that  the  discussion  of  the  data  falls  behind 
the  collection ;  for  this  reason  I  cannot  lay  before  you 
such  data  as  I  wish.  However,  the  map  on  the  wall  is  the 
one  I  drew  many  years  ago,  and  which  was  inserted  in  the 
sixth  report  of  the  Rivers  Pollution  Commission.  It  is 
not  perfect,  but  as  it  is  tinted  with  increasing  darkness  for 
places  with  heavy  annual  falls  of  rain,  it  will  at  least  show 
you  the  broad  features  of  the  distribution  over  the  country, 

I  refrain  from  going  into  the  subject  in  detail,  desiring 
chiefly  that  you  should  realise  the  fact  that  large  tracts  of 
country  have  twice  and  even  three  times  as  much  rain  as 
others.  If  we  descend  to  single  stations,  the  differences  are 
of  course  greater,  e,g,,  in  1883,  the  rainfall  at  The  Stye, 
in  Cumberland,  was  190*28  inches,  and  at  Clacton-on-Sea, 
in  Essex,  it  was  only  18 '71  inches  ;  that  is  to  say,  the  one 
was  more  than  ten  times  the  other. 

Here  I  should  like  to  interpose  a  question  as  to  public 
policy.  There  is  often  a  great  outcry  if  the  water  of  one 
district  is  taken  to  another.  Surely,  while  there  is  no 
relation  whatever  between  the  density  of  population  and 
the  quantity  of  rainfall,  one  early  duty  of  a  Government  is 
to  see  that  all  parts  are  amply  supplied  with  the  chief 
necessary  of  life.  Englishmen  have  a  dread  of  centralisa- 
tion, but  in  many  ways  they  pay  a  long  price  for  their 
dread.  At  present,  it  is  not  often  that  any  town  can  even 
state  before  Parliament  its  views  as  to  the  effect  upon  it  of 
what  its  next  neighbour  may  be  obtaining  powers  to  do. 
Having  suggested  one  semi-legal  question,  I  may  as  well 
mention  at  once  another.  Up  to  the  present  time,  there 
being  no  Hydraulic-office  (as  I  hold  that  there  should  be) 
in  this  country,  all  the  larger  water  questions  come  before 
Parliament  as  private  Bills,  and,  provided  that  they  get 
through  Committee,  they,  as  a  matter  of  course,  become 
law — law  for  all  time  to  come.  No  one  can  foresee  what 
will  be  the  total  population  of  this  country  a  century  hence. 
No  one  can  tell  where  the  bulk  of  tlic  people  will  reside, 
nor  what  will  be  the  need  for  water  in  various  parts  of  the 
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country.  Water-rights  are  already  very  valuable,  and  they 
will  probably  become  still  more  so.  Would  it  be  possible 
to  safeguard  our  successors  by  insisting  that  special  water- 
rights,  if  now  asked  to  be  created,  shall  be  subject  to 
revision,  without  compensation^  after  the  lapse  of  100 
years  ? 

However,  to  return  to  rainfall,  and  explain  why  I  stated 
it  to  be  the  origin  of  water  supply.  All  rain  and  melted 
snow  must  be  disposed  of,  either  by  evaporation,  percola- 
tion, or  flow  into  streams  and  rivers.  The  first  class, 
evaporation,  is,  of  course,  not  a  supply,  and  therefore  we 
must  not  pursue  it.  Percolation  is  the  source  of  all  springs 
and  of  all  well-water.  Sometimes,  as  at  Lancaster,  the 
springs  are  so  large,  that  even  a  considerable  town  can  be 
supplied  by  merely  laying  pipes  to  the  sources  whence 
they  burst  forth  ;  sometimes  they  run  into  the  reservoirs  of 
gravitation  water-works  ;  sometimes  they  pass,  as  in  the 
chalk  districts,  for  miles  beneath  impervious  strata,  finally 
being  either  pumped  up  from  wells,  or  even,  in  rare  cases, 
rising  as  true  Artesian  wells  above  the  surface  of  the 
ground ;  and  sometimes  they  pass  even  deeper,  as  in  the 
red  sandstone  supplies  pumped  from  extreme  depths  for 
Liverpool  and  other  towns. 

The  water  which  runs  off*  the  surface  is  sometimes 
utilised  by  throwing  a  bank  across  a  stream,  and  thereby 
forming  a  reservoir  behind  it,  as,  for  instance,  in  the  new 
supply  for  Liverpool  from  the  Vyrnwy,  where  the  reservoir 
will  form  a  lake  larger  than  many  of  those  in  Cumberland. 
Sometimes  the  lakes  themselves  are  utilised  as  reservoirs, 
as,  for  instance,  Loch  Katrine  and  the  surrounding  lakes, 
and  sometimes,  as  at  York  and  London,  the  rivers  are 
drawn  from  by  powerful  pumping  machineny. 

It  is  often  said  there  are  few  things  so  uncertain  as  the 
rain.  That  is  both  true  and  false.  True  as  regards  our 
ignorance  of  the  future,  false  as  regards  our  knowledge  of 
the  limits  within  which  the  quantity  of  rain  will  be  found 
to  vary. 

There  are  now  hundreds  of  records  of  raiuCa^lls  va  \Jw»s» 
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country  of  thirty  or  more  years  each,  and  in  a  very  large 
majority  of  them  it  will  be  found  that  the  following 
proportions  will  be  within  7  per  cent  of  the  truth : — 

Wettest  year,  45  per  cent,  more  than  the  average. 

Driest  year,  33  per  cent,  less  than  the  average. 

Driest  two  consecutive  years,  26  per  cent,  less  than  the  average. 

Driest  three  consecutive  years,  21  per  cent,  less  than  the  average. 

There  are  many  other  facts  respecting  the  laws  of  rainfall 
distribution,  concerning  which  time  prevents  my  saying 
an3^hing,  but  I  trust  that  enough  has  been  said  to  establish 
the  necessity  of  a  perfect  system  of  rainfall  registration  as 
the  basis  of  any  efficient  hydraulic  organisation. 


DISCUSSION. 

Mr.  E.  K.  BURSTAL  thought  Mr.  Symonshad  made  out  a 
very  strong  case  indeed  for  limiting  to  some  extent  the 
period  to  which  water  rates  should  be  absolutely  unalter- 
able. They  had  been  accustomed  to  consider  that  the 
three  driest  consecutive  years  were  one-sixth  less  than  the 
average,  but  he  now  showed  that  they  were  one-fifth  less  ; 
and  as  the  difference  between  one-fifth  and  one-sixth  was 
considerable  when  dealing  with  very  large  quantities,  that 
was  a  sufficient  reason  why  some  such  suggestion  as  his 
should  receive  serious  consideration. 

Mr.  LiGGlNS  wished  to  point  out  the  great  importance  of 
using  rain  gauges.  Some  thirty  years  ago  he  spent  a 
month  in  Santa  Cruz,  and  there  he  found  the  rain  gauge 
was  the  first  thing  which  interested  the  manager  of  an 
estate  when  he  got  up  in  the  morning.  The  next  year 
he  visited  his  own  estate  in  the  island  of  Antigua,  and 
found  only  two  rain  gauges  in  a  whole  group  of  islands  ; 
but  in  consequence  of  what  he  had  seen  in  the  Danish 
islands,  he  interested  all  his  friends,  from  the  Governor 
downwards,  in  introducing  the  system.  The  result  was  that 
every  estate  in  the  island  from  that  time  had  constantly 
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used  the  rain  gauge  with  great  satisfaction.  The  same 
course  had  since  been  adopted  in  Barbadoes,  and  he  only 
wished  the  farmers  of  England  were  as  enlightened  as  the 
planters  of  those  islands,  and  would  see  the  importance  of 
having  rain  gauges  on  every  farm  in  England.  He  was 
quite  sure  they  would  be  pleased  with  their  week's  work 
when  they  came  to  tabulate  it,  and  would  find  the  benefit 
of  the  information  thus  obtained.  When  there  were  such 
divergencies  as  were  indicated  on  the  map,  there  was  a 
clearly  proved  necessity  that,  in  every  district,  they  should 
know  what  they  might  expect,  so  as  to  guide  them  as  to 
the  desirability  of  commencing  the  various  agricultural 
operations. 

Sir  Robert  Rawlinson,  C.B.,  remarked  that  the  rain 
gauge  only  afforded  part  of  the  information,  and  that  a  very 
imperfect  part,  of  that  which  was  necessary  for  the  engineer 
in  pursuing  his  practice.  The  rain  gauge  recorded  the  rain 
that  fell  into  it ;  it  did  not  record  the  evaporation  that  took 
place  outside  of  it.  In  this  country  a  season  might  have  a 
rainfall  which  should  take  place  in  a  certain  order,  and 
which  would  register  in  the  rain  gauge  a  certain  quantity 
of  water,  but  scarcely  any  of  that  water  would  have  been 
available  for  the  engineer.  For  instance,  in  this  country, 
after  a  continuance  of  dry  weather,  a  heavy  shower  on  the 
mountainous  districts  in  Wales,  or  elsewhere  in  the  king- 
dom, would  do  very  little  for  the  engineer,  because  nine-tenths 
of  the  water  would  go  back  into  the  atmosphere  before  it  got 
down  into  any  stream  to  feed  a  reservoir.  That  was  a  fact 
which  young  engineers  should  know.  If  in  the  mountains 
of  Wales,  for  instance,  a  rainfall  of  2  J  mches  took  place  in 
a  week,  and  then  stopped,  there  would  be  no  feeding  water 
for  an  engineer's  reservoir.  Then,  if  an  interval  of  dry 
weather  should  take  place,  and  another  2  J  inches  of  rain- 
fall during  a  week  (which  would  be  a  tolerably  heavy  fall), 
the  engineer  would  have  no  feed  into  his  reservoir.  He 
could  mention  one  instance  where,  on  the  east  coast  of 
England,  a  reservoir  which  he  had  himself  constructed  was 
run  dry,  and  for  twenty  months  continuously  there  was  no 
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rainrall  in  that  district  which  was  capable   of  feeding  iL  I 
Those  were  important  facts  which  young  engineers  must 

take  into  account 

Mr.  Macknight,  with  regard  to  Mr.  Symons's  reference 
at  the  end  of  his  paper  as  to  legislation  being  very  desirable 
on  the  subject,  said  that  gentleman  had  not  told  them  in 
what  direction  the  legislation  he  desired  should  proceed. 
For  his  own  part  he  considered  that  a  great  deal  of  injury 
had  been  done  to  the  country  and  to  the  public  interests  by 
premature  and  rash  legislation  on  these  subjects.  He 
thought  a  great  deal  more  information  was  required  on 
scientific  points  before  such  attempts  were  made.  In 
Scotland,  in  various  sanitary  matters,  a  great  deal  of  harm 
had  been  done  by  premature  legislation,  where  persons 
holding  particular  views  on  matters  of  scientific  observa- 
tion had  influence  enough  to  get  legislation  passed  in  those 
directions,  and  it  had  then  turned  out  that  instead  of  doing 
good  it  had  done  a  great  deal  of  harm.  A  great  deal  ra 
information  should  be  before  the  public  and  scientific  i 
societies  before  such  attempts  were  made,  and  he  deplored 
the  fact  that  the  country  should  be  allowed  to  suffer  from 
premature  sanitary  legislation. 

A  vote  of  thanks  for  the  paper  was  then  passed. 


WATER     SUPPLY    TO    VILLAGES    AND 

RURAL  DISTRICTS. 

By  Eardley  Bailey-Denton,  C.E.,  B.A..  Oxon. 

Author  of  Handbook  mi  Ueuse  SamtalieH. 

I  BELIEVE  that  I  am  uttering  a  fact  which  no  one  can  dis- 
credit, when  I  state  that  there  is  no  object  in  social  economy 
which  is  more  important,  having  regard  to  the  aggregate 
number  of  persons  affected  by  it,  than  the  supply  of  water 
to  village  communities  and  rural  districts. 

At  the  present  moment,  when  the  International  Health 
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Exhibition  may  help  to  draw  attention  to  sanitary  objects 
of  varying  degrees  of  importance,  it  may  be  well  to  make 
clear  that  the  condition  of  rural  districts,  in  relation  to 
water — the  first  essential  of  healthy  life — is  a  positive  dis- 
grace to  a  country  represented  by  a  State  Department 
whose  efforts,  it  appears  to  me,  should  be  specially  directed 
to  the  protection  of  small  communities  less  able  to  help 
themselves  than  large  ones  ;  and  is  a  sad  reflection  on  the 
present  advanced  stage  of  sanitary  knowledge — an  admis- 
sion which  the  special  meteorological  condition  of  the 
present  season,  and  a  possibility  of  a  visit  of  cholera,  brings 
home  to  all  minds  with  increased  force. 

If  it  should  be  understood,  too,  that  the  existence  of  this 
condition  of  things  is  to  be  traced,  not  so  much  to  the 
absence  of  potable  water,  or  the  difficulty  of  bringing  it 
into  use,  as  to  the  disinclination  of  local  authorities  to  de- 
velop the  capabilities  at  their  command. 

It  may  be  said  with  truth  that,  as  a  general  rule,  Local 
Boards  and  Boards  of  Guardians  having  jurisdiction  in 
rural  districts,  who  have  been  called  into  existence  to  supply 
the  sanitary  requirements  of  those  districts,  are  animated 
with  less  desire  to  perform  the  duties  devolving  upon  them 
than  to  avoid  them.  It  is  indeed  notorious  that  the 
majority  of  members  of  Local  Boards  are  elected  under  a 
pledge  to  oppose  such  works  as  sewage  and  water  supply, 
on  the  ground  that  the  rates  will  be  increased  ;  and  know- 
ing this  to  be  the  case,  and  that  few  persons  of  superior 
position  are  willing  to  take  part  in  Local  Boards,  because 
they  would  invariably  be  outvoted,  it  is  easy  to  understand 
why  rural  districts  should  be  the  last  to  move  in  the  water 
question.  It  is,  however,  very  difficult  to  explain  why  the 
clergyman  and  medical  man  of  rural  parishes,  whose  higher 
education  should  be  a  guarantee  that  the  right  thing  would 
be  done,  fail  to  exercise  proper  influence.  If,  perchance, 
they  are  elected  to  serve  on  Local  Boards,  it  almost  in- 
variably follows,  that  the  one  forgets  what  he  has  said  in 
the  pulpit  as  to  the  influence  on  the  Future  of  sudden 
death  ;  whilst  the  other  ignores  the  advice  he  has  given  his 
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patients  in  their  sick-chambers,  in  relation  to  the  fatal 
effects  of  inhaling  and  imbibing  those  germs  of  disease 
which  float  in  foul  air  and  impure  water.  Directly  they 
are  easy  in  their  chairs  as  members,  they  content  them- 
selves with  the  laissezfaire  policy  of  their  colleagues. 

These  influences  explain  how  it  is  that  local  authorities 
abstain  from  appointing  as  surveyor  or  sanitary  insp)ector 
any  man  with  a  capability  and  courage  to  expose  local  de- 
fects and  requirements,  and  why,  when  a  medical  officer 
does  his  duty  in  explaining  the  defective  character  of  the 
water  supply  of  any  portion  of  his  district,  some  reason  is 
soon  found  for  relieving  him  of  his  duties,  and  for  appoint- 
ing another  in  his  stead  ;  the  actual  result  of  all  this  being 
that  the  governing  bodies  of  niral  and  small  urban  districts 
exercise  their  functions,  when  compelled  to  act,  not  by 
taking  the  advice  and  opinion  of  men  technically  qualified 
to  guide  them,  but  by  the  exercise  of  their  own  judgment 
You  may  often  observe  a  small  publican  or  a  grocer — 
excellent  tradesmen  in  their  respective  vocations — directing 
the  sinking  of  wells  in  village  streets  in  close  proximity  to 
leaky  sewers,  ditches,  or  cesspools,  by  which  the  water 
intended  for  the  supply  of  the  poorer  inhabitants  soon 
becomes  foul  and  unsuitable  for  domestic  use.  So  general, 
indeed,  has  been  this  abuse,  that  it  is  no  exaggeration  to 
state  that  nineteen  out  of  twenty  existing  village  wells  are 
quite  unfit  for  their  purpose,  and  that  if  samples  were 
honestly  taken  and  submitted  to  a  competent  analyst  they 
would  be  condemned.  Yet  they  are  permitted  to  exist,  and 
nothing  is  said  about  them,  because  the  populations  in- 
terested are  comparatively  small,  the  death  rate  is  not 
excessive,  the  dwellings  are  low  in  value,  and,  above  all, 
because  the  rates  would  be  increased  if  a  proper  water 
supply  was  substituted. 

I  have  been  induced  to  offer  some  remarks  upon  the  pre- 
sent occasion,  not  because  I  have  anything  especially  new 
to  lay  before  you,  but  because  the  facts  I  have  just  referred 
to,  on  the  constitution  of  local  authorities  and  the  per- 
formance of  their  duties,  have  been  made  more  pertinent 
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by  the  circumstance  that,  at  a  time  when  there  exists  the 
apprehension  of  a  visit  of  cholera,  a  scarcity  of  water  may 
occur,  owing  to  a  remarkably  dry  winter  being  followed  by 
an  unusually  hot  summer,  which  the  recent  thunderstorms 
may  not  sufficiently  counteract.  It  is  unnecessary  to 
explain  that  the  summer  supply  of  water  is  very  greatly 
dependent  upon  the  fall  of  rain  during  the  preceding  winter, 
/>.,  upon  the  rain  falling  in  the  non-evaporating  and 
dormant  months  of  November,  December,  January,  and 
February.  The  mean  amount  of  rainfall  in  those  months 
of  the  last  winter  did  not  reach  two-thirds  of  the  average 
quantity  due  to  the  same  months  for  the  preceding  60 
years.  This  deficit  would  have  been  much  more  severely 
felt  at  the  present  time,  and  would  have  affected  our  sub- 
terranean supplies  much  more  than  it  is  now  likely  to  do, 
had  it  not  been  in  some  measure  counterbalanced  by  the 
excesses  of  rain  which  occurred  during  the  last  seven  years, 
from  1876  to  1883,  which  gave  us,  on  the  whole,  a  con- 
siderable balance  to  carry  over.  This  advantage,  coupled 
with  the  frequent  and  heavy  thunderstorms  which  have 
occurred  within  the  last  month  or  two,  will  go  far  to  prevent 
the  scarcity  of  water  which  would  otherwise  have  occurred 
during  the  coming  autumn  ;  though,  unfortunately,  this 
national  advantage  will  be  a  poor  compensation  to  the 
agricultural  interest,  which  has  suffered  so  severely  from 
the  excessive  wetness  of  the  last  few  years. 

Without  taking  into  consideration  on  the  present  occa- 
sion the  use  of  rain  water,  which,  under  careful  management, 
may  be  collected  from  roofs,  and  other  impervious  surfaces, 
and  stored  in  tanks,  and  which  will  always  form  a  valuable 
means  of  supply  to  private  dwellings,  and  in  special  in- 
stances may  be  made  available  even  for  villages,  our  rural 
supply,  now  so  often  derived  from  dirty  ditches  and  shallow 
wells,  more  or  less  polluted  by  foul  matters,  may,  in  the 
absence  of  springs,  rivulets,  and  impounded  upland  surface 
waters,  be  obtained  from  subterranean  sources  of  "  whole- 
some "  character.  These  are  to  be  found  in  various  beds 
or  outcrops  of  a  water-retaining   character,  which  ^tVvtx 
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water  at  a  comparatively  shallow  depth  below  the  surface, 
such  as  the  post-tertiary  beds  of  Norfolk  and  Suffolk,  and  the 
diflerent  drift  beds  covering  the  London  clay  ;  the  Bagshot 
sands;  the  green  sand  overiying  the  wealden  and  gault  clays; 
the  surface  sands  and  beds  of  the  wealden  formation  ;  the 
calcareous  grit  and  coral  rag  outcropping  between  the 
Kimmeridge  and  Oxford  clays,  and  other  beds  of  like 
nature ;  or,  from  the  well-defined  water-bearing  strata  of  the 
chalk,  the  oolite,  and  the  red  sandstone  formations  which 
are  deep  lying,  and  to  reach  which  it  is  often  found  neces- 
sary to  pass  through  superincumbent  impervious  beds  or 
strata  of  varying  thickness. 

From  the  first  source,  it  requires  comparatively  little 
motive  power  to  raise  the  supply  to  the  height  required ;  in 
fact,  in  many  cases,  the  application  of  the  ordinary  lift  or 
atmospheric  pump  suffices;  in  others,  where  the  depth 
exceeds  thirty  feet,  additional  power  is  called  for.  The 
second  source  requires  more  powerful  pumping,  and  may 
involve  the  use  of  several  pumps  working  in  unison.  All 
this  has  been  said  and  explained  before.  My  desire  now, 
is,  if  possible,  through  the  influence  of  this  meeting,  to  im- 
press upon  Local  Boards  and  Boards  of  Guardians  in  rural 
districts  where,  in  order  to  obtain  unexceptional  potable 
water  they  are  obliged  to  seek  it  from  beneath  the  surface, 
that  the  experience  already  gained  in  tubular  wells  goes 
far  to  prove  that,  in  the  majority  of  instances,  the  "  tubular  " 
system  may,  with  good  effect,  take  tlie  place  of  the  old  ami 
more  expensive  practice  of  sinking  large  wells  involving 
brickwork,  steining  and  staging.  Economy,  important 
though  it  be,  is  however  secondary  to  the  more  important 
fact  that  a  tubular  well  signifies  continuous  and  watertight 
piping  from  the  surface  of  the  ground  to  the  subterranean 
water-level  beneath,  so  that  the  entrance  of  polluted  surface 
or  subsoil  water  (as  is  so  frequently  the  case  in  ordinary 
shaft  wells)  is  rendered  impossible.  In  addition  to  this 
advantage,  it  should  be  pointed  out  that  tubular  wells  are 
very  rapidly  made,  and  can  be  readily  removed  should  Jt 
occur  that  the  water  found  or   sought  has  not  answered 
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expectations  in  quantity  or  quality.  Moreover,  the  whole 
of  the  materials  employed  may  be  applied,  when  withdrawn, 
to  the  same  purpose  in  another  place. 

I  may  here  state  that  there  are  some  few  disadvantages 
attending  the  adoption  of  tube  wells  which  it  is  right  at 
once  to  refer  to.  One  is  that,  if  owing  to  accident  pumping 
is  stayed,  there  will  be  no  supply  during  such  time,  and  if 
it  should  happen  that  the  stored  supply  should  run  out 
before  the  pumping  is  resumed,  much  inconvenience  may 
be  experienced  ;  whereas  in  ordinary  shaft  wells,  there 
being  room  for  more  than  one  pump,  such  an  objection 
may  be  obviated.  Another  disadvantage  is  that  should  the 
demand  for  water  increase  beyond  the  capability  of  supply 
the  only  remedy  is  to  sink  others,  and  to  utilise  two  or 
more  in  combination. 

To  render  the  nature  and  cost  of  tubular  wells,  which 
necessarily  vary  in  character  and  size  according  to  local 
circumstances,  as  intelligible  as  it  is  possible  to  make  them 
to  rural  sanitary  authorities,  I  may  shortly  state  that, 
adopting  for  illustration  the  two  characters  of  the  tubular 
wells  already  mentioned,  i,e.y  those  that  can  be  worked  by 
ordinary  lift  and  atmospheric  pumps  at  a  depth  of  less  than 
30  feet  from  the  surface,  and  those  that  raise  water  by 
more  powerful  machinery  from  deep  subterranean  water- 
levels,  the  modus  operandi  and  cost  will  be  as  follows : — 

In  the  first  instance,  taking,  as  examples,  cases  where 
the  populations  may  severally  be  400  and  I, OCX),  and  where 
there  exists  a  constant  supply  of  water  at  20  feet  below 
the  surface,  recourse  may  be  had  to  Norton's  Abyssinian 
tube  wells.     The  water  is  reached  by  driving  tubes  down 
through  the  ground  to  the  water  level.     The  first  tube  is 
pointed  and  perforated  for  a  few  inches  with  holes  varying 
in  size  from  i  to  4^  inch.     Length  after  length  of  tubing  is 
driven  into  the  earth  at  the  selected  site,  and  each  suc- 
ceeding length  is  connected  with  the  last  by  a  screw  joint 
The  perforations  at  the  base  are  four  times  as  much  as  is 
necessary  to  obtain  the  full  flow  of  water  from  the  tubes, 
and  they  are  kept  clear  by  an  arrangement  ado^^fc*^  >b^ 
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Messrs,  Legrand  and  Sutcliff,  of  BunhiU-row,  City,  for 
forcing  out  any  sediment  or  matter  that  mayobstruct  a  free 
influx  of  water.  This  is  effected  by  suddenly  Hberating  a 
column  of  water  after  it  has  been  raised  to  a  sufficient 
height  above  its  normal  level.  The  number  of  tube  wells 
required  in  a  village  of  400  would  probably  be  two,  and  in 
one  of  1000  people,  probably  five.  From  figures  kindly 
given  to  me  by  the  patentees,  it  would  appear  that  the 
capital  expended  in  providing  the  wells  and  appliances  will 
not  exceed  2s.  per  head  of  the  population.  Of  course, 
this  only  refers  to  the  provision  of  the  tubes,  the  pumps, 
and  the  cost  of  fixing  them.  There  are  many  instances  of 
small  villages  and  hamlets  where  one  well  and  pump  alone 
would  suffice ;  but  there  are  others  besides  those  given  as 
illustrations  where  a  number  of  these  wells  may  be  neces- 
sary, and  which  should  be  united  by  means  of  a  cast-iron 
horizontal  main  or  mains,  with  intervals  between  the  ver- 
tical pipes,  governed  by  the  nature  of  the  water-bearing 
seam  out  of  which  the  water  supply  is  obtained.  This 
distance  may  vary  from  18  to  30  feet.  The  motive  power 
to  work  the  pumps  may  vary  in  kind  ;  wator-power  may 
be  used  v/hen  it  is  close  at  hand,  or  gas  where  it  can  be 
readily  obtained. 

In  the  second  instance  (deep  sources),  the  tube  wells 
consist  of  iron  piping  fixed  in  bore-holes,  which  latter,  in 
fact,  form  the  well,  with  the  piping  to  serve  as  the  pump 
barrel  and  rising  main,  to  raise  the  water  into  a  .service 
reservoir.     These  bore-holes  will  vary  in  depth  according 
to   local   features,  and  in   diameter  from  5  to  15  inches, 
according  to  the  quantities  of  water  to  be  raised.     The  core  1 
of  pipes  form,  as  already  intimated,  a  continuous  tube  from  I 
the  surface  of  the  bore-hole  to  the  water  level  below,  and  I 
are  made  perfectly  flush  both  inside  and  out,  and  must  be  J 
watertight.     They  are  sunk  for  a  sufficient  depth  below  the  J 
standing  water-level  as  to  secure  an  effective   discharge.  I 
The   pump   is   fixed   within   the   tubing,   which   forms 
cylinder,  and  it  is  connected  with  the  engine  on  the  surfacal 
by  rods  properly  guided  within  the  tube.     Special  paiaaa 
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are  taken  so  to  construct  and  fix  the  pump,  that  it  may  be 
readily  brought  to  the  surface,  repaired,  and  replaced.  For 
the  first  15  or  20  feet  of  the  well,  a  shaft  5  or  6  feet  in 
diameter  is  necessary,  in  which  to  fix  the  necessary  gearing 
connecting  the  engine  with  the  pump,  and  to  place  the  air 
vessel,  &c.,  regulating  the  lifted  supply  to  the  reservoir.  It 
would  appear  from  figures,  supplied  me  by  Messrs.  Tilley,  of 
Walbrook,  for  works  which  we  have  now  in  hand,  that  the 
primary  outlay  varies  from  £$QO  in  a  case  where  the  lift  is 
100  feet,  the  supply  40  gallons  per  minute,  the  depth  of  the 
bore-hole  300  feet  and  its  size  7  inches,  to  £7^0  where  the 
lift  is  upwards  of  250  feet,  the  supply  50  gallons  per  minute, 
the  depth  of  the  bore-hole  over  300  feet,  and  its  size  9 
inches. 

Besides  tubular  wells  sunk  perpendicularly  into  subter- 
ranean water,  supplies  may  not  infrequently  be  obtained  by 
the  use  of  syphons  for  drawing  water  out  of  water-yielding 
basins,  to  which  there  is  no  natural  outlet,  by  deflected 
pipes  laid  over  or  through  the  rims  of  the  basins.  The 
extraction  of  the  required  supply  is  effected  by  dipping  the 
shorter  leg  of  the  syphon  into  the  water  bed  forming  a 
ready-made  reservoir,  and  carrying  the  larger  leg  into  the 
village  requiring  the  supply,  to  act,  with  proper  appliances, 
as  a  service  main.  This  automatic  mode  of  raising  and 
delivering  water  has  already  been  found  available  for  towns 
as  well  as  villages. 

In  the  cases  of  Abingdon  and  Warwick,  a  syphon 
arrangement  has  been  found  very  beneficial.  The  firm  to 
which  I  belong,  when  devising  the  water  supply  for  the 
former  town  (under  the  immediate  supervision  of  Mr.  C.  F. 
Gower),  adopted  this  expedient  for  raising  the  necessary 
supply  for  a  population  of  over  6000,  which  we  had 
intended  to  obtain  from  a  direct  adit  driven  into  the  bed  of 
coral  rag,  or  calcareous  grit,  outcropping  between  Boars 
Hill  and  Abingdon,  but  which  we  abandoned  in  favour  of 
a  suggestion  from  Mr.  J.  Thomhill  Harrison,  of  the  Local 
Government  Board,  who,  at  an  inquiry  held  by  him, 
pointed   out  that  the  water  bed  which  we  were  tcv^vcv^ 
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preparations  to  tap  might  be  considered  a  natural  r 
from  which  the  required  supply  could  be  raised  by  means 
of  a  syphon  passing  over  the  bank  impounding  the  water. 
This  object  was  effected  by  means  of  a  9-inch  pipe  capable 
of  discharging  330  gallons  a  minute,  laid  from  a  reservoir 
holding  125,000  gallons  (which  it  was  found  necessary  to 
make  within  the  calcareous  grit  for  storage  and  ready 
discharge),  the  bottom  of  which  was  40  feet  higher  than  the 
highest  part  of  Abingdon.  The  shorter  leg  of  the  syphon 
is  about  9  feet  in  length,  and  reaches  very  nearly  to  the 
bottom  of  the  reservoir.  When  the  water,  finding  its  way 
out  of  the  calcareous  grit  into  the  reservoir,  rises  above 
the  crown  of  the  syphon  (which  it  generally  does  during  the  J 
night),  the  discharge  is  by  gravitation  independently  of  the  1 
syphon  ;  but  when  it  sinks  below  that  level,  then  the  syphon  1 
action  is  called  into  play.  This  arrangement  has  been  in 
existence  at  Abingdon  for  four  years,  without  any  hitch  or 
difficulty  of  any  kind. 

At   Wanvick,   Mr.  Edward  Pritchard,   C.E.,  adopted  a 
somewhat  similar  contrivance,  whereby  he  effected  a  very 
great  saving  in  the  cost  of  the  works.     It  has  now  been  ii 
operation  for  more  than  eight  years,  and  is  stated  by  Mr. 
Pritchard  to  work  satisfactorily.     Syphons,  whilst  working  I 
automatically,   involve   very  little  outlay  in  maintenance, 
and  they  would  be  adopted  much  more  frequently  than  they 
are  at  present,  if  their  special  nature  and  advantages  wer« 
more  fully  understood.     They  have  been  used  with  great 
advantage  for  the  drainage  of  land  and  for  the  lowering  of  1 
water  standing  in  bogs.     I  may  mention,  as  an  illustration,  I 
that  in  Scotland  the  Earl  of  Stair  drained  by  this  means  a  ( 
wet  marsh  near  Culhom  House,  which  had  rendered  that  ] 
residence  unhealthy.     The  syphon-pipe   (seven  inches  in 
diameter)  was  half  a  mile  long,  and  it  has  drawn  down  the 
water  nine  feet. 

There   is   yet   another   means   of   obtaining    water   for 
villages,  which  it  would  be  wrong  to  exclude  from  the  con'l 
■tideration  of  sanitary  authorities,  as  in  some  instances,  w^ 
know   from   experience   already   gained,   that    it    can 
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resorted  to  with  advantage ;  I  refer  to  the  use  of  waters 
from  cultivated  surfaces,  which  the  Rivers  Pollution  Com- 
missioners have  designated  "  suspicious "  waters.  To 
raise  them  above  suspicion  they  should  be  collected 
and  filtered  through  a  bed  of  natural  soil,  extending  to 
about  one  pole  (of  superficial  area)  per  head  of  popu- 
lation. By  this  means  the  water  would  be  made  very 
superior  to  that  consumed  by  the  majority  of  householders 
in  rural  districts.  The  preparation  of  filter-beds  of  natural 
soil  is  simple  enough.  A  plot  of  land,  as  porous  and 
free  in  its  subsoil  as  can  be  obtained,  should  be  selected 
and  made  suitable  by  special  treatment,  at  such  an  eleva- 
tion relatively  to  the  land  from  which  the  water  would  be 
obtained,  and  to  the  village  which  it  is  intended  to  serve, 
as  will  receive  the  off-flow  from  the  former  on  its  surface, 
and  allow  it,  after  it  has  passed  through  the  filter,  to  collect 
in  a  storage  reservoir,  and  thence  to  reach  the  village  at  a 
serviceable  height  The  filter  itself  should  be  deeply 
underdrained,  and  the  water  to  be  filtered  through  it 
evenly  distributed  over  its  surface.  No  manure  whatever 
should  be  applied  to  it 

The  water  of  under-drainage,  when  found  to  contain  in- 
gredients of  an  objectionable  character,  which  the  analyses 
of  Professor  Way  have  shown  may  be  the  case,  can  be 
rendered  perfectly  unobjectionable  by  a  second  filtration 
through  a  plot  of  prepared  soil,  rigidly  preserved  from  the 
application  of  manure. 

When  we  are  taught  by  chemists  to  believe  that  the 
extraordinary  purifying  powers  of  aerated  soil  will  render 
innocuous  the  discharged  sewage  of  towns  in  which  exists 
organic  nitrogen  in  considerable  amount,  we  must  be 
satisfied  that  by  a  second  passage  through  natural  soil, 
the  water  of  under-drainage,  already  once  filtered,  may  be 
freed  from  any  putrescible  ingredients  it  may  have  once 
contained. 

This  expedient  is  only  suggested  where  a  village  being 
in  the  neighbourhood  of  an  estate  which  the  owner  has 
underdrained,  such  owner  will  allow  the  water  to  b^  Avj^tVsA 
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from  a  natural  stream,  and  filtered  before  it  is  supplied  for 
domestic  use. 

I  will  close  this  short  paper  by  drawing  the  attention  of 
sanitary  authorities  in  rural  districts  to  the  "Reservoirs 
Act,  1877,"  by  which  powers  are  given  to  the  owners  of 
land  to  supply  water  "to  any  sanitary  or  other  local 
authority  "  by  contract,  and  to  charge  their  estates  with  the 
outlay  on  works. 


WATER  SUPPLY. 

By  Edward  Easton,  M.InstCE. 

The  object  of  this  paper  is  to  put  before  the  Conference, 
in  as  concise  a  form  as  possible,  the  considerations  which 
should  govern  the  supply  of  water  for  domestic  and  other 
purposes,  not  with  the  intention  of  enunciating  any  new 
thing,  but  with  the  hope  of  drawing  attention  to  well- 
recognised  principles,  which  are  too  often  forgotten  or 
neglected. 

The  three  chief  points  which  have  to  be  considered  in 
relation  to  this  subject  are  : — 

1.  The  source  of  the  water. 

2.  Its  distribution. 

3.  The  conditions  under  which  it  is  used. 

I.  With  regard  to  the  source,  it  is  evident  that,  in  de- 
signing a  waterworks,  the  engineer  has  to  provide  that  the 
water  shall  be  adapted  to  the  purposes  for  which  it  is 
intended  to  be  used,  both  as  regards  quality  and  quantity. 

The  question  of  quality  will  depend  upon  circumstances. 
It  is  essential,  of  course,  that  in  every  case  the  water  shall 
be  free  from  contamination  by  organic  and  other  impurities  ; 
but  the  necessity  of  its  being  chemically  free  from  other 
constituents  will  depend,  to  some  extent,  upon  the  purpose 
for  which  it  will  be  used  ;  for  instance,  in  a  manufacturing 
district,  where  the  water  is  required  for  dyeing  and  ^  such- 
like purposes,  it  must  be   free  from   certain   mineral   in- 
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gredients,  whereas  for  the  supply  of  drinking  water  and  for 
general  purposes,  this  is  a  qualification  which  need  not  be 
insisted  on. 

It  is  now  generally  admitted  that  a  soft  water  is  pre- 
ferable to  a  hard  water,  provided  that  the  storage  and 
distribution  are  properly  carried  out,  and  in  every  case 
where  there  is  a  choice  of  supplies,  that  which  is  soft,  or 
which  can  be  softened  by  simple  means,  should  be  chosen. 

The  process  invented  by  Professor  Clark  for  softening 
hard  water  by  the  deposition  of  a  portion  of  the  lime,  is  of 
a  very  simple  character,  and  it  has  been  successfully 
adopted  in  many  cases. 

Sources  of  water  proper  for  use  may  be  classed  under 
two  distinct  heads,  ist  Those  which  are  afforded  by 
nature  in  a  state  absolutely  pure  and  fit  for  use,  such  as 
water  drawn  from  wells  and  deep-seated  springs.  2nd. 
Those  derived  from  water-courses  or  gatl\ering  grounds 
which  are  open  to  the  atmosphere,  and  which  must 
necessarily  be  exposed  to  the  risk  of  contamination  from 
external  agencies. 

In  the  case  of  the  former,  no  works  for  storage  or 
purification  are  necessary,  the  stratum  of  rock  or  other 
material  from  which  the  water  springs,  forming  a  natural 
reservoir  and  filter. 

In  the  second  case,  it  is  necessary  {a)  that  all  direct 
pollutions  shall  be  prevented  from  coming  into  the  source  ; 
and  ip)  that  in  almost  every  instance,  efficient  means 
of  filtration  should  be  provided.  The  filtration  ought 
wherever  it  is  found  impossible  to  altogether  prevent  the 
chance  of  contamination,  to  include  the  use  of  some 
deodorising  agent,  of  which  there  exist  more  than  one 
capable  of  practical  application. 

As  instances  may  be  mentioned  the  filtration  at  Wake- 
field, where,  for  many  years,  by  the  use  of  Spencer's 
magnetic  carbide  of  iron,  a  water  very  much  contaminated 
was  rendered  perfectly  wholesome ;  and  that  at  Antwerp, 
where  Professor  Bischofs  spongy  iron  is  employed  with  an 
equally  good  result 
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2.  Essential  as  it  is  to  ensure  that  the  source  of  supply  is 
proper  for  the  required  purposes,  it  is  equally  essential  that 
the  mode  of  distribution  shall  be  such  as  shall  prevent  its 
deterioration  before  being  used. 

To  effect  this,  it  is  absolutely  necessary  that  the  re- 
servoirs, into  which  the  water  is  collected  for  distribution. 
should  be  covered,  and  that  the  mains  and  pipes  should  be 
perfectly  air-tight,  and  laid  at  a  proper  depth  below  the 
surface,  so  as  to  preserve  the  water  in  its  original  state  of 
purity,  and,  as  much  as  possible,  at  the  same  temperature, 
during  its  passage  from  the  source  to  the  consumer. 

One  great  cause  of  the  complaints  of  the  quality  of  the 
water  in  most  large  towns,  is  the  use  of  cisterns  for  storing 
it  in  the  houses,  which  it  is  impossible  to  employ  without 
the  risk  of  some  injurious  effect  upon  the  water. 

In  the  Session  1877-S,  two  Bills  were  introduced  into 
Parliament,  at  the  instance  of  the  Metropolitan  Board  of 
.  Works,  for  purchasing  the  undertakings  of  the  London 
water  companies,  and  for  providing  a  separate  supply  of 
drinking  water  from  the  chalk.  During  the  exhaustive 
examination  of  the  waters  supplied  by  the  companies,  made 
by  the  eminent  gentleman  who  so  fitly  and  ably  occupies 
the  chair.  Sir  Frederick  Abel,  assisted  by  Dr.  Dupr^  Mr. 
G.  H.  Ogston,  Professor  Voelcker,  and  the  late  able 
chemist  of  the  Metropolitan  Board,  Mr.  Keates,  it  was 
found  that,  whilst  the  water  delivered  in  the  mains  was 
in  almost  every  case  excellent,  the  position  and  condition 
of  the  cisterns  too  frequently  rendered  it  utterly  unfit  for 
human  consumption.  A  great  number  of  cistern  deposits 
from  all  quarters  of  London  were  examined  by  these  five 
gentlemen,  with  the  general  result  just  stated. 

It  is  scarcely  credible  that  the  favourite  place  for  fixing 
the  cistern  from  which  the  water  for  drinking  and  culinary 
purposes  is  drawn  is  immediately  over  the  water-closet  < 
next  to  the  dust-hole,  whilst  even  in  the  better  class  of 
houses,  where  the  cisterns  are  fixed  in  the  roofs,  they  are 
very  rarely  sufficiently  covered,  and  are  open  to  contamina- 
tion from  soot,  dust,  inroads  of  black  beetles,  and  other 
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abominations.  The  latest  researches  of  scientific  men 
show  that  there  is  no  more  fruitful  source  of  disease  than 
such  a  condition  of  things  affords.  Although,  doubtless,  a 
great  deal  has  been  done  by  the  expansion  of  the  system 
of  constant  service  in  London  and  elsewhere  to  remedy 
this  frightful  evil,  the  following  extract  from  Sir  F.  Bolton's 
report  for  the  month  of  May  shows  that  there  is  still  much 
room  for  improvement     He  says : — 

"  In  the  monthly  and  annual  reports  on  the  metropolitan 
water  supply,  attention  is  drawn  to  the  necessity  which 
exists  for  a  regular  cleansing  of  cisterns,  and  also  to  the 
fact  that  contamination  of  water  from  gases  generated  by 
sewage  is  of  far  more  frequent  occurrence  than  is  generally 
understood.  Waste  pipes  from  cisterns  are  still  to  be 
found  which  are  in  direct  communication  with  drains,  so 
that  gases  may  flow  back  into  the  cistern  and  become 
absorbed  by  the  water.  To  prevent  this  an  overflow  pipe 
should  be  brought  outside  each  house  and  the  end  left 
exposed  to  the  air,  instead  of  being  carried  into  a  drain,  as 
is  often  the  case.  By  the  adoption  of  this  plan  poisonous 
effluvia  and  gases  from  drains  would  be  got  rid  of,  which 
would  otherwise  ascend  through  the  pipe,  and  not  only  be 
partly  absorbed  by  water  in  cisterns,  but  be  mixed  with 
the  air  in  the  houses,  thereby  becoming  a  cause  of  disease. 

"  The  attention  of  consumers  has  been  drawn  to  the  fact 
that,  in  houses  supplied  on  the  constant  system,  all  danger 
of  drinking  stale  or  contaminated  water  from  cisterns  may 
readily  be  avoided  if  the  following  recommendation  is 
carried  into  practice,  viz.,  to  attach  a  small  draw-off  tap  to 
the  communication  pipe  which  supplies  the  cistern  from 
the  main  in  the  street,  from  which  water  may  be  drawn  at 
any  moment,  day  or  night,  direct  from  the  works,  thereby 
taking  full  advantage  of  any  efforts  made  by  the  companies 
to  purify  the  water  to  the  utmost  extent.  This  water 
should  be  used  for  drinking  and  cooking,  and  the  contents 
of  cisterns  made  use  of  for  washing,  flushing,  baths,  and 
similar  purposes." 

An  abstract  from  these  reports  of  the  water  examiner 
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is  printed  by  the  companies  at  the  back  of  the  collectors' 
rate  papers,  so  that  no  consumer  of  water  can  now  be 
exonerated  from  the  charge  of  negligence  if  this  abuse  is 
allowed  to  continue  in  his  house. 

3.  This  consideration  naturally  leads  up  to  the  third 
division  of  the  subject,  viz.,  the  conditions  under  which 
water  should  be  used.  And  first  it  is  essential  that  a 
constant  supply  should  be  given,  without  which  it  is 
difficult  to  avoid  the  deterioration  of  the  water  above 
alluded  to. 

Not  only  is  it  impossible  to  give  an  adequate  supply  by 
the  intermittent  system  without  having  storage  cisterns  in 
the  houses,  but  there  is  also  a  serious  danger  of  contamina- 
tion by  the  possible  admission  of  foul  air  or  gas  into  the 
mains  when  the  water  is  turned  off.  There  have  been 
several  instances  of  a  water  supply  being  seriously  affected 
from  this  cause. 

But  to  give  constant  service  it  is  absolutely  necessary 
also  that  the  supply  should  be  under  proper  regulations, 
which  shall  ensure  the  prevention  of  undue  consumption 
and  misuse  of  the  water. 

Not  only  are  the  difficulties  of  providing  the  supply 
greatly  increased  where  waste  is  allowed  to  prevail,  but  the 
cost  to  the  community  is  augmented  without  the  slightest 
corresponding  benefit  to  health. 

Nothing  is  more  fallacious  than  the  idea,  prevalent, 
among  a  large  section  of  consumers  of  water,  that  the 
allowing  of  taps  and  water-closets  to  run  to  waste  assists 
in  the  flushing  and  cleansing  of  the  sewers,  and  therefore 
conduces  to  health.  These  continuous  dribblings  of  water 
can  have  no  effect  whatever  in  removing  any  obstructions 
or  accumulations  which  may  exist  in  the  large  drains. 
The  only  proper  and  effectual  way  of  removing  fcEcal 
matter  is  so  to  regulate  the  use  of  water  that  it  shall  be 
proportionate  to  the  work  it  has  to  do  at  the  moment 
Where  this  is  done,  by  the  use  of  properly  constructed 
water-closets,  well-proportioned  drains,  and  by  keeping 
from  the  system  of  sewers  the  rainfall  on  the  streets 
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houses,  the  ordinary  quantity  supplied  to  a  town  is  quite 
sufficient  to  perform  this  service  without  having  recourse  to 
extraordinary  means.  The  question  of  dealing  with  the 
sewage  of  large  communities,  which  is  now  so  full  of 
difficulty,  would  be  much  more  easy  of  solution  if  these 
principles  were  more  generally  acted  upon. 

For  these  reasons,  it  is  not  desirable  that  the  supply 
should  be  unlimited  in  quantity ;  on  the  contrary,  every 
precaution  should  be  taken  to  make  that  quantity  com- 
mensurate with  the  real  wants  of  the  consumers. 

It  is  quite  certain  that  in  almost  every  town  a  very  lai^e 
proportion  of  the  water  delivered  through  the  mains  runs 
needlessly  to  waste. 

To  take  an  example  on  the  lai^est  scale,  the  quantity 
supplied  to  London,  according  to  Colonel  Sir  F.  Bolton's 
return  for  the  month  of  May,  amounts  to  32  gallons  per 
head  per  day,  about  20  per  cent  of  which,  or  say  6  gallons, 
it  is  estimated  is  used  for  other  than  domestic  purposes, 
leaving  26  gallons  per  head  as  the  quantity  supposed  to 
be  absolutely  consumed  in  the  houses.  Now  it  has  been 
ascertained  that,  on  the  average,  the  water  really  required 
is  not  half  this  quantity  ;  and  there  is  also  no  doubt 
that,  by  taking  proper  precautions,  the  amount  delivered 
can  be  made  to  approximate  very  nearly  to  the  actual 
use. 

At  Liverpool,  by  means  of  careful  inspection  of  fittings, 
aided  by  the  use  of  Deacon's  meter,  a  most  ingenious 
arrangement,  by  which  it  is  easy  to  localise,  and  therefore 
detect,  waste,  the  consumption  of  water  has  been  reduced 
from  33  to  22  gallons  per  head  per  day,  and,  within  my 
own  experience,  the  adoption  of  the  same  system  has,  in 
six  or  seven  instances,  produced  even  more  satisfactory 
results. 

The  waste  of  water,  whether  it  arises  from  leaky  joints 
in  the  mains  and  service  pipes,  or  from  defective  fittings 
inside  the  houses,  can  only  be  injurious  to  health  from  the 
increased  humidity  which  is  thereby  imparted  to  the  soil 
and  atmosphere,  and  which,  as  is  well  known,  contributes  so 
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much  to  the  spread  of  infectious  diseases  and  the  establish- 
ment of  epidemics. 

At  this  moment,  when  we  are  suffering  to  a  greater 
extent  than  usual  from  the  contamination  of  the  Thames, 
owing  partly  to  the  presence  of  a  large  quantity  of  sewage, 
but  also  to  the  abstraction  of  so  large  a  proportion  of  the 
summer  flow  of  the  river,  it  is  manifest  that  the  reduction 
by  33  per  cent,  of  the  amount  drawn  from  and  discharged 
into  the  river  would  go  far  to  ameliorate  the  condition  of 
things  now  complained  of. 

Among  the  different  proposals  which  have  been  made  for 
the  introduction  of  a  system  which  would  ensure  the  pre- 
vention of  waste,  is  that  of  furnishing  the  supply  by  meter. 
This  is  open  to  the  grave  objection  that,  in  order  to  save 
money,  people  would  be  tempted  to  go  to  the  other 
extreme,  and  to  content  themselves  with  an  insufficient 
quantity.  To  obviate  this,  some  such  arrangement  as  that 
proposed  by  the  writer  to  the  Select  Committee  of  the 
House  of  Commons,  over  which  Mr.  Ayrton  presided  in 
1867,  might  be  eft'ectual.  The  following  extract  from  the 
evidence  given  before  that  Committee  will  explain  the 
proposal : — 

"  I  think  a  better  method  altogether  might  be  devised 
of  supplying  the  houses  in  London  with  water — a  better 
system  might  be  adopted  to  prevent  waste.  I  should 
provide  a  constant  service  by  meter,  but  under  different 
conditions  to  any  hitherto  proposed.  I  think  it  could  be 
designed  with  perfect  fairness  to  the  water  companies  and 
to  the  consumers,  by  making  certain  arrangements,  and  the 
general  principle  upon  which  I  would  propose  that  that  should 
be  done  would  be  this :  that  there  should  be  a  sliding  scale 
adapted  to  the  class  of  house,  and  that  each  house  should 
have  a  certain  amount  of  water  allotted  to  it.  I  would  take 
a  ;f  100  house,  and  allot  to  it  150  gallons  per  day,  and  to  a 
_^2oo  house  I  would  allot  300  gallons  of  water  per  day, 
and  so  on,  upwards  and  downwards,  provided  that  no  house 
should  have  less  than  5°  gallons.  Let  the  companies 
charge  the  same  rate  as  they  do  now  for  that  minimum 
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quantity  of  water,  and  if  more  is  consumed  or  passes 
through  the  meter  the  consumer  would  have  to  pay  for  that 
additional  quantity." 

Although  at  first  sight  the  expense  of  the  meters  would 
appear  to  be  prohibitive,  both  the  consumer  and  supplier 
would  soon  be  reconciled  to  the  outlay,  the  one  because  he 
would  know  what  he  was  paying  in  proportion  to  the  water 
he  received,  and  the  other  because  they  were  only  supply- 
ing water  for  which  they  were  paid. 

The  consideration  of  the  subject  of  this  paper  would  not 
be  complete  without  a  reference  to  the  important  question 
of  the  conservancy  of  our  rivers. 

It  is  useless  to  discuss  the  method  and  conditions  of 
supply,  if  the  sources  of  water  are  not  to  be  preserved  to  us, 
and  it  is  quite  certain  that,  with  the  immense  gp"owth  of  the 
population  of  this  kingdom,  it  will  not  be  long  before  this 
preservation  becomes  a  pressing  necessity. 

In  the  report  presented  to  Parliament  by  the  Duke  of 
Richmond's  Select  Committee  on  Conservancy  Boards,  in 
1877, 2t  very  workable  scheme  was  recommended  by  their 
Lordships.     The  Committee  say  that : — 

"  In  order  to  secure  uniformity  and  completeness  of 
action,  each  catchment  area  should,  as  a  general  rule,  be 
placed  under  a  single  body  of  conservators,  who  should  be 
responsible  for  maintaining  the  river,  from  its  source  to  its 
outfall,  in  an  efficient  state.  With  regard,  however,  to 
tributary  streams,  the  care  of  these  might  be  entrusted  to 
district  committees,  acting  under  the  general  directions  of 
the  conservators  ;  but  near  the  point  of  junction  with  the 
principal  stream  they  should  be  under  the  direct  manage- 
ment of  the  conservators  of  the  main  channel,  who  should 
be  a  representative  body,  constituted  of  residents  and 
owners  of  property  within  the  whole  area  of  the  water- 
shed." 

But  although  the  question  of  improving  the  water  supply 
by  preventing  the  pollution  of  the  rivers,  was  incidentally 
mentioned  by  their  Lordships,  it  is  evident  that  the  main 
object  of  the  report  was  the  prevention  of  floods,  and  not 
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the  conservancy  of  water  for  the  supply  of  populations. 
Now,  it  may  well  be  said  that  the  one  subject  is  at  least  as 
important  as  the  other,  and  just  as  the  recurrence  of  a 
number  of  wet  seasons  at  that  time  brought  the  question 
of  the  floods  prominently  before  the  Duke  of  Richmond's 
Committee,  it  may  safely  be  asserted  that  a  corresponding 
succession  of  dry  seasons  will  compel  the  serious  attention 
of  the  Government  to  the  other  part  of  the  subject.  We 
need  go  no  further  than  our  metro[K)Iis  for  the  proof  of  this, 
for  if,  in  addition  to  the  saving  of  water  by  the  prevention 
of  waste,  the  flow  of  the  Thames  were  properly  regulated 
by  works  in  the  higher  parts  of  its  watershed,  there  is  no 
reason  why  the  river  should  not  be  in  a  condition  which 
although  leaving  very  much  to  be  desired  in  the  way  of 
improvement,  would  yet  be  tolerable,  and,  according  to  past 
experience,  absolutely  not  injurious  to  health. 

When  presiding  over  the  Mechanical  Section  of  the  meet- 
ing of  the  British  Association,  at  Dublin,  in  1S7S,  on  which 
occasion  the  opportunity  ivas  taken  to  very  fully  discuss,  from 
a  variety  of  aspects,  this  question  of  rivers  conservancy,  I 
made  a  suggestion  which,  I  believe,  is  worth  repeating  at 
the  present  time.  In  my  address  to  the  Section  it  was 
stated  : — 

"When  it  is  considered  that  many  lives  are  annually 
sacrificed,  either  directly  by  the  action  of  floods,  or  by  the 
indirect  but  no  less  fatal  influence  of  imperfect  drainage, — 
when  it  is  remembered  that  a  heavy  flood,  such  as  that  of 
last  year,  or  that  of  the  summer  of  T87S,  entails  a  monetary 
loss  of  several  millions  sterling  in  the  three  kingdoms  ;  that 
during  every  year  a  quantity  of  water  flows  to  waste,  repre- 
senting an  available  motive-power  worth  certainly  not  less 
than  some  hundreds  of  thousands  of  pounds  ;  that  there  is 
a  constant  annual  expenditure  of  enormous  amount  for 
removing  debris  from  navigable  channels,  the  accumulation 
of  which  could  be  mainly  if  not  entirely  prevented  ;  that  the 
supply  of  food  to  our  rapidly  growing  population,  dependent 
as  it  is  at  present  upon  sources  outside  the  country,  would 
be  enormously  increased  by  an  adequate  protection  of 
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fisheries ;  that  the  same  supply  would  be  further  greatly 
increased  by  the  extra  production  of  the  land,  when  increased 
facilities  for  drainage  are  afforded ;  that,  above  all,  the 
problem  of  our  national  water  supply,  to  which  public 
attention  has  of  late  been  drawn  by  H.R.H.  the  Prince  of 
Wales,  requires  for  its  solution  investigations  of  the  widest 
possible  nature, — I  believeitwill  be  allowed  that  thequestion, 
as  a  whole,  of  the  management  of  rivers  is  of  sufficient 
importance  to  make  it  worthy  of  being  dealt  with  by  new 
laws  to  be  framed  in  its  exclusive  behalf 

"  A  new  department  should  be  created — one  not  only 
endowed  with  powers  analogous  to  those  of  the  Local 
Government  Board,  but  charged  with  the  duty  of  collecting 
and  digesting  for  use  all  the  facts  and  knowledge  necessary 
for  a  due  comprehension  and  satisfactory  dealing  with  every 
river-basin  or  watershed  area  in  the  United  Kingdom — 
a  department  which  should  be  presided  over,  if  not  by  a 
Cabinet  Minister,  at  all  events  by  a  member  of  the  Govern- 
ment who  can  be  appealed  to  in  Parliament" 

It  is  earnestly  to  be  hoped  that  no  further  time  will  be 
lost  in  passing  an  Act  to  deal  with  this  subject,  and  that  no 
considerations  of  a  party  or  private  nature  will  be  allowed 
to  prevent  a  scheme  of  so  important  and  imperial  a 
character  being  made  as  complete  and  comprehensive  as 
possible. 

In  conclusion,  as  I  commenced  by  saying,  I  have  not 
attempted  to  say  anything  new ;  indeed  the  subject  has 
already  been  in  the  hands  of  far  abler  exponents  than  my- 
self ;  especially  would  I  refer  to  Dr.  Frankland's  very  able 
and  comprehensive  Sixth  Report  of  the  Rivers  Pollution 
Commission,  the  careful  study  of  which  is  recommended 
to  everybody  who  wishes  to  master  the  details  of  the 
question. 
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SOURCES  OF  WATER  SUPPLY. 

By  James  Mansergh,  M.Inst.C.E..  and  M.E..  F.G.S.. 

F.M.S. 

It  used  to  be  a  popular  belief  that  if  a  well  were  sunk 
at  any  place  to  a  sufficient  depth  into  the  ground,  there 
would  be  reached  an  inexhaustible  reservoir  of  water,  a 
store  that  had  been  filled  in  some  mysterious  manner  at 
the  creation  of  the  world,  and  would  suffice  for  the  use  of 
man  for  all  time. 

It  is  now  well  Icnown  that  all  supplies  of  water,  whether 
found  upon  the  surface,  or  below  it,  in  underground  depths, 
are  derived  from  the  rain  which  falls  upon  the  earth,  and 
that  it  depends  upon  the  geological  character  of  the  surface 
receiving  the  rain  whether  it  shall  run  off  in  the  form  of 
streams  and  rivers,  or  soak  in  and  be  apparently  lost. 

Rain  is  produced  from  the  evaporation  of  invisible 
aqueous  vapour,  principally  from  the  ocean,  by  means  of 
solar  heat,  its  condensation,  primarily  into  the  shape  of 
clouds,  and  subsequently  into  the  form  of  drops,  which  fall 
to  the  ground. 

The  sea  is  thus  a  storage  reservoir  of  boundless  capacity, 
and  the  sun  is  the  great  prime  mover  which  pumps  the 
water  up  from  this  reservoir,  distributes  it  over  the  land, 
and  lifts  it  to  the  hills,  where  it  may  be  impounded  in 
natural  or  artificial  lakes,  and  thence  delivered  by  gravita- 
tion to  the  plains  below. 

After  being  discharged  on  the  earth  in  the  shape  of  ram 
or  snow,  a  part  of  the  water  is  re -evaporated,  but  the 
greater  part  begins  at  once  to  travel  downwards,  cither  over 
the  surface,  in  the  form  of  rills  and  streams,  and  so  on  to 
the  ocean  whence  it  came,  or  through  the  surface,  if  this  is 
permeable,  into  fissured  or  porous  rocks  below, 

A  portion  of  this  latter  water  passing  into  the  ground  at 
high  levels,  has  several  courses  open  to  it.     It  may  appear 
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in  the  shape  of  springs  at  lower  levels,  or  rise  in  the  beds  of 
rivers,  or  run  out  through  fissures  on  to  the  sea  beach,  or 
sink  below  sea  level,  whence  it  will  be  recoverable  only  by 
artificial  means. 

Nature  has  in  this  way  provided  water  from  one  great 
source  in  ample  quantity  for  the  use  of  man,  but  works  of 
varying  character,  under  differing  local  circumstances,  must 
be  constructed  to  store  and  utilise  it 

Altitude  and  the  geological  structure  of  a  district  are  the 
two  principal  factors  which  determine  what  the  source  of 
water  supply  must  be  in  such  district  The  two  gp-eat' 
classes  into  which  sources  may  be  divided  are  {a)  above- 
ground  and  ip)  undergp-ound  sources. 

The  former  {a)  has  several  subdivisions,  which  may  be 
described  as  follows  : — 

1.  Water  may  be  taken  from  the  heads  of  streams  by 
laying  pipes  right  up  to  the  springs,  to  convey  it  away  for 
supply  without  any  intermediate  storage,  as  in  the  case  of 
Lancaster.  This  is  a  source  which  in  some  sense  belongs 
to  the  two  classes,  for  the  water  is  taken  just  as  it  ceases  to 
be  underground  water,  and  is  being  delivered  .on  to  the 
surface  above  ground. 

2.  It  may  be  obtained  from  a  natural  lake  like  Loch 
Katrine,  as  in  the  case  of  Glasgow. 

3.  It  may  be  collected  from  a  high-lying  watershed  area, 
by  impounding  a  number  of  small  streams  in  artificially 
constructed  reservoirs,  as  is  done  for  the  supply  of  Man- 
chester. 

4.  It  may  be  taken  from  a  large  river  flowing  past  a 
town,  as  is  done  in  the  case  of  the  Thames  and  Lea  for  the 
supply  of  London. 

The  second  class  {b)  is  not  divbible  in  the  same  way 
as  (a),  but  may  be  taken  as  embracing  supplies  of  water 
obtained  from  many  varieties  of  geological  stratification, 
such  as  chalk,  oolites,  coal  measures,  millstone  grit, 
magnesian  limestone,  Bagshot  sands,  and  many  others. 

All  water,  when  discharged  upon  the  earth  as  snow  or 
rain,  is  practically  pure,  but  its    character  is  very   soon 
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changed  by  the  material  it  comes  in  contact  with  on  1 
surface,  or  in  passing    through   underground  fissures  an 
channels.     Take,   for  example,  the  rain  which  falls  upoiti 
the  chalk  downs  of  Sussex  or  any  other  similar  geological 
area.     It  sinks  at  once  beneath  the  smooth  and  rounded 
surface,  and  percolates  through  innumerable  minute  cracks 
or  larger  fissures,  dissolving  away  the  chalk  which  it  touches^   ■ 
and  finally  issues  naturally  in  springs  along  the  coast,  or  i 
pumped  out  artificially,  a  water  which  contains  from  fifteen^ 
to  twenty-five  grains  per  gallon  of  carbonate  of  lim 

Such  an  alteration  in  character  depends  of  course  upon 
the  nature  of  the  rocks  which  the  water  traverses,  some 
rocks  being  easily  soluble,  others  not. 

The  taking  up  of  lime  or  magnesia  in  this  way  has  the  J 
effect  of  rendering   the  water  "hard,"  that  is.  increasing* 
its  soap-destroying  properties.      For  many  manufacturing 
processes  this  is  a  most  undesirable  quality,  and  we  there- 
fore find    that  many  of  the  important   industries  of   the 
country  are  located  in  districts  where  soft  water  is  ea«ljr  J 
procurable. 

The  following  are  the  formations  which  yield  as  a  rule  1 
soft    water :— Igneous,     metamorphic,    cambrian,    silurian 
(non-calcareous),  Devonian  (non- calcareous),  millstone  grit, 
coal  measures  (non-calcareous),  lower  greensand,  Londoa 
and  Oxford  clay,  Bagshot  sands,  non-calcareous  gravels. 

On  the  other  hand  the  following  geological  formations  J 
almost  invariably  yield  hard  water  : — Silurian  (calcareous),  J 
Devonian  (calcareous),  mountain  limestone,  coal  measures  J 
(calcareous),  new  red  sandstone,  conglomerate  sandstone^  I 
lias,  oolites,  upper  greensand,  chalk. 

The  manufacturing  towns  of  Lancashire  and  Yorkshire 
obtain  their  supplies  from  sources  which,  even  if  the  water 
had  passed  undei^round,  would  leave  it  comparatively  soft, 
but  this  quality  is  fully  secured  by  the  character  of  the 
works,  which  consist  of  lai^e  reservoirs  impounding  the 
water  which  has  principally  run  merely  over  the  surface. 
For  dietetic  purposes,  the  quality  of  hardnesss  if  not  \ 
excessive,  that  is  if  it  does  not  exceed  twelve  grains  on   , 
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Dr.  Clark's  scale  (equivalent  to  twelve  grains  of  bi-carbo- 
nate  of  lime  per  gallon),  is  not  considered  objectionable 
on  physiological  grounds.  For  ordinary  domestic  purposes, 
and  especially  for  personal  washing  and  cleaning  generally, 
soft  water  is  infinitely  preferable  to  hard,  both  in  respect 
of  comfort,  efficiency,  and  economy. 

Taking  into  account  all  the  purposes  for  which  water  is 
used,  it  can  hardly  be  questioned  that  a  pure  soft  water 
supply  is  on  the  whole  preferable  to  a  pure  hard  water 
supply.  The  term  "pure"  is  here  used  to  imply  the 
absence  from  the  water  of  organic  impurities  as  distin- 
guished from  the  dissolved  inorganic  matters  which  have 
before  been  referred  to.  Except  as  producing  hardness, 
the  inorganic  matters  usually  found  in  water  are  practically 
harmless  ;  but  organic  pollutions  may  be  of  the  most 
disgusting  and  dangerous  character,  those  for  instance 
which  are  the  result  of  contamination  with  town  sews^e  or 
cesspool  manure. 

It  is  to  avoid  the  risk  of  such  pollution  that  many  towns 
have  in  great  measure  been  led  to  seek  their  sources  of 
supply  on  elevated  moorlands,  above  the  level  at  which 
arable  cultivation  is  carried  on,  and  where  it  follows  that 
there  are  no  towns  or  villages,  and  the  scattered  population 
is  very  sparse.  In  this  country  the  plough  is  rarely  seen 
above  the  800  ft.  contour,  and  as  it  will  not  pay  to  cart 
manure  to  such  an  elevation,  these  high  lands  are  merely 
used  for  the  pasturage  of  sheep  and  the  rearing  of  grouse. 

Water  obtained  from  such  sources  is  practically,  there- 
fore, in  the  condition  in  which  it  falls  from  the  clouds  as 
snow  or  rain.  The  only  impurity  it  may  contain  is  a  little 
organic  matter  derived  from  passing  over  the  peaty  soil, 
which  often  occurs  on  high  moorlands,  especially  where 
the  summits  are  broad  and  comparatively  flat  This 
contact  with  peat,  and  with  growing  heather,  gives  a  stain 
to  the  water  to  such  an  extent  that,  when  seen  in  deep 
reservoirs,  it  looks  like  dark  coffee. 

As  seen  in  an  ordinary  white  glass  bottle  or  tumbler, 
the  tinge  is  rarely  deeper  than  a  very  faint  straw  colour, 

a  ^  7. 


There  is  nothing  harmful  in  this  colouring  matter,  because 
it  is  of  purely  vegetable  origin,  and  to  some  extent  it  may 
be  removed  by  storage  in  open  reservoirs,  or  running  in 
open  channels  exposed  to  the  air. 

Many  towns  are  so  located  in  this  country  that  it 
is  practically  impossible  that  they  should  obtain  pure 
water  supplies  from  elevated  water-sheds,  on  account  of 
the  enormous  expense  that  would  be  entailed  in  the  con- 
struction of  the  necessary  works.  Such  places  must  be 
content  to  be  supplied  from  rivers  in  their  immediate 
neighbourhoods,  and  which,  having  run  their  courses 
through  many  miles  of  highly  manured  lands  and  past 
thickly  populated  towns  and  villages,  contain  water  which 
has  necessarily  become  polluted  by  the  washings  from 
the  lands  and  the  sewage  from  the  towns.  Such  sources  as 
these  would  be  inadmissible,  but  for  the  great  rehabili-  J 
tating  process  which  nature  siluntly  carries  on  in  a  river,.! 
and  to  which  chemists  apply  the  term  "oxidation,"  In  this  I 
wonderful  process,  the  polluting  organic  matters  which  the 
water  contains  are  converted  by  the  agency  of  oxygen  into 
harmless  inorganic  salts,  and  the  water  again  becomes  fit 
for  the  use  of  man. 

This  statement  must,  however,  not  be  made  without] 
some  reservation  and  explanation,  because  chemists  of  the  I 
very  highest  standing  are  not  agreed  as  to  the  extent  to  1 
which  rehabilitation  of  the  water  is  carried.  This  has,  in  [ 
fact,  become  quite  a  burning  question,  and  the  battle  has  I 
been  fought  long  and  frequently  over  the  water  which  is  j 
taken  from  the  Thames,  and  delivered  for  consumption  by  J 
the  inhabitants  of  London. 

The  difference  of  opinion  is  now  narrowed  down  into  a 
small  compass,  and  to  outsiders  it  would  appear  that  therttj 
is  a  chance,  sooner  or  later,  an  agreement  may  be  come  t« 
between  the  authorities. 

As  representatives  of  the  two  sides  may  be  named   Dr.V 
Frankland  and  Dr.  Meymott  Tidy.     Dr.  Frankland  admiti 
that  oxidation  is  effective  in  burning  up,  or  converting  intofl 
a   harmless   condition,  even    such  vile  contaminations  all 
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human  sewage,  if  this  is  in  a  normal  or  healthy  condition  ; 
but  he  contends  that  the  virulent  zymotic  diseases  are 
propagated  by  organised  germs  contained  in  the  sewage 
which  are  indestructible,  and  which  may  travel  scores  of 
miles  in  a  running  stream  without  being  deprived  of  their 
fatal  potency. 

Dr.  Tidy  contends,  on  the  other  hand,  that  there  is  no 
evidence  of  the  existence  of  these  animated  germs,  and 
affirms  that  a  run  of  a  few  miles  in  a  river  fully  oxygenated, 
and  in  which  the  pure  water  bears  a  sufficiently  high  ratio 
to  the  polluting  matter,  will  suffice  to  render  such  water 
again  fit  for  human  consumption. 

Dr.  Frankland's  theory  is  naturally  a  disquieting  one  ; 
and  his  opponents  certainly  have  facts  in  their  favour,  for 
London  is  undoubtedly  one  of  the  healthiest  cities  in  the 
world,  and  its  inhabitants  have  never  been  known  to  suffer 
from  disease  induced  in  the  way  suggested. 

The  "  germ  "  theory  is,  however,  making  steady  advances 
under  the  investigations  and  researches  of  competent  men, 
and  it  is  to  be  hoped  and  expected  that  if  the  historic 
germ  is  at  last  discovered,  and  exhibited  to  the  incredulous 
gaze  of  Dr.  Meymott  Tidy,  he,  or  some  of  his  confrhes^ 
may  speedily  discover  a  method  of  scotching  it  before  it 
has  time  to  do  any  mischief 

It  may  now  be  convenient  to  describe  shortly  a  few 
typical  examples  of  the  utilisation  of  the  different  sources 
of  supply  which  have  been  thus  generally  referred  to. 

I.  Take,  first,  such  a  case  as  that  of  Lancaster,  whose 
works  supply  a  population  of  between  30,000  and  40,000. 
The  town  is  situated  on  the  river  Lune,  about  seven  miles 
above  its  junction  with  Morecambe  Bay,  and  is  built  upon 
a  site  which,  rising  from  the  river,  varies  in  elevation  from 
1 5  to  200  feet  above  Ordnance  datum,  or  mean  tide  level 
The  water  is  obtained  from  the  high  moorlands  of  Wyres- 
dale,  at  a  distance  of  eight  or  ten  miles  from  the  town,  in  a 
south-easterly  direction.  These  fells,  as  they  are  locally 
called,  constitute  the  extreme  north-easterly  portion  of  the 
watershed  of  the  river  Wyre,  a  small  river  which  also  falls 
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into  Morecambe  Bay  near  the  town  of  Fleetwood.     That 
portion  of  the  fells  which  is  secured  by  Act  of  Parliament 
as  a  source  of  water  supply  for  Lancaster,  has  an  area  of  ' 
27CX)  acres,  and  an  altitude  varying  from  850  to  1800  feet 
above  the  sea. 

The  geological  formation  of  the  gathering  ground  is 
millstone  grit,  covered  with  scant  herbage  suitable  for 
sheep  pasturage,  and  heather.  I nterst ratified  with  the 
beds  of  permeable  grit  stone  there  are  layers  of  impervious  j 
shale  which,  at  various  levels,  throw  out  the  water  perco- 
lating downwards  from  the  surface,  in  the  shape  of  springs, 
and  a  number  of  these  springs  have  been  intercepted  by 
small  pipes  communicating  with  mains  laid  along  the  hill- 
side, and  leading  their  combined  waters  to  the  south-west 
corner  of  the  reserved  area. 

One  of  these  mains  forms  part  of  the  original  works   ' 
constructed  under  the  superintendence  of  Sir  Robert  Raw- 
linson,  C.E.,  C.B.,  in  the  year  1852  ;  the  other,  which  runs 
(broadly  speaking)  parallel  to  ihc  first,  but  about  200  feet  I 
lower  down  the  hill-side,  was  laid  six  years  ago,  as  part  of  j 
an  extension  carried  out  'oj  tnc  writer. 

The  water  derived  from  these  is  of  necessity  of  the  I 
purest  possible  character,  for  the  rain  which  feeds  the 
springs  falls  upon  the  clean  open  moorland,  and  sinks  at 
once  into  the  millstone  grit  rock,  in  which  it  finds  nothing 
to  dissolve  and  cause  hardness,  and  nothing  to  oi^anically 
pollute. 

The  water  issues  from  the  springs  in  a  bright  sparkling   I 
condition,  at  a  constant  temperature  of  about  45°  F. ;  it 
contains  only  one  grain  in   15,500  of  solid  matter,  and  its  I 
hardness  is  under  1°  on  Clark's  scale. 

This  may  be  fairly  regarded  as  an  ideally  perfect  source  ' 
of  supply,  and  it  has  been  an  inestimable  boon  to  the 
inhabitants,  especially  as  it  replaced  water  obtained  from 
shallow  wells  in  the  town,  polluted  in  the  vilest  possible 
manner  by  percolation  from  numberless  foul  and  reeking 
privy  pits  and  middens. 

Between  the   fells   and   the   service   reservoir,  which  is 


Sources  of  Water  Supply.  43 1 

situated  on  the  tovm  moor  240  feet  above  Ordnance  datum, 
the  country  is  intersected  by  several  valleys,  across  which 
the  water  is  conveyed  in  iron  pipes. 

At  two  intermediate  points  the  pressure  is  broken  by 
small  covered  tanks,  and  the  water  is  never  exposed  to  the 
open  air  from  the  time  it  sinks  into  the  ground  as  rain  or 
snow,  and  is  drawn  from  the  consumers'  taps  in  the  town. 

Perhaps  it  may  be  as  well  to  explain  here  that,  when 
water  is  obtained  from  elevated  watershed  areas  of  this 
character.  Parliament  almost  invariably  insists  upon  ''  com- 
pensation "  being  made  to  the  river  for  such  abstraction. 
This  compensation  is  secured  by  the  construction  of  re- 
servoirs somewhere  upon  the  main  river  or  its  tributaries, 
in  which  water  is  stored  in  time  of  flood,  and  given  out  in 
a  constant  stream  in  times  of  dry  weather,  the  assumption 
being  that  floods  are  utterly  useless,  if  not  damaging,  to 
riparian  owners  and  millowners,  whilst  it  is  of  advantage 
to  every  interest  to  have  the  dry  weather  flow  increased  in 
volume. 

Thus,  in  the  Lancaster  case,  whilst  the  Corporation  have 
the  right  to  take  2,000,000  gallons  a  day  from  the  springs 
for  the  use  of  the  town,  they  were  put  under  the  obligation 
to  construct  upon  the  river  Wyre  a  reservoir  capable  of 
holding  185,000,000  of  gallons,  from  which  the  millowners 
have  the  right  to  draw  water  according  to  their  needs 
during  the  summer  months.  By  means  of  such  works,  all 
the  parties  concerned  are  very  greatly  benefited. 

II.  The  second  type  of  utilisation  of  sources  which  may 
be  referred  to,  is  that  which  is  exemplified  on  so  magni- 
ficent a  scale  in  the  works  supplying  Glasgow,  and  con- 
structed from  the  designs  and  under  the  superintendence 
of  Mr.  John  Frederick  Bateman,  C.E. 

In  this  case,  advantage  is  taken  of  three  natural  lakes, 
viz.,  Loch  Katrine,  Loch  Venachar,  and  Loch  Drunkie. 
The  watershed  area  draining  into  these  lakes  is  45,800  acres 
in  extent,  and  consists  of  unpolluted  sparsely  populated 
moorlands,  the  geological  formation  being  of  silurian  age. 

Loch  Katrine  has  a  water  surface  of  3000  acres.  Loch 
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Venachar  900  acres,  and  Loch  Dninkie  150  acres.  They 
are  all  of  course  supplied  by  the  rain  which  falls  upon  the 
45,Soo  acres,  and  as  a  considerable  proportion  of  this  area 
is  of  a  peaty  character,  the  streams  which  run  down  the 
mountain  sides  are  frequently  as  dark  as  London  portec 
By  the  deposit  of  the  heavier  parts  of  the  peaty  matter, 
and  the  bleaching  action  of  the  air,  the  water  is  drawn 
from  Loch  Katrine  with  only  a  faint  tinge  of  colour. 

The  two  smaller  lakes  are  utilised  as  compensation 
reservoirs,  the  artificial  storage  necessary  being  obtained 
by  raising  the  original  normal  level  of  Loch  Venachar  5 
feet  8  inches  with  power  to  draw  it  down  6  feet,  and  by 
raising  Loch  Dninkie  20  feet,  the  raising  in  both  cases 
being  done  by  masonry  dams  across  the  outlet  valleys, 
furnished  with  draw-ofif  sluices. 

The  storage  for  the  supply  of  Glasgow  is  obtained  by 
works  which  raised  the  normal  level  of  Loch  Katrine  4  feet 
and  admit  of  drawing  down  3  feet.  Its  capacity  is,  there- 
fore, 3000  acres  of  area,  by  7  feet  in  depth,  equivalent  to 
nearly  loco  million  cubic  feet,  and  competent  to  furnish 
50  million  gallons  a  day  during  a  four  months'  drought 

The  water  surface  in  Loch  Katrine  is  360  feet  above 
mean  tide  level  at  Glasgow.  The  conduit  conveying  the 
water  to  the  city  commences  on  the  south  side  of  the  lake, 
about  three  miles  from  its  western  extremity,  and  runs 
generally  in  a  southerly  or  south-westerly  direction.  At 
26  miles  from  the  Loch  it  discharges  into  an  artificial 
reservoir  of  70  acres  in  extent,  and  holding  joo  million 
gallons  near  Mugdock  Castle,  the  top  water  of  this  reservoir 
being  3 1 1  feet  above  mean  tide  at  Glasgow.  Two  lines  of 
three  feet  cast-iron  pipes,  one  seven  miles  long  and  the 
other  eight  miles,  convey  the  water  to  the  city. 

For  thirteen  miles  out  of  the  twenty-six  between  Loch 
Katrine  and  Mugdock,  the  conduit  is  formed  by  tunnelling 
through  very  hard  rock,  such  as  whinstone.  gneiss,  and  mica 
slate ;  the  tunnels  being  seventy  in  number,  nine  miles  of 
the  remaining  length  is  "  cut  and  cover  "  work,  and  the  rest 
consists  of  cast-iron  or  wrought-iron  pipes  across  valleys. 
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The  advantage  of  such  a  source  of  supply  as  Glasgow's 
is  the  facility  and  small  cost  with  which  the  storage 
capacity  necessary  to  furnish  the  requisite  daily  quantity 
for  consumption  and  compensation  is  obtained. 

In  Loch  Katrine,  the  narrow  outlet  from  the  lake  had 
only  to  be  dammed  up  four  feet,  requiring  artificial  works 
of  the  simplest  character,  entailing  no  risk  or  contingency 
in  their  execution.  Having  a  flat  area  3000  acres  in 
extent  to  begin  with,  a  simple  plank  one  foot  high  would 
have  sufficed  to  impound  816,000,000  gallons.  The  desi« 
rability  of  securing  such  a  reservoir  site  as  this  can  only  be 
fully  appreciated  by  those  who  have  had  the  responsibility 
and  anxiety  of  forming  lai^  storage  reservoirs,  by  the 
construction  of  high  embankments  across  valleys.  The 
relative  amounts  of  labour  and  outlay  in  such  reservoirs, 
and  in  cases  like  Loch  Katrine,  will  be  better  realised 
in  considering  the  next  type. 

III.  The  third  type  of  works  for  the  utilisation  of  moun- 
tain watershed  sources  of  supply  is  well  exemplified  in  the 
Longdendale  valley,  where  a  number  of  reservoirs  have, 
during  the  last  thirty  years,  been  constructed  for  the  supply 
of  Manchester.  Here,  instead  of  having  a  level  plain 
3000  acres  in  extent,  as  in  Loch  Katrine,  upon  which  to 
commence  as  the  bottom  of  a  reservoir,  was  a  valley  with  a 
fall  along  the  bed  of  its  main  stream — the  Etherow — of 
between  60  ft  and  70  ft.  in  a  mile.  Across  this  valley 
five  embankments  have  been  constructed  of  earthwork,  one 
above  another,  forming  five  lakes  with  a  combined  water 
surface  area  of  462  acres.  Beginning  from  the  lowest  part 
of  the  valley,  the  following  is  a  list  of  the  reservoirs,  viz.: — 


Bottoms.     .     . 
Vale  House. 
Rhodes  Wood  . 
Torside  . 
Woodhead  . 

Total  . 


Height  of 
Bank. 
Feet. 

.      66      . 
•      55      . 

.     75     . 
.   100 

.    80    . 

.  376 


Water 

area. 
Acres. 

.      50 
.      63 

.     54 
.   160 

.  ^ 
462 


Capacity. 

Gallons. 

407,000,000 

343,000,000 

500,000,000 

i,474i00o,ooo 
1,181,000,000 

3,905.000,000 


434  Sources  of  Water  Supply. 

These  embankment';,  which  cost  something  like ^f  100,000 
apiece,  have  an  aggregate  height  if  placed  one  above 
another  of  376  ft.,  and  the  quantity  of  water  they  im- 
pound is  3905  million  gallons.  The  raising  of  the  water 
surface  of  Loch  Katrine  5  ft.  would  create  the  same 
amount  of  storage.  The  watershed  area  supplying  these 
reservoirs  is  9300  acres,  and  the  geological  formation  is 
millstone  grit  The  gathering  ground  is  a  portion  of  the 
western  slope  of  the  "  backbone  "  of  England,  otherwise  the 
Pennine  range,  upon  which,  over  its  whole  length  on  both 
sides,  many  similar  works  are  located  for  the  supply  of  the 
manufacturing  towns  of  Lancashire  and  Yorkshire.  The 
rocks  in  this  district  are  very  much  fissured  and  broken, 
and  the  rain  falling  upon  the  higher  grounds  percolates 
below  the  surface  and  reappears  as  springs  at  lower  levels. 
Advantage  is  taken  of  this  by  conducting  the  spring  water 
along  special  channels  into  the  Rhodes  Wood  reservoir, 
from  which  the  supply  is  taken  by  a  conduit  to  the  town. 

Although  the  quantity  of  water  yielded  by  the  whole 
gathering  ground  is  that  due  solely  to  its  area  and  the 
rainfall  upon  it,  the  fact  of  there  being  these  springs  renders 
it  more  valuable,  because  it  implies  that  water  which  would 
have  run  off  a  di.strict  composed  of  harder  and  less  pervious 
rocks,  is  here  absorbed  into  the  mass,  which  thus  acts  as  so 
much  storage  or  reservoir  space.  The  effect  of  this  is  to 
increase  the  dry  weather  flow  of  the  streams,  and  to  furnish 
water  which  is  clear,  cool,  and  colourless.  The  average 
annual  rainfall  upon  the  19,300  acres  is  about  50  in.,  and 
the  works  utilising  this  area  are  competent  to  provide 
38,000,000  gallons  per  day,  of  which  13,500,000  have  to  be 
delivered  into  the  stream  below  the  reservoirs  as  com- 
pensation water.  Besides  the  five  reservoirs  above  named, 
there  are  other  large  impounding  and  service  reservoirs  at 
Godley,  Denton,  Gorton,  and  Prestwick  In  the  construc- 
tion of  these  works  enormous  difficulties  have  been  en- 
countered, and  at  Woodhead,  the  highest  reservoir  of  the 
series,  the  embankment,  as  at  first  made,  was  not  water- 
tight, so  that  a  second  trench  had  to  be  put  down  in  which 


I 
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to  build  the  puddle  wall,  and  so  much  were  the  measures 
disturbed  and  distorted,  that  on  the  south  side  of  the  valley 
this  trench  had  to  be  excavated  to  167  ft  below  the 
surface  of  the  ground,  before  sound  and  tight  material  was 
reached  upon  which  the  wall  could  be  based. 

The  three  types  of  works  thus  described  may  fairly  be 
said  to  exhaust  the  methods  of  obtaining  water  from  sources 
situated  on  elevated  mountain  gathering  grounds.  They 
are  good  examples  of  the  gravitation  system  of  supply,  by 
which  water  is  delivered  at  high  pressure  above  the  highest 
parts  of  the  towns  without  any  artificial  pumping  being 
required,  the  sun  having  done  this  work  in  the  process  of 
evaporation. 

IV.  We  will  now  consider  a  case  where  the  town  to  be 
supplied  is  at  such  a  distance  from  high  ground  that  the 
cost  of  bringing  it  through  conduits  or  pipes  by  gravitation 
is  prohibitive. 

Take  a  town  built  along  the  banks  of  a  river  anywhere 
above  the  range  of  the  tide.  If  this  river  flows  through 
an  agricultural  district,  and  is  thus  not  polluted  by 
manufacturing  refuse,  and  not  seriously  by  either  manure 
or  sewage,  it  may  be  adopted  as  the  source  of  supply. 
In  this  case  the  water  will  have  to  be  lifted  by  artificial 
means  to  such  an  elevation  as  is  necessary  to  command 
the  whole  town. 

The  water  will  also  require  filtration,  because  in  running 
its  course  through  the  country  the  river  receives  the  wash- 
ing from  the  land  ;  and  in  times  of  heavy  rain,  at  all  events, 
the  water  will  be  discoloured  and  turbid  through  the  pre- 
sence of  suspended  matters. 

The  works  for  the  supply  of  London  are  in  great  part  of 
this  character,  the  rivers  Thames  and  Lea  being  the  two 
sources. 

Three  hundred  years  ago,  water  was  obtained  from  the 
Thames  at  London  Bridge,  and  pumped  by  means  of  a 
water-wheel  under  one  of  the  arches  through  wooden  pipes 
into  the  streets  and  houses  in  the  neighbourhood.  These 
works  were  continued  in  operation  for  200  years,  and  were 
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supplemented  early  in  the  17th  century  by  other  pumping 
stations,  taking  water  from  the  Thames  at  Charing  Cross, 
Battersea,  Vauxhall,  and  Hammersmith,  all  within  the  range 
of  tidal  influence. 

In  1848,  the  Lambeth  Water  Company  obtained  powers 
to  go  into  the  non-tidal  portion  of  the  river  above  Tedding- 
ton  Lock,  and  by  the  year  185 1  they  were  in  a  position  to 
deliver  water  by  means  of  a  large  steam-pumping  establish- 
ment erected  at  Seething  Wells. 

In  1852,  an  Act  was  passed  which  made  it  unlawful  for 
any  company  to  supply  water  taken  from  the  river  below 
Teddington  Lock,  or  from  any  of  its  tributaries  within 
the  tidal  range.  This  led,  finally,  to  all  the  companies 
drawing  water  from  the  Thames  so  rearranging  their 
works  as  to  have  their  intakes  above  Moulsey  Lock,  in 
order  to  be  above  the  junction  of  the  river  Mole,  which 
frequently  brings  down  very  dirty  water. 

Owing  to  the  changes  in  the  points  of  intake,  the  works 
of  the  London  companies  are  divided  into  portions  at  great 
distances  apart.  Thus  the  Southwark  and  Vauxhall  Com- 
pany have  at  Battersea  the  reservoirs,  filter  beds,  and 
pumping  machinery  constructed  for  the  purpose  of  taking 
in  water  from  the  river  at  that  point.  They  are  well 
known  to  all  Londoners  by  reason  of  the  tail  stand-pipes 
which  form  a  prominent  object  in  the  view  from  the  trains  ' 
running  out  of  Victoria  Station. 

These  works  arc  of  so  costly  and  extensive  a  character,  that 
they  could  not  be  abandoned  when  the  source  of  supply 
was  changed  to  Hampton,  twenty-one  miles  higher  up  the 
river,  but  the  water  abstracted  there  is  pumped  down  to 
them  through  lai^e  cast-iron  mains,  to  be  filtered  and  dis- 
tributed by  the  original  machinery  and  mains. 

In  the  case  of  the  Lambeth  Company,  the  water  is  taken 
from  the  Thames  at  Moulsey,  and  sent  down  to  Surbiton, 
which  is  the   site   of  the  filtering   and   pumping   station,  j 
through  a  large  brick  conduit,  by  gravitation. 

From  these  circumstances,  none  of  the  London  works  ] 
are  good  examples  of  the  type  now  under  consideration  ; 
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but  the  following  description  will  explain  the  nature  of  the 
works  required  for  the  utilisation  of  such  a  source  as  the 
Thames  above  London. 

First  of  all,  then,  provisions  must  be  made  to  meet  the 
difficulty  of  the  water  arriving  at  the  intake  in  times  of  flood 
in  a  state  of  great  turbidity  or  muddiness.  This  is  met  by 
the  provision  of  large  reservoirs,  which  are  always  kept  full 
so  long  as  the  water  is  coming  down  in  good  condition,  and 
the  inlets  into  them  from  the  river  are  closed,  and  they 
themselves  are  drawn  upon  when  the  water  of  the  river  is 
turbid. 

These  reservoirs  used  to  be  of  smaller  capacity  than  at 
present,  and  were  worked  as  subsidence  tanks,  that  is  to 
say,  the  water  (which  might  be  somewhat  turbid)  was  let  in 
at  one  end  and  drawn  off  only  from  the  surface  at  the 
other,  the  suspended  matters  causing  the  turbidity  subsiding 
to  the  bottom  during  the  water's  slow  passage  through  the 
tanks. 

In  London,  since  the  works  of  the  several  companies 
have  come  under  the  official  supervision  of  Sir  Francis 
Bolton,  very  large  sums  of  money  have  been  spent  in 
increasing  the  efficiency  of  these  subsiding  tanks,  by  greatly 
augmenting  their  capacity,  and  practically  changing  their 
character  into  that  of  storage  reservoirs. 

In  some  of  the  works,  these  reservoirs  are  constructed 
at  such  a  level  that  the  water  from  the  river  flows  into 
them  by  gravitation  ;  in  others  they  are  elevated  above  the 
ground,  and  the  water  is  pumped  into  them.  In  either 
case  it  is  next  delivered  on  to  the  filter-beds,  the  construc- 
tion of  which  is  shown  very  clearly  in  the  most  interesting 
pavilion  erected  in  the  Health  Exhibition  by  the  water 
companies.  These  filters  consist  of  reservoirs  or  tanks, 
made  either  by  excavation  in  the  ground,  or  partial 
excavation  and  partial  embanking,  as  circumstances  may 
dictate,  having  their  sides  sloped  and  pitched,  or  of 
vertical  brick,  stone,  or  concrete  walls.  The  bottom  is 
formed  in  many  different  ways,  but  it  is  always  furnished 
with  a  number  of  open-jointed  or    perforated  pipes  or 
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drains  into  which  the  water  can  pass,  and  by  which 
it  may  be  conveyed  away  to  a  pure-water  chamber 
or  pump-well.  Upon  this  floor  the  filtering  material  is 
placed,  and  consists  of  clean  stones,  flints,  gravel,  shells, 
and  sand,  arranged  with  the  largest  sized  material  at  the 
bottom  and  the  finest  at  the  top. 

Probably  the  oldest  style  of  filter  shown  in  the  Exhibi- 
tion is  that  designed  by  the  late  James  Simpson,  C.E.,  for 
the  Chelsea  Company,  and  it  contains  all  the  materials 
above  mentioned,  and  has  a  total  depth  of  6  ft.  3  in. 

As.  however,  the  really  operative  and  effective  portion  of 
the  filter  is  the  sand,  modem  practice  is  tending  in  the 
direction  of  diminishing  the  depth  of  filtering  material,  and 
of  omitting  entirely  several  of  the  strata  originally  used. 
For  instance,  the  New  River  Company's  engineer  exhibits 
a  filter  composed  solely  of  2  ft.  of  sand,  resting  upon 
6  in.  of  gravel,  the  total  depth  being  only  2  ft.  6  in. 
In  working  the  filters,  the  water  is  brought  from  the 
storage  or  subsiding  reservoir  on  to  the  lop  of  the  sand, 
and  stands  from  2  to  3  ft.  above  its  surface.  It  then 
percolates  downwards  through  the  filtering  material  into 
the  drains  below,  and  is  run  away  to  be  pumped  for  distri- 
bution. 

The  speed  of  filtration  may  be  adjusted  by  the  head 
under  which  the  fitter  is  worked,  that  is,  the  difference 
in  level  betwixt  top  water  and  the  draw-off".  In  some 
cases  this  is  only  3  or  3  in.  The  speed  at  which  the 
water  should  pass  vertically  downwards  through  the  sand 
used  to  be  stated  as  6  in.  per  hour,  which  gave  675 
gallons  per  square  yard  per  day  of  24  hours,  but  the 
London  companies  are  now  not  filtering  more  than  450  to 
to  500  gallons,  or  from  4  to  4i  in.  per  hour. 

The  matter  which  is  arrested  by  the  filters  consists 
principally  of  finely  divided  mineral  matter  washed  from 
the  .surface  of  the  land,  of  some  vegetable  and  a  trace 
of  animal  matter.  These  impurities  are  caught  almost 
entirely  in  the  top  half-inch  of  the  sand,  which  in  course  of 
time  they  choke  and  render  imperviou.s.     The  filter  is  then 
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put  out  of  use ;  the  water  is  drawn  off,  and  a  skimming 
of  the  fouled  sand  is  carefully  removed  and  washed  in 
apparatus  which  separates  the  light  muddy  matter  and 
leaves  the  clean  sand,  which  is  again  put  upon  the  filter. 
Of  course,  the  washing  process  involves  some  loss  of  sand, 
and  periodically  additions  have  to  be  made  of  new  material. 
After  filtration,  the  water  is  in  a  fit  condition  to  be  pumped 
and  distributed  to  the  consumers. 

Thus  far  we  have  been  dealing  with  "  above  ground  " 
sources  of  supply,  obtained  either  by  gravitation  or  by 
artificial  pumping,  under  the  four  heads  numbered — (i) 
being  springs  at  high  elevation,  without  storage  ;  (2)  being 
surface  water  from  moorlands  drawn  from  natural  lakes ; 
(3)  being  surface  water  from  similar  watersheds,  impounded 
in  artificial  reservoirs  ;  (4)  being  river  waters  filtered,  and 
artifidally  pumped  for  supply. 

There  are  in  this  country  a  few  examples  of  hybrid 
schemes,  that  is,  where  water  from  comparatively  low 
agricultural  land  is  impounded  in  large  reservoirs,  and 
where  it  has  to  be  subsequently  filtered  and  pumped  for 
distribution  in  the  district  There  may  also  be  cases  where 
water  collected  at  a  sufficient  elevation  to  supply  a  town 
by  gravitation  has  to  be  filtered  before  delivery. 

We  now  come  to  the  underground  sources  of  supply,  and 
one  or  two  examples  will  suffice  to  explain  how  these  are 
made  available.  We  need  not  go  far  from  home  to  learn 
all  about  one  of  the  most  important  of  these  underground 
sources,  for  it  lies  under  our  feet  in  the  chalk  forming  one 
great  feature  of  the  London  basin. 

London  is  actually  built  upon  the  tertiary  deposits, 
which  consist  of  Bagshot  sands,  London  clay,  and  the 
sands  and  mottled  clays  of  the  lower  strata ;  but  underly- 
ing all  these  is  a  mass  of  chalk  having  the  southern  edge  of 
its  outcrop  on  the  north  of  London  about  Hatfield,  and  the 
northern  edge  near  Royston,  and  its  southern  outcrop 
extending  from  Croydon  to  Mersthan.  On  the  west  the 
chalk  reaches  as  far  as  Devizes,  and  on  the  north-east  to 
near  the  coast  of  Norfolk  and  Suffolk.      Portions  of  this 


vast  area  are  no  doubt  covered  by  impermeable  drifts  of 
varying  character,  but  there  is  still  a  very  large  tract  of 
country  upon  which  the  rain  which  falls  sinks  below  the 
surface,  and  goes  to  chaise  the  great  underground  chalk 
reservoir  below. 

Possibly,  the  term  "  reservoir,"  though  a  common  one,  is 
a  little  misleading  as  applied  to  the  chalk,  because  for  water 
supply  purposes,  a  large  proportion  of  that  which  percolates 
into  its  mass  is  not  recoverable  by  ordinary  means.  It  is 
the  water  which  circulates  through  the  cracks  and  fissures 
which  is  really  available,  and  not  that  which  is  held  in  the 
minute  capillaries  of  the  mass.  Some  chalk  will  contain 
20  per  cent,  of  its  own  bulk  of  water,  and  yet  will  not  yield 
a  drop  of  this  under  ordinaiy  conditions. 

Of  the  water  which  thus  sinks  into  the  chalk,  a  large 
portion  finds  its  way  out  again  into  the  bed  of  the  river, 
another  portion  appears  in  the  shape  of  large  springs,  such 
as  those  at  Carshalton  and  Croydon,  which  go  to  form  the 
river  Wandle,  by  flowing  over  the  edge  of  the  impervious 
tertiaries 

Very  rarely  are  there  any  streams  where  the  chalk  itself 
comes  to  the  surface,  but  after  heavy  and  continuous  rains, 
streams  do  appear  and  flow  for  a  time,  and  these  are  known 
as  "  bournes."  As  the  chalk  is  500  or  600  ft.  thick,  a  very 
large  quantity  of  water  is,  however,  left  in  it  below  the  level  of 
any  of  these  natural  outlets,  and  this  water  can  be  obtained  in 
London  by  sinking  wells  through  the  overlying  impervious 
beds  of  London  clay,  and  allowing  the  water  to  rise,  as  in 
an  Artesian  well. 

There  are  a  large  number  of  wells  in  the  London  basin, 
and  one  of  the  metropolitan  water  companies,  the  Kent, 
obtains  its  supply  exclusively  from  such  wells.  The 
ordinary  practice  is  to  sink  a  well  from  5  ft.  in  diameter 
upwards,  and  line  the  same  either  with  brickwork  or  cast- 
iron  cylinders  down  to  the  chalk.  This  will  pass  through 
superficial  gravels,  blue  clay,  bands  of  sand,  mottled  clay, 
&c.,  and  sometimes  on  the  top  of  the  chalk  a  band  of  flints 
will  be  found.     Below  the  bottom  of  the  well  a  boring  is 
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then  made  from  4  inches  up  to  15  or  18  inches  in  diameter, 
and  lined  with  iron  whilst  in  soft  or  much  broken  chalk, 
and  left  unlined  where  the  material  is  more  compact. 

In  those  parts  of  London  which  are  not  elevated  many 
feet  above  the  level  of  the  river,  the  water  rises  to  very 
near  the  surface  of  the  ground,  and  in  some  cases  overflows  ; 
but  wherever  large  quantities  are  required,  resort  must  be 
had  to  artificial  pumping  so  as  to  lower  the  level  of  the 
water  in  the  well,  and  thus  open  out  a  larger  cone  of 
exhaustion  in  the  chalk.  Favourably  situated  chalk-wells 
yield  as  much  as  2,ooc,ooo  to  3,000,000  gallons  a  day. 

In  many  cases  wells  and  mere  borings  have  been  put 
down  right  through  the  chalk  to  the  upper  greensand  or 
gault  below,  and  have  yielded  only  a  very  small  quantity  of 
water.  This  arises  from  the  fact  before  referred  to,  that 
the  water  circulates  freely  only  in  the  cracks  and  fissures, 
and  if  some  of  these  are  not  cut  into  by  the  boring,  little 
water  is  obtained.  The  most  certain  way,  therefore,  of 
ensuring  a  supply  from  the  chalk,  is  by  sinking  a  well 
down  to  below  the  permanent  level  of  saturation,  and  then 
driving  headings  or  adits  in  various  directions,  for  the 
purpose  of  reaching  some  of  these  fissures.  Many  of  the 
towns  along  the  south  coast  of  England  are  supplied  by 
works  of  this  character.  It  has  been  found  that  where  the 
chalk  of  the  South  Downs  has  been  undisturbed  and  is  un- 
faulted,  there  are  large  vertical  fissures  which  run,  broadly 
speaking,  from  north  to  south,  that  is,  at  right  angles  to  the 
coast.  Along  these  fissures  the  water  travels  freely,  and 
has  its  outlet  at  the  base  of  the  cliffs  on  the  coast,  and  may 
be  seen  running  down  the  beach  in  many  places  into  the 

sea. 

Parallel  to  the  coast,  the  water  is  found  to  lie  with  its 
surface  nearly  horizontal,  because  of  these  permanent  out- 
lets ;  but  on  lines  at  right  angles  to  the  coast,  the  surface  of 
the  water  rises  rapidly  inland,  on  a  nearly  uniform  slope,  so 
so  much  so  that,  at  six  miles  from  the  coast,  it  stands  more 
than  200  feet  above  mean  tide  level.  Advantage  has  been 
taken    of  these  conditions  at  Brighton,  and  other  places 
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similarly  situated,  to  sink  wells  and  drive  headings  parallel 
to  the  coast,  at  about  the  level  of  low  water. 

At  Brighton  there  are  two  such  stations,  one  at  Lewes- 
road  on  the  east,  and  another  at  Godstone  Bottom  on  the 
west  These  wells  are  both  about  a  mile  and  a  quarter 
from  the  sea,  and  headings  are  driven  to  a  total  length 
east  and  west,  from  Lewes-road,  of  2400  feet ;  and  at 
Godstone  Bottom,  of  1 300  feet  In  the  first  case,  fissures 
are  met  with  about  every  30  feet,  but  as  a  rule  these  are 
small,  and  do  not  yield  more  than  100  to  150  gallons  a 
minute.  In  the  latter  they  are  further  apart,  but  some  of 
them  yield  700  or  800  gallons  a  minute,  or  over  a  million 
gallons  a  day.  This  water,  being  intercepted  by  the  head- 
ings, is  led  to  the  respective  wells,  where,  by  means  of 
suitable  steam  machinery,  it  is  pumped  up  to  the  several 
service  reservoirs  supplying  the  different  zones  of  the  town. 

The  water  so  obtained  requires  no  filtration.  It  is 
bright  and  sparkling,  but  of  necessity  hard,  and  although 
not  objectionable  for  dietetic  use,  is  not  well  fitted  for 
cooking  or  cleansing  purposes,  and  would  be  utterly  un- 
suitable for  the  manufacturing  processes  of  Lancashire 
and  Yorkshire,  though  thoroughly  well  adapted  for  paper 
making. 

In  addition  to  the  chalk,  good  supplies  of  underground 
water  arc  obtained  in  the  South  of  England  from  the 
Hastings  sands  and  the  oolites,  and  in  the  north  from 
the  new  red  sandstone,  magncsian  limestone,  and  other 
formations  ;  but  in  all  cases  the  works  required  for  the 
utilisation  of  these  sources  are  very  similar,  consisting 
of  wells,  borings,  and  adits,  with  competent  pumping 
machinery. 

Comparing  very  generally  "  above-ground  "  supplies  by 
gravitation  with  "  under-ground  "  supplies  involving  pump- 
ing, there  arc  advantages  and  disadvantages  on  both  sides, 
which  may  shortly  be  summarised  as  follows  : — 
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Advantages. 

I.  No  pumping. 


"Above-ground"  Gravitation  Sources. 

Disadvantages. 

I.  Distance    from    place    to    be 
supplied. 

2.  No  filtration.  2.  Peaty  stain. 

3.  Softness.  3.  Costly     and     somewhat     risky 

impounding  reservoirs. 

4.  Low  charges  for  maintenance.    4.  Large  works  involved  to  provide 

water  "  compensation." 


"Under-ground"  Pumping  Sources. 


Advantages. 


Disadvantages. 


I.  Proximity  of  source  to  place    i.  Annual  charges  for  pumping, 
to  be  supplied. 


2.  Low  first  cost 

3.  Few  structural  contingencies 

attending  works. 

4.  No  filtration. 

5.  No  compensation  for  abstrac- 

tion of  water. 


2.  Hardness  (generally). 


DISCUSSION. 

Sir  Robert  Rawlinson,  C.B.,  said  the  suggestion  of 
Mr.  Easton  with  regard  to  supply  by  meter  for  large  con- 
sumers and  trade  purposes  was  one  of  great  interest,  not 
only  to  the  public  of  London,  but  to  the  outside  public 
generally.  The  whole  point  would  turn  on  the  possibility 
of  supplying  a  reliable  meter  cheaply,  when  he  did  not 
think  a  system  of  supplying  water  by  meter  would  be 
objectionable.  The  great  abuse  at  present  in  the  supply 
of  water  for  domestic  use,  under  high  pressure,  was  the 
intolerable  waste  which  took  place,  which  made  it  almost 
impracticable  to  keep  up  a  supply  of  water  at  a  moderate 
cost.  In  the  metropolis  the  supply  was  equivalent  to  about 
32  gallons  per  head  of  men,  women,  and  children,  and  it 
needed  no  great  reasoning  powers  to  see  that  there  must 
be  in  that  vast  supply  a  great  deal  of  waste,  for  no  such 
quantity  could  be  used  legitimately.     Some  of  it  the  tenant 
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was  not  liable  for,  being  lost  by  leaks  in  the  mains  ;  some 
was  lost  by  leaks  in  the  service  pipes,  but  a  great  deal  was 
lost  by  having  fittings  out  of  order,  and  services  de- 
liberately left  open  to  flow  during  the  night  That  tended 
to  prevent  a  constant  service,  and,  therefore,  he  should  not 
object  personally  to  seeing  water  sold  by  meter.  In 
another  paper  the  word  "  pure  "  had  been  applied  to  certain 
gathering  grounds,  such  as  the  great  moorlands  of  the 
country,  which  were  supposed  to  give  a  pure  supply  of 
water,  but  this  was  a  great  mistake.  There  was  no  pure 
source  of  supply,  as  when  water  came  in  contact  with  the 
earth,  even  on  the  mountains  of  Scotland,  which  gave  a 
very  soft  water,  they  were  covered  with  vegetation  up  to 
their  summits,  and  were  inhabited  by  different  animals 
and  birds,  and  whatever  the  value  of  tliat  water  might  be 
as  soft  water — and  it  had  its  value — for  domestic  purposes 
it  was  very  dangerous,  especially  to  strangers.  People 
coming  from  England  to  the  highlands  of  Scotland  were 
almost  certain  for  the  first  few  weeks,  if  not  longer,  to  be 
attacked  by  diarrhcea.  He  spoke  practically,  because  he 
and  his  family  had  suffered  from  it ;  when  he  was  down  at 
Ballater,  some  time  ago,  he  spoke  to  the  commanding 
officer  at  the  station  where  the  military  were  brought  down 
when  the  Queen  was  in  Scotland,  and  he  learnt  that 
invariably  when  the  soldiers  were  brought  there  one-half  of 
them  suffered  from  the  softness  of  the  water,  and  something 
it  contained,  which  was  washed  from  the  mountains.  The 
medical  officer  also  told  him  that  strangers  were  frequently 
obliged  to  leave  the  district  on  account  of  the  effect  that 
the  water  had  upon  them.  A  great  deal  was  said  against 
water  taken  from  the  Thames,  and  he  was  not  going  to 
advocate  impure  water  or  hard  water,  but  he  had  had  to 
study  the  question  as  a  practical  engineer,  in  some  respects 
philosophically,  and  as  it  concerned  his  own  health.  He 
had  lived  three  times  in  districts  supplied  with  what  was 
termed  pure  soft  water,  and  his  experience  there  had  made 
him  very  glad  to  get  back  again  to  so- stigmatised  polluted 
Thames  water.     Even  for  washing,  for  which  soft  water 
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was  so  much  prized,  he  had  more  pleasure  in  washing  in 
London  water  than  he  had  in  the  lake  waters,  for  if  you 
used  soap — and  you  could  not  clean  yourself  thoroughly 
without  it — you  had  the  greatest  possible  difficulty  in 
keeping  sponges  and  things  about  the  toilet  table  clean, 
because  the  soft  water  would  not  easily  take  the  soap  out 
You  might  get  water  from  tube  sinkings,  and  deep  wells, 
but  you  did  not  then  get  pure  water.  The  late  Dr.  Angus 
Smith — and  no  one  had  paid  more  attention  to  the 
qualities  and  character  of  water  than  he  had — said  that  if 
you  gave  him  the  analysis  he  could  tell  the  stratification 
the  water  came  from  ;  and,  on  the  other  hand,  if  you  gave 
him  the  stratification  he  could  predict  the  character  of  the 
water  which  would  come  from  it.  And  that  must  be  so 
because  water  as  it  fell  from  the  clouds  was  soft  water,  the 
purest  water  in  nature,  and  it  was  a  powerful  solvent.  It 
dissolved  and  combined  with  any  of  the  salts  that  it  came 
in  contact  with.  He  often  regretted  that  persons  travel- 
ling in  Africa,  or  in  any  country  not  previously  traversed 
by  civilised  man,  that  they  did  not  describe  the  appearance 
of  the  rivers  and  lakes  more  particularly,  and  mention 
whether  the  water  was  brown,  or  what  character  it  had. 
If  you  saw  a  river  running  bright  and  sparkling,  you  might 
put  it  down  as  coming  from  a  limestone  source  ;  if  it  were 
running  bright  and  brown,  it  came  from  a  primitive  source, 
slate  or  granite.  Of  course  when  rivers  were  in  flood  and 
turbid,  you  could  not  predict  anything  about  them.  Water 
to  be  used  for  domestic  purposes  required  special  care  in 
treatment  and  in  storage.  When  a  river  is  the  source,  the 
water  must  be  filtered :  as  from  the  Thames,  the  Ganges, 
and  the  Nile.  Deep  well  water,  from  chalk,  new  red 
sandstone,  or  from  the  oolites,  must  be  stored  in  covered 
reservoirs  ;  as  if  exposed  in  open  reservoirs  to  sunshine  and 
air,  such  waters  become  polluted  to  a  worse  degree  than 
river  water  filtered. 

Mr.  Edwin  Ciiadwick,  C.B.,  said  sanitary  science  had 
still  to  be  applied  to  the  instruction  of  engineering  science 
in  this  matter  of  water  supply.      Originally,  he  did   not 
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object  to  soft  water  supplies,  for  in  the  then  state  of  know- 
ledge it  was  stated  that  the  main  infusion  to  wliich  they 
were  liable  was  from  the  peat,  and  a  certain  amount  ot 
tannin,  which  was  not  thought  particularly  injurious ;  but 
subsequent  experience  had  shown  there  were  further  objec- 
tions, and  he  did  not  think  Sir  Robert  Rawlinson  had 
stated  them  sufficiently  broadly.  Very  soft  waters,  the 
surface  washings  of  moorlands,  were  in  use  in  Manchester, 
in  Glasgow,  and  also  in  Dublin.  He  had  received  parti- 
cular results  of  the  soft  water  in  Glasgow  for  nearly  three 
months,  and  found  the  infusion  of  peat  rendered  it  unfit  to 
drink,  as  it  produced  dyspepsia.  In  Manchester,  the  peat- 
tainted  water  had  the  same  eiTect,  and  he  believed  the  same 
occurred  in  Dublin.  In  Manchester,  it  not  only  produced 
dyspepsia,  but  had  such  an  action  on  lead  piping  as  to  lead 
to  a  lai^e  amount  of  lead  poisoning.  There  was  no  doubt 
that  in  those  places  the  water  was  not  fit  to  drink  during  a 
certain  portion  of  the  year.  He  found  that  in  Glasgow  it 
was  customary  at  some  hotels  to  use  glasses  coloured,  so  as 
to  conceal  the  colour  of  the  water  which  was  supplied.  In 
the  face  of  such  experience,  what  was  to  be  said  of  the 
proposal  to  bring  to  London  200  gallons  per  head  of  peat- 
tainted  water — which  for  two  or  three  months  in  the  year 
was  not  fit  to  drink  ?  At  that  time,  Clark's  process  had  not 
got  farther  than  the  reduction  of  hard  water  to  8°,  but  now 
it  couid  be  reduced  to  4  or  3^,  and  in  those  localities,  such 
as  Canterbury,  where  first  hard  spring  water  had  been  thus 
softened,  it  produced  the  finest  water  possible,  which 
delighted  the  consumers  not  only  for  drinking,  but  for  all 
domestic  purposes.  He  looked  forward  to  the  time  when 
the  supply  of  water  would  be  reduced  as  it  was  in  Man- 
chester, Sheffield,  and  other  places,  to  some  17  gallons 
per  head  per  day.  It  might  certainly  be  reduced  by  halt 
and  if  that  were  accomplished,  it  would  reduce  the  in- 
takes very  materially,  and  also  the  establishments  of  the 
water  companies,  and  this  would  be  further  aided  by  the 
chalk  sources  being  utilised.  It  should  be  remembered 
that  the   Board  of  Health,  some  years  ago,  directed  an 
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examination  of  the  spring  supplies  near  the  metropolis,  and 
it  was  found  that  some  40  million  gallons  of  water  could 
then  be  drawn  from  perennial  springs  in  the  Surrey  sands 
quite  free  from  every  objection,  in  fact  free  from  the 
greater  amount  of  impurity  which  was  collected  by  rain 
water.  The  consumption  then  was  not  more  than  18  gallons 
per  head  of  population,  and  it  was  demonstrated  in  various 
ways  that  fully  three-fifths  of  the  water  now  pumped  into 
London  was  actually  mischievous,  supersaturating  the  sub- 
soil with  additional  rainfall,  and  he  believed  that  evil  was  still 
going  on,  and  would  continue  until  the  supply  was  put  on  a 
public  footing.  As  to  the  qualities,  they  depend  mainly  on 
its  aeration,  which  tne  stomach  test,  and  not  chemistry, 
determined.  Water  direct  from  spring  sources  in  chalk 
was  highly  potable  ;  taken  from  cisterns  in  which  it  has 
stagnated,  it  was  charged  with  bad  town  air ;  taken  from  a 
slum  in  which  it  has  been  kept,  it  was  charged  with  the 
foul  air  of  the  slum.  Chemistry  does  not  analyse  such  air, 
but  the  stomach  does.  The  prisoners  of  Millbank  Peni- 
tentiary had  their  supplies  of  water  changed  from  a  river 
source  to  a  spring  source,  and  the  medical  officer  showed 
that  the  change  was  attended  by  a  great  improvement  in 
health.  Death-rates  were  adduced  to  show  differences  in 
the  qualities  of  water ;  but  the  fact  was  general  that  the 
people  of  the  wage-classes  drank,  not  water,  but  beer  and 
tea :  only  children  drank  water.  Not  engineering,  but 
sanitary  science  took  cognisance  of  the  principle  of  circula- 
tion against  stagnation.  In  none  of  the  papers  did  he  find 
any  due  recognition  of  the  conditions  of  stagnation  which 
made  good  supplies  bad,  and  bad  supplies  worse  ;  in  none 
was  there  any  recognition  of  the  effects  of  self-cleansing 
house  drainage,  which  discharged  sewage  fresh  and  unde- 
composed,  in  conditions  which  fed  fish,  and  the  conditions 
of  stagnation  and  putrescence  which  killed  fish. 

Mr.  BlSCHOF  said  the  germ  theory  had  been  referred  to 
in  one  of  the  papers,  and  it  almost  appeared  as  if  the 
authorship  of  that  theory  were  imputed  to  Dr.  Frankland 
He   was   sure  if  that  gcntlemaa  were  present  he  would 
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be  the  first  to  disclaim  that  idea  ;  he  had  simply  adopted 
that  theory  as  being  the  one  most  in  accordance  with 
observed  facts.  He  was  under  the  impression  that  Mr. 
Mansergh*s  paper  must  have  been  written  some  time  ago, 
or  he  should  have  expected  him  to  go  a  step  further,  and 
refer  to  the  memorable  discovery,  by  Dr.  Koch,  of  the 
comma  or  cholera  bacillus.  He  did  not  go  so  far  as  to  con- 
sider it  finally  proved  that  this  bacillus  was  actually  the 
cause  of  the  cholera,  but  he  thought  it  extremely  likely 
that  the  further  researches  of  Dr.  Koch  and  other  scientific 
men  would  prove  that  to  be  the  case,  and  then,  perhaps. 
Dr.  Tidy's  incredulous  gaze  might  behold  the  germ  itself. 

Mr.  Maxwell  said  he  wished  to  refer  to  a  passage  in 
Mr.  Denton's  paper  in  which  he  said  that  the  deficit  of 
the  present  year  would  have  been  more  severely  felt 
had  it  not  been,  in  some  measure,  counterbalanced  by 
the  excessive  rain  which  occurred  during  the  last  seven 
years,  which  left  a  balance  to  be  carried  over.  But  as  far 
as  his  experience  of  underground  water  went,  he  did  not 
consider  that  they  had  a  bank  to  fall  upon,  or  that  the  rain- 
fall in  previous  years  affected  the  present  in  the  slightest 
degree.  In  the  waterworks  with  which  he  was  connected 
in  the  neighbourhood  of  Hull,  which  was  a  supply  from 
the  chalk,  the  wells  followed  very  nearly  the  average  rain- 
fall of  the  three  previous  months.  Thus  in  considering 
their  present  supply,  he  had  to  look  at  the  rainfall  of  April, 
May,  and  June,  and  depend  entirely  upon  it  Certainly, 
so  far  as  the  water  which  fell  on  the  Yorkshire  wolds 
was  concerned,  it  found  its  way  into  the  Humber  and 
German  Ocean,  and  they  never  could  keep  any  stock.  Mr. 
De  Ranee  had  advocated  dummy  wells,  which  should  be 
fed  in  rainy  seasons  to  keep  up  the  reservoirs  for  dry 
seasons,  but  he  was  satisfied  that,  in  his  district,  they  would 
be  no  use.  He  had  a  peculiar  instance  of  that  three  years 
ago,  when  there  was  a  heavy  snowfall  about  February.  The 
water  in  the  shafts  came  up  as  a  rule  at  a  temperature  of  50°, 
but  in  the  June  of  that  year  it  fell  to  46^  which  he  could  not 
account  for  until  it  occurred  to  him  that  it  was  owing  to  the 
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snows,  which  lay  a  long  time  on  the  ground  and  then  gradu- 
ally melted.  Mr.  Latham  had  referred  to  the  rapidity  with 
which  the  water  level  fell  last  year,  which  again  was  an 
illustration  of  there  being  no  storage  of  previous  years  to 
fall  back  upon.  Last  year,  in  June,  there  were  30  feet  of 
water  in  the  bottom  of  his  shafts,  in  July  it  fell  to  20  feet, 
and  in  Sepember  to  7  feet  This  year  it  came  down,  in 
May,  to  the  same  level  as  it  was  last  year  in  August,  simply 
because  after  January,  which  was  a  wet  month,  there  came 
February,  March,  and  April,  exceedingly  dry.  He  was 
quite  satisfied  that  the  rain  of  previous  years  was  not 
stored  up  as  had  been  suggested. 

Mr.  E.  K.  BURSTAL  said  he  was  sorry  to  differ  from  Mr. 
Easton  with  respect  to  the  supply  of  water  by  measure, 
but  his  experience  of  ten  years  in  the  management  of  large 
works  led  him  to  a  totally  opposite  conclusion,  mainly  on 
account  of  the  expense.  Taking  a  town  of  100,000  inhabit- 
ants, one  meter  would  be  required  to  nearly  every  house, 
and  supposing  there  were  five  persons  to  each  house,  that 
would  require  20,000  meters,  the  cost  of  which,  including 
fixing,  would  be  ;^  100,000.  At  five  per  cent,  that  would 
mean  an  annual  charge  of  ;^SOOO,  and  he  knew  that  an 
inspector  could  not  possibly  look  after  more  than  1000 
meters,  so  that  ;^SOO  more  must  be  added  for  their  wages, 
and  ;^  5  500  was  a  large  sum  to  charge  on  such  a  town. 
Now  the  saving,  he  calculated,  would  not  be  as  much  as 
;^500  a  year.  When  he  took  charge  of  the  Oxford  Water- 
works about  five  years  ago,  he  had  a  similar  experience  to 
what  he  previously  had  at  Derby.  Oxford  was  using  42 
gallons  of  water  per  head  per  diem,  but  he  had  now 
brought  it  down  to  almost  exactly  20.  A  few  nights  ago, 
being  desirous  of  learning  more  particularly  the  quantity 
of  water  used  at  different  hours  of  the  day,  he  had  the 
whole  town  supplied  from  the  service  reservoir,  which  he 
had  carefully  gauged,  and  found  that  from  twelve  o'clock 
at  night  to  four  o'clock  in  the  morning,  when  no  water  was 
really  used,  for  there  were  no  manufactories  there,  the 
quantity  wasted  was  equivalent  to  6  gallons  per  head.     He 
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could    safely  say,   therefore,   that    14  gallons    per    head 
only  was  used,  and  6  gallons  wasted.     He  had  already 
reduced   it  from   42  gallons  to  20  gallons  per  head,   by 
means  of  two  inspectors,  who  had  various  other  duties  to 
perform.    That  was  in  a  town  with  a  population  of  45,ocx>. 
At  Derby,  with  75,000  population,  he  had  three  inspectors, 
and   if  that   could  be   done,  he    thought    there  was   no 
necessity  for  the  enormous  expense  which  would  be  in- 
curred by  introducing  meters.     Meters  for  measuring  water 
were  very  different  to  gas  meters.      With   gas    you  had 
a  pressure  of  inches,  but  with  water  there  was  pressure 
from  150  feet  to  200  feet,  which  made  it  very  difficult  to 
keep  any  instrument  absolutely  in  order,  and  there  were 
always  disputes  with  reference  to  them.    The  only  meter 
which  he  knew  of  which  was  a  good  type  of  a  positive  meter 
was  Kennedy's,  but  the  great  objection  to  that  was  that  it 
often  let  the  water  pass  through  it  day  after  day  without 
registering  it  at  all.     He  certainly  had  had  one  in  use  ten 
years,  which  was  never  touched  except  to  oil  it,  and  at  the 
end  of  that  time  it  was  as  perfect  as  at  the  beginning  ;  but 
he  had  had  them  in  other  places  where  they  were  often  a 
source  of  annoyance.      Parkinson's  was  very  good,  but  it 
was  only  a  low-pressure  meter.     Siemens's  was  also  good, 
but  the  public  did  not  like  an  inferential  meter ;  and,  in 
fact,  there  was  no  meter  at  present  which  would  really 
answer  the  purpose,  and  he  was  quite  certain  their  intro- 
duction would  be  very  distasteful.     In  London,  a  reduction 
in  the  quantity  consumed  could  easily  be  brought  about, 
and  the  companies  would  be  the   first  to  co-operate,  but 
it  was    necessary  for   the   public  to  assist;  and,  unfortu- 
nately, at  the  present   time,  any  one   who  could   oppose 
the  water  companies   in    the  police-courts   and  elsewhere 
was  the  popular  man,  and  probably  that  would  be  so  until 
the  whole  of  the  water  companies  were  transferred  to  some 
public  authority,  and  then   it  would    be  the  old  story  of 
Stockton  and  Middlesbrough  over  again. 

Mr.  Jabez    Hogg   remarked  that  London  was  a  very 
exceptional  city  to  deal  with.     It  was  useless  to  point  out 
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what  had  been  done  by  provincial  towns,  and  this  con- 
stituted a  very  serious  impediment  in  the  way  of  procuring 
a  better  water  supply.     In  the  first  place,  it  would  not  do 
to  ask  the   Government   to   sanction   any  scheme  which 
would  make  London  dependent  on  one  source  of  supply  ; 
and,  therefore,  the  proposal  to  bring  water  from  Wales,  or 
from  a  long  distance,  was  out  of  the  question.     If  there 
were  an  aqueduct  bringing  water  from  Wales,  what  would 
happen  to  London  if  some  of  the  dynamite  people  deter- 
mined to  cut  off  the  supply  }   Besides  the  danger  there  was 
the  enormous  expense.     Then  there  came  the  question  of 
how  could  we  get  a  better  supply  than  that  from   the 
Thames  and  Lea,  for  he  apprehended  no  one  would  say 
that  either  of  those  rivers  afforded  London  a  pure  and 
wholesome  supply  of  drinking  water ;  the  late  discussion 
in   the  press   made   this  appear  impossible.     The  water 
companies  had  also  been  accused  of  taking  more  water 
than  they  should  take,  thus  leaving  the  river-bed  in  an 
exposed  and  dangerous  state  ;  exclusive  of  this,  there  were 
a  million  inhabitants  living  on  the  banks  of  the  Thames, 
and   he   was  surprised   the   Thames   Conservancy  should 
adhere  to  the  statement  that  the  water  was  comparatively 
pure,  and  free  from  pollution.     It  was  said,  indeed,  that 
twenty-one  towns   situated  on  the  banks  were  still  con- 
tinuing to   pour   sewage   into  the  Thames.     That  was  a 
statement  which  could  hardly  be  denied.    They  certainly 
did  not  pour  the  whole  of  their  sewage  into  the  river,  but 
a  great  portion  of  it  found  its  way,  secretly  or  openly,  into 
the  Thames.     If  any  one  would  go  up  the  river  with  him, 
he  could  point  out  innumerable  inlets  where  sewage  water 
made   its  way  into   the   river,  in   spite   of  the   efforts  of 
Conservators. 

Mr.  E.  K.  BURSTAL  said  that  was  not  the  case  above 
the  intakes  of  the  London  water  companies. 

Mr.  Jabez  Hogg  said  it  could  not  be  controverted  that 
the  Thames  was  miserably  polluted  above  the  intakes  of 
the  water  companies.  He  would  not  throw  blame  upon 
the  Conservators ;  they  did  their  best ;  it  was  simply  im- 
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possible  to  divert  the  sewage  of  the  immense  population 
residing  on  the  banks  of  the  Thames ;  and  even  taking  it 
that  the  sewage  went  through  a  sewage  farm,  or  was 
submitted  to  the  ABC  process,  the  effluent  water  must 
pass  to  the  Thames,  and  was  dangerous  to  health — not 
always  dangerous,  but  supposing  two  or  three  cases  of 
cholera  were  to  occur  high  up  the  stream,  and  the  dejec- 
tions sent  into  the  river,  there  would  be  the  extreme 
danger  of  everyone  becoming  affected  by  cholera  who 
might  partake  of  the  water.  It  had  been  said  that  the 
present  deficient  supply  of  the  Thames  might  be  sup- 
plemented by  impounding  underground  water ;  indeed,  one 
of  the  water  companies  obtained  a  considerable  quantity  of 
spring  water  from  the  gravel  and  subsoil,  but  he  denied 
that  this  was  pure  water.  With  regard  to  the  Lea,  there 
was  a  letter  in  the  Times  that  morning  stating  that  it  was 
shamefully  polluted,  the  sewage  farms  on  its  banks  sending 
in  effluent  sewage,  most  dangerous  to  health,  and  this  could 
be  seen  by  anyone  at  the  trouble  to  go  up  the  river.  He 
contended  it  was  impossible  for  London  to  look  any  longer 
for  a  supply  of  drinking  water  to  the  Thames  or  the  Lea  ; 
there  should  be  an  immediate  resort  to  deep  well  water, 
which  could  be  had  in  unlimited  quantities  from  the  chalk, 
where  it  had  been  stored  up  for  ages.  It  was  said,  how- 
ever, this  water  was  too  hard  ;  it  was  no  doubt  discreditable 
to  rich  companies  to  send  hard  water  to  their  customers 
without  softening  it  by  a  process  which  could  be  carried 
out  at  a  small  cost  in  their  reservoirs.  He  considered  it  a 
great  discredit  that  a  rich  company,  like  the  New  River 
Company,  should,  after  sinking  deep  wells  into  the  chalk, 
pump  a  very  large  quantity  of  good  spring  water  into  a 
river  exposed  to  pollution,  and  send  it  on,  open  canal 
fashion,  to  London,  or  otherwise  keeping  it  in  large  open 
reservoirs  where  it  may  become  stagnant,  and  men  and 
dogs  may  drown.  It  was  impossible  to  purify  such  water 
as  that,  and  convert  it  into  pure  and  wholesome  water 
such  as  the  companies  engaged  to  supply.  The  water  he 
drank  had  i6  degrees  of  hardness,  which  was  sufficient  to 
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produce  a  large  amount  of  calculous,  a  disease  which  he 
believed  was  very  much  on  the  increase,  and  besides  which 
it  did  damage,  and  marred  all  domestic  arrangements. 
Mr.  Easton  had  spoken  of  the  damage  done  to  water  by. 
cisterns,  but  he  contended  that  much  less  damage  was 
done  in  that  way  than  was  alleged.  He  had  gone  ver>' 
carefully  through  all  the  poor  districts  of  St  Giles's;  and 
visited  house  after  house  to  see  the  condition  of  the 
cisterns,  and  he  found  that  it  was  less  due  to  the  condition 
of  the  cisterns  than  to  the  quality  of  the  water  sent  into 
them.  He  had  just  had  his  cistern  cleaned  out,  and  found 
a  very  small  deposit  in  it ;  but  of  course  his  remarks 
applied  to  covered  cisterns,  and  not  to  the  uncovered 
cisterns  found  in  some  of  the  poorer  houses.  It  was  im- 
possible, with  the  short  supply  of  water  the  companies 
gave,  for  the  poor  people  to  do  without  cisterns  altogether. 
He  was  often  without  water  on  Sundays,  because  a  short 
supply  of  fifteen  or  twenty  minutes  daily  was  thought  suffi- 
cient by  the  company. 

The  Chairman  said  he  must  say  a  word  in  support  of 
Mr.  Easton's  statement  with  regard  to  the  cisterns.  He 
thought  Mr.  Hogg  would  have  to  inform  himself  a  good 
deal  more  with  regard  to  the  real  condition  of  cisterns 
in  London,  before  speaking  so  decidedly  as  he  seemed 
inclined  to  do. 

Captain  E.  BURST AL  said  he  had  only  just  come  into 
the  room,  but  had  heard  some  astounding  remarks,  and  he 
was  quite  sure  Mr.  Hogg  must  have  been  very  much 
misinformed  as  to  the  real  condition  of  the  river  Thames 
above  the  intakes  of  the  water  companies.  That  afternoon 
he  had  deposited  in  both  Houses  of  Parliament  a  report 
for  the  year  ending  December,  1883,  signed  by  the  Chair- 
man and  himself,  which  no  doubt  would  shortly  be  pub- 
lished, when  it  would  perhaps  be  seen  that  there  were  but 
two  towns  on  the  banks  of  the  Thames  which  passed  any 
pollution  into  the  river.  One  of  these  towns  was  Staines, 
and  they  were  now  beginning  to  do  what  they  had  had 
notice   to   do   some  time   ago,  and  what   they  had   been 


prosecuted  for  not  doing,  namely,  adopting  some  system  to 
deal  with  their  sewage.  The  other  town  was  Henley, 
from  which  a  very  small  quantity  of  sewage  found  its  way 
into  the  river,  but  however  small  it  might  be,  it  was  the 
duty  of  the  Conservators  to  arrest  it,  and  do  everything 
they  possibly  could  to  prevent  any  pollution,  and  every 
source  of  pollution  which  had  been  found  above  the  in- 
takes of  the  water  companies  had  been  stopped. 

Mr.  HoMERSHAM  said  he  had  seen  sewage  from  the 
outfall  at  Windsor,  of  a  most  disagreeable  nature,  coming 
into  the  Thames.  The  fact  was,  every  drop  of  liquid 
sewage  now  went  into  the  Thames  ;  he  agreed  it  had 
passed  through  some  treatment,  but  if  anybody  contended 
that  urine,  one  of  the  most  deleterious  matters  that  could 
go  into  water,  was  thereby  purified,  he  was  grossly  mis- 
taken. The  sewage  was  purified  to  some  small  extent  ; 
but  to  say  that  no  sewage  entered  the  river,  when  the 
whole  of  it  went  in  except  some  solid  matter,  was  not 
correct.  He  should  like  to  ask  particularly  about  Reading 
as  well  as  Windsor. 

Mr.  E.  K.  Borstal  said  he  was  the  engineer  who 
carried  out  the  Windsor  sewage  arrangements,  and  after: 
the  precipitating  process,  the  whole  effluent  was  passed 
through  land. 

Mr.  Walker  said  he  was  manager  of  the  Reading 
Waterworks,  and  had  a  great  deal  to  do  with  the  sewage^ 
works  of  that  town.  The  sewage  did  not  go  into  the 
river  Thames.  Reading  had  expended  over  ^^300.000  in 
diverting  the  sewage  of  the  town  from  the  Kcnnct.  which 
was  one  of  the  principal  tributaries  of  the  Thames.  But 
while  Reading  had  done  that,  the  sewage  of  Newbury,, 
sixteen  miles  above  the  intake  of  the  Reading  Waterworks' 
went  into  the  Kennet,  and  from  thence  might  find  its  way 
into  the  Thames.  From  what  had  passed  that  day,  he  felt 
quite  at  a  loss  to  know  what  would  be  the  best  source  of 
supply; — one  recommended  getting  it  from  the  chalk,  and 
then  they  were  told  the  water  was  too  hard  ;  and  if  tliey 
got  it  from  the  rivers,  that  was  too  soft.     With  reference  to 
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the  sewage  of  Reading,  he  had  simply  to  say  that  it  had 
not  gone  into  the  Kennet  for  the  last  seven  years. 
A  Gentleman  asked  where  it  did  go  to. 
Mr.  Walker  said  it  went  to  the  "  Manor  "  Farm,  and 
the  effluent  flowed  into  the  KenneL 

Mr.  Robert  Sutcliff  said  Mr.  Denton,  in  his  paper, 
mentioned    some    supposed  disadvantages   attending  the 
adoption  of  tube  wells,  namely,  that  if  an  accident  hap- 
pened to  the  pump,  the  supply  was  stopped  until  it  was 
replaced,  and  that  if  the  supply  was  insufficient,  another 
well  had   to  be  constructed.     As  these  points  were  im- 
x)rtant  to  the  system  which  he  had   the  honour  to  be 
connected  with,  he  wished  to  say  a  word  or  two  upon  them. 
With  regard  to  the  first,  if  a  pump  got  out  of  order  in 
in  ordinary  dug  well,  as  a  rule,  another  pump  must  be  put 
p  in  its  place,  but  in  a  tube  well  that  could  be  done  in  a 
ew  minutes.     With  reference  to  the  supply  running  short, 
lie  could  mention  one  town  (Watford)  in  which  some  time 
"igo  they  doubled  the  supply,  their  dug  well  having  got 
nto  the  very  position  which  it  was  supposed  the  tube  wells 
night  get  into,  and  not  giving  a  sufficient  supply ;  they 
^ut  down  a  single  tube  well  of  8-J.  inches,  and  that  gave 
louble  the  supply  previously  obtained.     In  reality,  having 
o  add  other  tube  wells  has  really  in  many  cases  been  an 
dvantage.     Sometimes  people  would   say  they   did  not 
.vant  to  incur  a  great  outlay  at  present  in  order  to  provide 
for  future   possibilities,  and    by  having  a  tube  well   they 
2ould  have  a  supply  requisite  for  the  present  which  could 
3e   added   to   as   it  was  wanted.      If    more  water  were 
equired,  all  they  had  to  do  was  to  sink  two  or  more  tube 
wells,  and  couple  them  to  the  existing  arrangement     Being 
at  the  present  time  engaged  in  some  ten  deep  Artesian 
borings,  he  might  make  a  remark  on  the  general  question. 
There  seemed  to   be  a  great  difference  of  opinion  as  to 
whether  water,  after  it  was  purified,  was  prejudicial  or  not, 
but  he  always  felt  that  he  would  very  much  rather  have 
water  which  had  not  been  contaminated,  even  if  the  con- 
tamination were  afterwards  removed.     His  idea  was  to  get 
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the  water  pure,  and  keep  it  pure,  not  to  allow  it  to  be 
contaminated,  and  then  put  it  through  a  process  of  puri- 
fication, which   seemed   to   him   to  be  objectionable    and 
contrary  to  common  sense.     On  the  banks  of  the  Thames, 
in  many  places,  the  sources  which  supplied  the  river  were 
beautifully  pure,  and  though  he  did  not  approve  of  shallow 
sources    as    a    permanent    supply,    yet,    temporarily,    an 
enormous  quantity  of  pure  water  might  be  found  on  the 
banks  of  the  Thames,  which  went  to  add  to  its  volume. 
In  one  case,  even  at  Gravesend,  within  a  stone's  throw  of 
the  river,  which  was  then  in  a  most  disgusting  state,  having 
put  down  a  tube  well,  he  had  water  which  was  analysed, 
and  pronounced  to  be  as  pure  as  that  of  Loch   Katrine. 
There  was  a  vast  body  of  this  water  flowing  towards  the 
Thames,  and  if  it  could  be  taken  temporarily,  it  would 
save  the  water  companies   a  great  expense  in   filtration. 
This   reminded   him  of  the  manner   in  which  water  was 
filtered.     He   did   not   know  whether   any  of   the   water 
companies  had  tried  passing  the  water  up  instead  of  down, 
but  it  seemed  to  him  very  objectionable  to  let  all  the  stuff 
they  were  trying  to    prevent   passing,  be  caught  on   the 
surface  of  the  filter-beds,  and  let  all  the  other  water  go 
through  that.     He  thought  the  right  system  was  adopted 
by  one  of  the  filter  companies,  in  which  they  made  all  the 
water  pass  upwards  through  the  filter,  so  that  any  sediment 
which  might  be  deposited  was  left  at  the  bottom,  and  could 
be  easily  removed. 

Captain  DOUGLAS  Galton,  said  with  reference  to  the 
observation  of  Mr.  Hogg  that  cisterns  were  not  objection- 
able, that,  if  one  thing  seemed  to  have  been  better  esta- 
blished than  any  other  with  reference  to  the  water 
supply,  it  was  the  danger  of  cisterns.  He  did  not  say  that 
cisterns  might  not  be  kept  clean,  but  the  general  plan  was 
to  leave  them  for  weeks,  months,  or  years,  without  being 
cleaned,  and  then  it  was  undoubted  that  however  pure 
might  be  the  water  put  into  them,  it  would  become  con- 
taminated. All  who  had  studied  sanitary  matters  had  come 
to  the  conclusion  that  if  possible  a  constant  supply  was  the 
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best  thing  to  obtain,  and  that  such  a  supply  would  obviate 
the  necessity  for  house  filtration.  Those  impurities  which 
were  now  obtained  in  London  water  were  chiefly  owing  to 
the  method  of  storing  it. 

Mr.  Hogg  said  what  he  wished  to  imply  was  that  the 
water  supply  was  so  short  that  the  cisterns  were  drained 
dry  every  day,  and  therefore  there  could  be  no  sediment 

Mr.  Chadwick  said,  living  at  Richmond,  he  had  seen 
water  running  from  market  gardens  into  the  river  in 
enormous  quantities,  the  colour  of  coffee,  and  he  had  gone 
to  take  a  bath  there,  and  found  the  water  absolutely  smell 
of  manure.  Many  people  forgot  that  it  was  not  sewage 
alone,  but  the  surface  washings  from  lands  heavily  dressed 
with  manures,  which  polluted  the  rivers. 

Mr.  Easton  said  he  laid  so  much  stress  on  the  evils  of 
the  cistern  system  because,  when  he  investigated  the  water 
supply  in  1877  and  1878,  an  immense  mass  of  information 
was  got  from  the  Metropolitan  Board  which  would  have 
been  laid  before  a  Select  Committee  if  the  Bill  had  not 
been  stopped  at  the  second  reading,  and  very  conclusive 
evidence  was  obtained  as  to  the  filth  in  the  cisterns.  Five 
of  the  ablest  chemists  in  England,  with  the  Chairman  at  the 
head  of  them,  were  engaged  for  three  or  four  months,  not 
only  investigating  the  quality  of  water  supply  in  the 
mains  of  the  different  companies,  but  the  mud  which  they 
took  out  of  the  cisterns,  and  however  diflicult  Mr.  Hogg 
said  it  was  to  find  any  deposit,  he  could  assure  him  there 
was  an  ample  supply  of  taint  from  all  parts  of  London 
— not  only  from  the  poorer  class  of  houses,  but  they  found 
it  in  places  where  it  certainly  ought  not  to  have  been  found, 
and  where,  if  the  people  took  proper  care  of  the  cisterns,  it 
certainly  would  not  have  been  found.  With  regard  to  the 
people  generally,  it  was  their  misfortune  that  the  cisterns 
were  in  such  a  condition  ;  it  was  a  consequence  of  the 
intermittent  supply  that  this  filth  would  accumulate.  He 
might  add  that  they  were  investigating  not  with  a  view  to 
prove  that  the  water  in  the  mains  was  the  best,  but  on 
behalf  of  the  Metropolitan  Board  of  Works,  who  had  a  rival 
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scheme,  so  that,  if  they  had  any  bias,  it  was  to  show  that 
the  water  in  the  mains  was  bad. 

Mr.  Macknight  said  there  had  been  a  great  deal  of 
discussion  in  Edinburgh  on  this  question  of  cisterns.  The 
Water  Trust  were  under  the  necessity  of  bringing  in  a  very 
large  supply  of  additional  water,  and  it  so  happened  this 
was  from  the  Moor  Foot  Hills,  ten  or  twelve  miles  south 
of  Edinburgh,  where  there  were  no  springs  ;  and  there  were 
loud  complaints  on  the  part  of  the  artisans  of  its  impurity. 
The  Water  Trust  in  defence  got  up  a  cry  about  the  state 
of  the  cisterns,  but  they  were  completely  beaten.  Most  of 
the  houses  in  Edinburgh  were  what  are  called  self-contained, 
and  all  had  separate  cisterns,  which  the  owner  took  care  to 
keep  in  good  order,  but  the  bad  water  sent  into  them  left  a 
deposit  All  chemists  knew  very  well  that  if  water  had 
certain  mineral  ingredients  in  it,  after  standing  a  short  time, 
it  would  leave  a  deposit,  but  that  was  due  to  the  water,  not 
to  the  cisterns. 


Conference  on  Friday,  July  25TH,  1884. 


II.— QUALITY  OF  WATER.     FIL- 
TRATION  AND   SOFTENING. 


Sir  Frederick  Abel,  C.B.,  F.R.S.,  in  the  chair:— 


The  Chairman,  in  commencing  the  proceedings,  said 
the  outcome  of  the  previous  day's  discussion  showed  that 
there  was  agreement,  at  any  rate,  on  some  important 
points.  All  agreed  that  the  water  supply  was  derived 
from  rainfall,  though  perhaps,  with  the  exception  of  Mr. 
Jabez  Hogg,  who  spoke  of  the  illimitable  supplies  stored 
in  the  chalk.  The  importance  of  the  systematic  observa- 
tions introduced  by  Mr.  Symons,  and  the  value  of  the 
data  derived  from  those  observations  as  indicating  the 
relative  abundance  or  scarcity  of  the  supply  of  water  in 
different  districts,  and  their  relation  to  the  population  of 
the  districts,  were  also  unanimously  recognised.  In  con- 
nection with  this  matter  very  useful  information  had  been 
supplied  by  Mr.  Topley,  Mr.  De  Ranee,  and  Mr.  Whitaker, 
and  the  maps  prepared  by  the  latter  gentleman  promised 
to  be  extremely  valuable.  There  could  be  no  doubt  that 
a  combination  of  careful  hydrogeological  surveys,  with  a 
study  of  rainfall  observations  throughout  the  country,  would 
serve  to  enlarge  our  knowledge  with  regard  to  the  con- 
ditions to  be  fulfilled  for  securing  an  efficient  water  supply 
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to  different  parts  of  the  kingdom.     It  was  only  natural 
that  the  discussion  with  regard  to  the  sources  of  supply 
should   gravitate   towards    the    larger    towns,   and    more 
especially  towards  the  supply  of  water  to  London,  which 
had  been  of  late  a  question  of  such  serious  controversy. 
Mr.  Bailey  Denton,  however,  in  his  interesting  communica- 
tion, had  referred  more  especially  to  the  supply  of  rural 
districts  or   small   communities  ;    and   it  might  be  hoped 
that  the  disinclination  of  local  authorities,   to  which    he 
referred  as   having    stood    in    the  way   of   progress,   was 
rapidly  disappearing.     There   could  be  no  question    that 
the  country  generally  was   now  thoroughly   alive   to   the 
necessity  for  obtaining  for  all  communities,  large  or  small, 
as  pure  a  supply  as  could  be  obtained.     In  connection  with 
this  subject,  Mr.  Denton  gave  interesting  information  with 
regard  to  the  application  of  tube  wells  ;  he  might  say  that 
in  connection  with  military  matters  he  had  had  considerable 
experience  of  the  usefulness  of  such  wells,  and  so  long  as  it 
was  not  necessary  to  apply  power  in  connection  with  them, 
and  a  moderate  supply  only  was  required,  their  use  would 
be    attended   with   very   considerable    advantage.      With 
regard    to  large  towns,  there   was   also    a    consensus   of 
opinion  to  the  effect  that  in  order  to  ensure    as   pure   a 
supply  of  water  as  possible,  it  should,  if   practicable,  be 
obtained  at  its  source,  rather  than  after  it  had  been  more 
or  less  polluted  by  passing  along  streams  and  receiving 
surface  drainage  or  still   more  objectional   matters    in    its 
course.     With  the  exception  of  Mr.  Hogg,  he  also  thought 
they  were  all   impressed  with  the  fact  that  the  necessity 
not  only  for  having  water  pure,  but  for  keeping  it  until 
used   in  a  perfectly  pure   condition,  gave   rise  to  a  wide 
spread  objection  to  intermittent  supply,  and  to  the  con- 
sequent necessity  of  having  tanks  in  houses,  in  which  the 
water  inevitably  became   more  or   less   polluted.     It  was 
somewhat  remarkable  that  Mr.  Hogg,  in  his  search  for  the 
minute  animalcules  on  which   he   based    such   important 
conclusions,  should  have  entirely  overlooked   the   grosser 
impurities   which    everyone   else    found    in    the    cisterns. 
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With  regard  to  the  supply  from  wells,  Mr.  Baldwin 
Latham  had  directed  attention  to  two  or  three  important 
points ;  for  instance,  to  the  necessity,  in  estimating  the 
quantity  to  be  derived  from  such  a  source,  for  ascertaining 
what  was  likely  to  be  the  minimum  supply  from  those 
wells,  and  r^^lating  the  number  of  welb  accordingly. 
There  was  no  question  that  this  might  be  a  matter  of 
considerable  difficulty  for  water  engfineers  to  meet  He 
had  also  directed  attention  to  an  incidental  point,  which, 
as  he  (the  Chairman)  had  pointed  out,  the  Conference 
could  hardly  deal  with,  but  which  it  was  impossible  to 
keep  entirely  out  of  sight,  viz.,  the  influence  of  wells  in 
reducing  the  supply  of  water  to  streams  in  their  neighbour- 
hood, and  the  consequent  questions  of  property  which 
would  arise.  Upon  the  question  whether  the  water  supply 
should  be  taken  from  rivers  or  wells,  there  were  great 
differences  of  opinion.  Some  believed  that,  although  it 
would  be  most  desirable  to  have  water  absolutely  pure, 
yet  there  were  considerations  weighing  somewhat  strongly 
in  favour  of  obtaining  water  from  convenient  streams,  as 
high  up  the  source  as  practicable,  .and  to  apply,  in  con- 
nection with  such  supply,  the  most  efficient  means  of 
mechanical,  and,  if  possible,  chemical  purification.  Others 
took  a  somewhat  poetical  view  with  regard  to  the  supply 
from  deep  wells,  and  utterly  ignored  the  possibility  of  any 
contamination  of  such  water,  and  seemed  to  think  that  you 
had  only  to  sink  any  number  of  wells  as  close  together  as 
they  could  be  placed  conveniently,  to  obtain  any  amount 
of  water  to  supply  a  town  of  any  size.  Those  were  points 
upon  which  differences  of  opinion  would  always  exist  until 
the  matter  was  put  to  a  practical  test  on  a  large  scale. 
Again,  many,  in  referring  to  the  hardness  of  the  water, 
said  that  companies  had  no  business  to  g^ve  hard  water ; 
that  they  had  only  to  adopt  a  softening  process,  which 
costs  little  or  nothing  ;  and  that  if  a  water  company  were 
allowed  to  supply  water  they  should  only  supply  it  in  the 
softest  condition  in  which  it  could  practically  be  produced. 
Of  course  that  was  a  very  natural  demand  from  the  point 
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of  view  of  the  consumer,  but  it  remained  to  be  seen  how,  if 
they  drew  water  from  deep  wells  for  the  supply  of  London, 
a  softening  process  could  be  carried  out  on  the  gigantic 
scale  which  would  then  be  neccasary.  With  regard  to  that 
point,  they  looked  forward  to  have  some  valuable  informa- 
tion given  them  by  Mr.  Homersham  and  also  by  Mr. 
Baldwin  Latham. 


WATER    FOR    DOMESTIC    USE. 
By  S.  C.  Homersham,  M.InstC.E. 
Water  for   domestic   use,  and    for   distribution    through 
pipes   into  dwellings  in  cities,  towns,  villages,  and   other 
places,  should  be  derived  from  sources  that  afford  adequate 
quantities  at  all  seasons,  characterised  as  being: 

1 .  Wholesome  for  drinking,  for  culinary,  and  for  other  uses. 

2.  Soft  without  having  the  power  to  dissolve  or  injure 
lead,  and  well  adapted  for  washing  the  person,  for  use  in 
baths,  and  for  use  with  soap. 

3.  Of  a  normal  uniform  temperature  at  its  source  equal 
to  the  average  of  the  climate  for  the  year,  which  in  England 
differs  but  little  from  50°  Fah. 

4.  Well  aerated,  holding  in  solution  eight  or  more  cubic 
inches  of  gases  per  gallon,  namely,  about  two  of  oxygen,  six 
of  nitrogen  ;  agreeable  and  refreshing  when  drunk. 

5  Clear,  transparent,  colourless,  bright,  and,  when  seen 
in  large  bulk,  pure  blue,  the  natural  colour  of  uncontami- 
nated  water. 

6.  Unable  to  cause  a  deposit  or  fur  in  the  utensil  in 
which  it  ma)'  be  heated  or  boiled. 

7.  Free  from  organisms,  animal  or  vegetable,  living  or 
dead,  and  any  matter  in  suspension. 

Water  in  its  natural  or  normal  condition  characterised  by 
all  these  seven  qualities  may  be  abundantly  obtained  in 
some  portions  of  the  globe.  It  abounds  in  parts  of  Brazil, 
in   parts   of  New   South    Wales,  and  doubtles.s   in   other 
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places.     Such  water,  however  is  not  abundant  in  the  United 
Kingdom. 

Here  it  is  difficult  to  find  a  source  that  will  yield  a  con- 
siderable quantity  of  soft  water  associated  with  the  other 
six  named  qualities  ;  or  to  find  a  source  that  will  yield  an 
abundant  quantity  of  soft  water  associated  with  qualities  i» 

3,  5,  7- 

Water,  inland,  is  all  derived  from  rains  that  fall  on  the 

surface.     Land,  composed  at  or  near  its  surface  of  sand, 

gravel,  chalk,  and  some  other  limestone,  absorbs  nearly  all 

the  rain  that  falls  upon  it  and  stores  in  its  pores  the  greater 

portion  below  ground.     Other  land,  consisting  of  clay, 

granite,  millstone,  grit,  and  other  impervious  rock,  absorbs 

hardly  any  of  the  rain  or  snow  that  falls  upon  its  surface. 

For  the  most  part  it  flows  ofl*  the  land  into  valleys,  and 

forms  brooks,  rivers,  or  floods.     Sometimes  the  rivers  or 

floods  are  collected  in  natural  impervious  hollows  or  basins, 

thus  forming  natural  lakes. 

Sometimes  artificial  hollows  or  reservoirs,  or  lakes,  are 

constructed  in  valleys  to  catch  and  impound  river  and  flood 

water,  to  supply  or  feed  canals,  or  to  be  stored  for  domestic 

use.    Thus  the  sources  from  which  water  can  be  obtained 

for  the  supply  of  a  population,  or  for  manufacture,  or  other 

uses,  are — 

1.  Brooks,  rivers,  and  natural  or  artificial  lakes.  These 
may  all  be  called  surface  waters. 

2.  Springs  that  often  naturally  issue  from  the  sides  of 
valleys  into  brooks  or  rivers,  and  other  subterranean  water 
stored  in  the  pores  of  rocks  below  ground,  may  be  collected 
above  ground  or  by  means  of  wells,  bore-holes,  and  under- 
ground adits  or  tunnels.  Such  water  may  all  be  termed 
subterranean  or  spring  water.  Water,  however,  whether 
surface  or  spring,  is  all  derived  from  rain  falling  on  land, 
mostly  on  uplands  or  hills.  All  brook,  stream,  or  river 
water  ultimately  finds  its  way  by  gravitation  into  the  sea 
through  uncovered  channels,  or  rivers,  that  may  be  seen, 
and  are  often  navigable,  providing  inlets  and  outlets  for 
vessels  from  the  land  into  the  ocean,  or  from  the  ocean  inland. 
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All  deep  subterranean  water  also  ultimately  finds  its  way 
into  the  ocean,  through  subterranean  pores,  fissures,  or 
channels,  often  penetrating  to  great  depths  before  doing  so. 
Thus,  at  present,  a  bore-hole  at  Richmond,  in  Surrey,  de- 
rives a  supply  from  the  surface  carried  down  to  a  depth 
of  more  than  a  quarter  of  a  mile  below  the  surface  of  the 
ocean.  The  water  from  this  bore-hole  will  naturally  rise  to 
an  altitude  of  more  than  120  feet  above  Ordnance  Datum, 
or  the  mean  level  of  the  sea. 

As  a  rule,  for  domestic  uses,  subterranean  or  spring  water 
is  greatly  to  be  preferred  to  river  or  surface  water,  more 
especially  when  it  is  derived  from  certain  beds  of  sand, 
as  then  the  water  often  possesses  the  whole  of  the  seven 
characteristics  before  described.  Large  quantities  of  sub- 
terranean water,  however,  arc  derived  from  the  chalk 
formation  in  the  south  and  soutli-east  of  England,  and  in 
Yorkshire,  and  used  for  the  supply  of  urban  and  other 
populations.  Thus  a  considerable  portion  of  inner  and 
outer  London,  and  numerous  towns  situated  on  or  near 
the  chalk  formation,  are  supplied  by  subterranean  water 
absorbed  by  the  chalk.  Aylesbury,  Brighton.  Canterbury, 
Charlton,  Deal,  Dover,  Greenwich,  Gravesend,  Hull, 
Margate,  Plumstead,  Ramsgate,  Tring,  Woolwich,  and 
many  other  places,  are  entirely  supplied  by  spring  or  sub- 
terranean water  obtained  in  this  way  from  the  chalk  forma- 
tion. This  water  has  five  out  of  the  seven  characteristics  I 
have  mentioned,  but  is  wanting  in  two,  namely,  softness  and 
non-ability  to  deposit  fur  when  boiled.  By  a  simple 
process,  however,— invented  by  the  late  Dr.  Clark,  and 
described  in  a  paper  read  before  the  Society  of  Arts  on  the 
14th  May,  1856, — both  the  quality  of  hardness  and  the 
power  to  deposit  fur  when  boiled  are  got  rid  of.  The 
process  is  a  simple  one,  and  has  now  been  in  practical  use 
for  more  than  a  quarter  of  a  century  with  great  success. 
Water  so  treated  is  greatly  admired  and  valued  by  those 
who  are  supplied  with  it. 

Surface  water,  whether  derived  from  brooks,  rivers, 
lakes,  though  the  latter  be  natural  or  artificial,  is  usually 
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soft,  and  less  liable  to  deposit  a  fur  when  boiled  than  most 
spring  or  subterranean  water.  On  the  other  hand,  it  is  not 
well  adapted  or  so  wholesome  for  drinking ;  (3)  it  is  cold 
in  winter  and  liable  to  freeze  in  distributing  pipes ; 
warm  in  summer,  and  (7)  pervaded  by  numerous  living 
organisms. 

(5.)  It  is  not  always  clear  and  bright  without  being 
filtered  (2)  and  dissolves  lead. 

Thus,  in  these  most  important  respects,  spring  or  sub- 
terranean water  is  to  be  preferred  to  river,  lake,  or  surface 
water.  Those  who  care  to  follow  this  subject  more  in 
detail,  will  find  both  the  quantity  and  quality  of  spring  or 
subterranean  water  fully  discussed  in  a  paper  I  read  before 
the  Society  of  Arts  on  the  31st  January,  1855. 

It  is  obvious,  also,  that  all  brook,  river,  or  lake  water  is 
liable  to  be  greatly  contaminated  by  becoming  mixed  with 
faded  blossoms  and  fallen  leaves  ;  by  mud,  mainly  composed 
of  decaying  vegetable  matter  and  pervaded  by  numerous 
living  organisms ;  by  manure  from  off  the  land  ;  by  the 
excreta  of  fish,  animals,  and  man,  both  liquid  and  solid, 
washed  into  it,  and  more  especially  in  times  of  floods  ;  by 
the  action  of  frost  and  other  contaminating  causes  that 
it  would  be  difficult  or  impossible  to  prevent.  Indeed, 
streams  and  rivers,  in  a  greater  or  less  degree,  must  always 
remain  the  sewer  of  a  district,  and  the  means  by  which 
surface  washings  are  conveyed  to  the  ocean. 

All  river,  lake  or  surface  waters,  more  especially  in  warm 
seasons  of  the  year,  are  found  to  be  pervaded  by  minute 
living  organisms,  vegetable  and  animal,  none  of  which  are 
found  in  uncontaminated  spring  water. 

A  paper  read  by  Mr.  Jabez  Hogg,  before  the  Society  of 
Arts,  on  the  12th  May,  1875,  will  be  read  with  interest  by 
those  who  care  to  pursue  the  subject. 

In  the  Parliamentary  Session,  1852,  a  body  of  house- 
holders deposited  plans,  and  applied  to  Parliament  for 
powers  to  supply  a  large  portion  of  London  with  softened 
spring  water  at  a  very  moderate  charge  for  drinking  and 
personal  ablution,  thus  leaving  the  old-established  com- 
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panies  who  supplied  the  Thames  water  to  continue  the 
supply  of  such  water  for  watering  roads,  for  flushing  sewers 
and  closets,  and  for  other  gross  purposes.  At  that  time, 
however,  the  Water  Companies  had  great  influence  in  the 
House  of  Commons,  so  much  so,  that  the  Grovemment 
of  the  day,  very  much,  as  I  know,  to  their  regret,  felt 
themselves  obliged  to  exert  their  influence  to  prevent 
the  powers  sought  being  granted,  in  order  to  secure 
the  passing  of  a  Government  measure  affecting  Imperial 
interests. 

As  respects  the  metropolis,  no  physical  difficulties  exist 
to  prevent  the  whole  of  the  four  millions  of  souls  inhabiting 
the  inner  and  outer  circle  from  being  copiously  supplied 
with  uncontaminated  softened  spring  water,  possessing  all 
the  seven  characteristics  I  have  named.  Indeed,  a  con- 
siderable portion  of  the  inner  and  outer  circle  is  already 
supplied  with  uncontaminated  spring  or  subterranean 
water,  though  not  (2)  of  a  soft  character  or  (6)  free  from 
depositing  a  fur  when  boiled. 

It  is  not  from  want  of  ability  to  supply  the  metropolis 
most  abundantly  with  subterranean  or  spring  water  pos- 
sessing all  the  seven  characteristics  that  the  inhabitants  are 
not  so  supplied.  The  want  of  an  uncontaminated  supply 
to  the  greater  portion  of  the  inhabitants  mainly  results 
from  want  of  the  necessary  technical  information  among 
these  who  have  to  put  up  with  the  present  supplies. 

Such  Conferences  and  discussions  as  these  we  are 
now  concerned  with  cannot  fail  to  afford  much  useful  in- 
formation to  many,  and  it  is  to  be  hoped  will  ultimately 
result  in  securing  a  more  wholesome,  a  softer,  and  a 
cheaper  supply  carried  into  the  dwellings  of  the  mass  of 
the  population. 
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SOFTENING  OF  WATER. 

By  Baldwin  Latham,  M.InstCE.,  F.G.S., 

F.R.MET.SOC.,  &c. 

From  the  remotest  period  of  antiquity,  of  which  we  have 
any  record,  the  art  of  softening  water  for  the  purposes  of 
washing  and  cleansing,  appears  to  have  been  known  and 
adopted.  Long  anterior  to  the  invention  of  soap,  of  which 
the  elder  Pliny  gives  us  the  earliest  account,  as  having  been 
first  manufactured  by  the  Gauls,  caustic  alkali  derived  from 
wood  ashes,  and  from  natural  earths,  was  used  as  a  lye. 
The  process  of  making  an  alkaline  lye  was  mentioned  by 
Aristophanes  (434  B.C),  and  also  by  Plato  (348  B.C.).  We 
have  also  a  record  in  the  volume  of  Sacred  Writ,  in 
Jeremiah  ii.,  verse  22  :  "  For  though  thou  wash  thee  with 
nitre  and  take  thee  much  soap."  The  Hebrew  word  borith 
used  in  this  passage  is  stated  by  authorities  to  refer  to  the 
vegetable  lye  of  potash,  but  in  another  passage  of  Sacred 
Writ,  Malachi  iii.,  verse  2,  where  reference  is  made  to 
**  fuller's  soap,"  the  Hebrew  word  nether  is  there  believed  to 
apply  to  a  mineral  lye  or  soda.  The  people  of  Egypt  were 
known  to  use  mineral  alkali  and  ashes  of  plants  for  the 
purpose  of  making  a  lye  for  washing  from  an  early  period, 
as  recorded  by  Pliny. 

Nitrum,  a  natural  lixivious  salt  which  is  found  in  many 
southern  countries,  was  well  known,  and  was  used  for 
washing  at  a  very  early  period.  Certain  plants,  too,  the 
juice  of  which  is  of  a  saponaceous  nature,  were  used  in 
early  days,  instead  of  soap.  Meal  and  many  kinds  of  seeds 
and  bran  were  also  used  in  connection  with  washing  opera- 
tions. The  urine  of  various  animals  kept  until  it  became 
stale  and  alkaline  was  used  in  eastern  countries  at  a  very 
early  period  ;  and  in  the  Avesta,  special  directions  are 
given  for  cleansing  and  purifying  with  the  urine  of  the 


sacred  cow.  Pliny,  in  his  'Natural  History,' states  that  if 
water  be  nitrous  or  brackish,  or  bitter,  if  some  fresh  barley 
meal  is  put  into  it,  that  within  two  hours  it  will  be  so 
amended  and  sweet  that  a  man  may  drink  thereof;  and  a 
translation  made  from  Pliny,  by  Dr.  Philemon  Holland,  in 
1634,  goes  on  to  recount  that  the  same  operation  of 
sweetening  water  may  be  effected  by  a  kind  of  chalk  which 
is  found  in  the  island  of  Rhodes  ;  and  a  description  of  clay 
which  is  found  in  Italy  will  do  the  same.  Pliny,  who  died 
A.D.  79,  records  the  manufacture  of  soap  as  being  composed 
of  tallow  and  ashes,  the  best  being  made  of  goat's  suet  and 
beechwood  ashes.  That  the  amount  of  mineral  matter  in 
water,  as  affecting  the  conditions  of  health,  was  studied  at 
a  very  early  period,  is  known  from  the  fact  that  the  hydro- 
meter was  probably  first  used  for  the  purpose  of  ascer- 
taining the  quality  of  the  water  used  for  dietetic  purposes. 
Although  the  principle  of  the  hydrometer  has  been  ascribed 
to  Archimedes,  there  is  no  record  of  this  instrument  having 
been  made  by  him.  The  earliest  record,  according  to 
Beckmann,  appears  from  a  correspondence  between  Sy- 
nesius  and  Hypatia,  the  latter  of  whom  was  assassinated, 
A.u.  415.  in  which  Synesius  states  that  he  found  himself  so 
ill  that  he  proposed  to  use  the  hydrometer,  and  requested 
Hypatia  to  at  once  procure  one  for  him.  The  mode  of 
strengthening  ordinary  lye  by  the  addition  of  lime  was 
known  in  the  time  of  Paulus  yEginela,  a  physician  who 
flourished  either  in  the  3rd  or  the  7th  century. 

Soap  is  mentioned  by  Geber  in  the  second  century,  and 
at  a  later  period  is  frequently  referred  to  by  Arab  writers, 
as  being  used  not  only  for  detergent  purposes,  but  also  for 
external  application. 

Soap  is  very  largely  used,  or  rather  wasted,  in  many 
places  in  the  present  day  for  softening  water.  It  is  now 
well  understood  that  no  useful  effect  in  washing  is  pro- 
duced until  sufficient  soap  has  been  used  to  soften  tlie  water. 

For  the  purposes  of  this  investigation,  water  may  be 
divided  into  two  classes,  hard  and  soft  Hard  ivattr  is  a 
water  which  contains  salts  of  lime,  magnesia  or  iron,  and 
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sometimes  an  amount  of  free  carbonic  acid.  A  hard  water, 
commonly  considered,  is  one  that  destroys  soap  in  washing, 
while  a  soft  water  is  one  that  does  not  destroy  soap.  A 
soft  water  may  derive  its  properties  from  an  absence  of 
earthy  salts,  or  it  may  have  become  soft  by  reason  of  the 
presence  of  certain  alkaline  salts  in  the  water,  notably  the 
salts  of  soda  and  potash. 

Hard  waters  may  be  divided  into  two  classes,  those 
which  are  permanently  hard  and  those  which  are  tem- 
porarily hard.  It  is  often  found  that  a  single  sample  of 
naturally  hard  water  partakes  of  both  these  properties.  A 
water  which  is  said  to  be  temporarily  hard  becomes  soft  by 
boiling,  as  the  hardness  is  due  to  salts  of  magnesia  or  lime 
dissolved  in  the  water  by  the  agency  of  carbonic  acid,  or 
due  to  the  presence  of  this  gas  in  a  free  state  in  the  water. 
Under  either  circumstances,  the  effect  of  boiling  the  water  a 
sufficiently  long  time  is  to  drive  off  the  carbonic  acid  gas. 
and  a  natural  softening  of  the  water  takes  place  from  the 
absence  of  this  gas,  and  the  earthy  salts  that  have  been 
held  in  solution  by  it  in  the  water. 

Water  that  is  permanently  hard  derives  this  property 
from  the  presence  of  the  same  salts  as  render  water  tem- 
porarily hard,  but  instead  of  being  combined  with  carbonic 
acid,  they  are  combined  with  sulphuric  acid,  and  to  soften 
water  that  is  permanently  hard  requires  very  different 
conditions  than  is  the  case  with  waters  that  are  only 
temporarily  hard. 

The  qualities  of  a  good  drinking  water  have  been  de- 
scribed as : — 

1st  Freedom  from  vegetable  and  animal  matter. 

2nd  Pure  aeration. 

3rd.  Softness. 

4th.  Freedom  from  earthy  mineral  or  other  foreign 
matter. 

5th.  Coolness  and  delivery  at  the  minimum  temperature. 

6th.  Lucidity  or  clearness. 

7th.  Absence  of  taste  and  smell. 

Although  many  authorities  insist  that  for  the  sake  of 
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health  a  soft  water  is  beneficial,  on  the  other  hand,  there 
are  those  who  contend  that  there  is  no  evidence  whatever  to 
show  that  even  a  hard  water  had  any  influence  upon 
health.  It  is  clear,  so  far  as  the  health  statistics  of  this 
country  are  concerned,  that  if  anything  the  results  come 
in  favour  of  persons  inhabiting  districts  having  hard 
waters.  On  the  other  hand,  it  has  been  thought  that 
particular  diseases  which  affect  particular  localities,  such 
as  cretinism  and  goitre,  are  due  to  certain  salts  of 
magnesia,  which  have  been  found  in  the  waters  of  the 
district.  Some  waters  which  are  of  remarkable  softness, 
in  which  the  softness  is  due  to  the  presence  of  certain 
alkaline  salts,  especially  those  of  soda,  may  be  quite  unfit 
for  drinking  purposes.  A  type  of  this  water  is  found  in  the 
well  supplying  the  Trafalgar  Square  fountains,  as  it  is 
stated  by  some  authorities  that  the  large  amount  of  soda 
contained  in  it,  if  taken  habitually,  acts  medicinally  upon 
the  kidneys.  It  is  also  unfit  for  washing,  as  the  water  is 
liable  to  destroy  certain  colours,  and  stains  glass.  It  is 
said  to  be  unfit  for  bathing,  as  the  soda  combines  with  the 
oily  matter  of  the  skin,  producing  a  roughness  and  liability 
of  chapping.  Water,  however,  which  is  naturally  soft,  or 
which  has  been  softened  by  means  of  a  process  like  Dr. 
Clark's,  which  does  not  add  any  new  element  to  the 
water,  has  great  advantages  for  many  purposes  ;  it  prevent*' 
incrustation  of  steam  boilers  and  household  utensils 
results  in  a  saving  of  fuel,  less  wear  and  tear  in  washing 
linen,  and  in  the  labour  of  cleansing  ;  it  saves  soap  in  all 
washing  and  cleansing  operations,  the  water  cleans  better, 
and  gives  a  better  colour  to  linen ;  and  it  is  also  stated 
to  lead  to  greater  economy  in  tea-making  and  brewing,  but] 
whether  this  is  correct  or  not  is  very  doubtful,  as  water! 
used  for  such  purposes  is  always  boiled,  and  when  used  ii 
that  state  should  be  as  soft  as  softened  water. 

The  processes  which  have  been  used  both  in  ancient  and] 
modern  times  for  softening  water  may  be  comprised  undcrj 
the  heads  of  Boiling,  Chemical  Processes,  Distilling,  Ex' 
posure,  Freezing, 
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Softening  by  Boiling. — Pliny,  in  his  *  Natural  History/ 
states  that  water  that  hath  been  once  sodden,  that  is 
boiled,  is  far  better  than  that  which  is  raw.  There  is  little 
doubt  that  the  boiling  of  water,  both  as  a  means  of  reducing 
its  hardness,  and  also  to  effect  its  purification,  was  very 
extensively  practised  in  ancient  times,  and  the  practice  of 
boiling  water  is  still  carried  on  amongst  some  of  the  older 
nations,  such  as  China  and  parts  of  India,  with  the  greatest 
possible  advantage,  both  from  an  economical  and  from  a 
sanitary  point  of  view.  The  Emperor  Nero  (A.D.  50  to  68), 
both  boiled  water  for  drinking  purposes,  and  subsequently 
cooled  it  in  glass  vessels  to  which  snow  was  externally 
applied.  The  effect  of  boiling  water  is  to  liberate  the 
carbonic  acid  which  holds  certain  alkaline  salts  in  solution, 
and  on  the  liberation  of  the  acid  these  salts  are  precipitated 
and  forms  the  coating  which  furs  our  kettles,  accumulates 
in  our  boilers,  blocks  the  circulating  pipes  of  our  water- 
heating  apparatus,  and  is  often  a  source  of  danger,  and 
always  of  expense.  The  effect  of  boiling  water,  in  order  to 
to  soften  it,  can  only  be  secured  when  this  operation  is 
sufficiently  prolonged.  The  Commissioners  appointed  to 
inquire  into  the  chemical  properties  of  the  water  of  the 
metropolis  in  185 1,  made  some  experiments  on  the  effects  of 
boiling  an  artificially  prepared  hard  water  containing  13*5 
grains  of  carbonate  of  lime  per  gallon,  and  it  was  found 
to  decrease  in  hardness  from  13-5  to  1 1  •  2  degrees  by  being 
heated  to  the  boiling  point ;  after  boiling  for  five  minutes,  it 
was  reduced  to  63  degrees,  for  fifteen  minutes  to4'4  degrees, 
for  thirty  minutes  to  2 -6  degrees,  and  for  one  hour  to  2*4 
degrees,  so  that  the  softening  effect  does  not  take  place  at 
once,  but  a  prolonged  boiling  is  required  in  order  to  produce 
the  greatest  degree  of  softening.  In  order  to  get  rid  of  the 
temporary  hardness  of  water,  sharp  boiling  for  not  less  than 
twenty  minutes  is  requisite  ;  but  boiling  water  does  not 
remove  the  hardness  occasioned  by  the  salts  which  are 
neutral ;  in  fact  the  permanent  hardness  of  the  water  is 
increased  by  boiling,  as  all  the  water  evaporated  leaves  a 
concentration  of  the  neutral  salts  in  the  remaining  water. 
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It  has  also  been  shown  that  the  alkalinity  of  w. 
after  boiling  than  when  softening  has  been  produced  by 
an  alkaline  salt  such  as  lime,  but  both  have  the  effect  of 
reducing  the  hardness  to  about  the  same  degree.  This 
increase  of  alkalinity  after  boiling  is  attributed  to  the 
concentration  of  the  neutral  salts  consequent  on  the  loss 
by  evaporation.  The  temporary  salts  held  in  solution  by 
water  are  precipitated  by  boiling,  and  it  is  these  pre- 
cipitated salts  which  cause  the  furring  of  kettles,  hot-water 
boilers,  steam  boilers,  and  hot-water  pipes,  and  have  led  to 
the  adoption  in  certain  cases  of  means  either  for  retaining 
the  salts  in  solution  in  the  water  or  of  preventing  their 
deposit  in  steam  boilers,  but  as  a  rule  with  only  partial 
success. 

Chemical  Processes  of  Softening  Water. — In  a  paper  read 
before  the  Literary  and  Philosophical  Society  of  Manchester 
in  1781,  by  Thomas  Henry,  F.R.S..  a  description  is  given 
of  a  mode  of  preserving  sea-water  by  means  of  quicklime, 
in  which  the  author  pointed  out  that  the  earthy  base 
of  magnesia  was  precipitated  in  sea-water  by  lime,  and 
its  place  taken  by  a  calcareous  salt.  He  also  referred 
in  this  paper  to  the  well-known  action  of  quicklime  on 
common  water  as  a  preservative.  The  effect  of  the  lime, 
doubtless,  upon  the  sea  and  fresh  water  was  to  induce 
abundant  precipitation,  which  dragged  down  with  it  certain 
organic  impurities,  and  as  a  consequence  the  water  re- 
mained free  from  putrefactive  influence  afterwards,  as  was 
clearly  shown  in  the  course  of  his  experiments. 

The  first  patent  for  purifying  water  by  chemical  agency 
in  this  country  was  taken  out  in  1S38,  for  precipitating  by 
muriate  of  zinc  and  salts  of  soda,  the  latter  salts  precipita- 
ting the  zinc  from  the  water,  leaving  the  water  in  a  purified 
state. 

In  1S41,  Dr.  Thomas  Clark,  of  Aberdeen,  took  out  a 
patent  for  his  well-known  and  beautiful  process  for  softening 
water,  and  which  has,  more  or  less,  been  the  basts  of  all 
other  patented  processes  of  this  description  which  have 
been  adopted  since  that  period.     Dr.  Clark  thus  describes 
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his  process,  in  a  paper  published  in  the  youmal  of  the 
Society  of  Arts  of  the  i6th  May,  1856  : — 

"  In  order  to  explain  how  the  invention  operates,  it  will 
be  necessary  to  glance  at  the  chemical  composition  and  some 
of  the  chemical  properties  of  chalk,  for  while  chalk  makes 
up  the  great  bulk  of  the  matter  to  be  separated,  chalk  also 
contains  the  ingredient  that  brings  about  the  separation. 
The  invention  is  a  chemical  one  for  expelling  chalk  by 
chalk.  Chalk,  then,  consists,  for  every  one  pound  of 
sixteen  ounces,  of  lime  nine  ounces,  carbonic  acid  seven 
ounces. 

"  The  nine  ounces  of  lime  may  be  obtained  apart  by 
burning  the  chalk,  as  in  a  lime-kiln.  The  nine  ounces  of 
burnt  lime  may  be  dissolved  in  any  quantity  of  water  not 
less  than  40  gallons.  The  solution  would  be  called  lime- 
water.  During  the  burning  of  the  chalk  to  convert  it  into 
lime,  the  seven  ounces  of  carbonic  acid  are  driven  off. 
This  acid,  when  uncombined,  is  naturally  volatile  and 
mild;  it  is  the  same  substance  that  forms  what  has 
been  called  soda-water  when  dissolved  in  water  under 
pressure. 

"  Now,  so  very  sparingly  soluble  in  water  is  chalk  by 
itself,  that  probably  upwards  of  5000  gallons  would  be 
necessary  to  dissolve  one  pound  of  sixteen  ounces  ;  but  by 
combining  one  pound  of  chalk  in  water  with  seven  ounces 
additional  of  carbonic  acid — that  is  to  say,  as  much  more 
carbonic  acid  as  the  chalk  itself  contains— the  chalk 
becomes  readily  soluble  in  water,  and  when  so  dissolved  is 
called  bicarbonate  of  lime.  If  the  quantity  of  water  con- 
taining the  one  pound  of  chalk  with  seven  ounces  additional 
of  carbonic  acid  were  400  gallons,  the  solution  would  be  a 
water  of  the  same  hardness  as  well-water  from  the  chalk 
strata,  and  not  sensibly  different  in  other  respects. 

"Thus  it  appears  that  one  pound  of  chalk,  scarcely 
soluble  at  all  in  water,  may  be  rendered  soluble  in  it  by 
either  of  two  distinct  chemical  changes ;  soluble  by  being 
deprived  entirely  of  its  carbonic  acid  when  it  was  capable 
of  changing  water  into  lime-water,  and  soluble  by  coav- 
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bining  with  a  second   dose  of  carbonic  acid,  making  up  I 
bicarbonate  of  lime, 

"Now,  if  a  solution  of  the  nine  ounces  of  burnt  lime, 
forming  lime-water,  and  another  solution  of  the  one  pound 
of  chalk  and  the  seven  ounces  of  carbonic  add,  forming 
bicarbonate  of  lime,  be  mixed  together,  they  will  so  act 
upon  each  other  as  to  restore  the  two  pounds  of  chalk, 
which  will,  after  the  mixture,  subside,  leaving  a  bright  water 
above.  This  water  will  be  free  from  bicarbonate  of  lime, 
free  from  burnt  lime,  and  free  from  chalk,  except  a  very 
little,  which  we  keep  out  of  account  at  present  for  the 
sake  of  simplicity  in  this  explanation.  The  following 
table  will  show  what  occurs  when  this  mutual  action  takes  | 
place . — 


:;}=- 


Agents. 
Bicarbonate  oflime  inlChalk  |6  of. 

400  gallons  /  wiih  carbonic  »eid  7 

Buml  lime  in  40  gallons  of  lime-waleT     .     9 


"  A  small  residuum  of  the  chalk  always  remains  not 
separated  by  the  process.  Of  17^  grains,  for  instance,  con- 
tained in  a  gallon  of  water,  only  16  grains  would  be 
deposited,  and  14-  grains  would  remain.  In  other  words, 
water  with  17-^  degrees  of  hardness  arising  from  chalk,  can 
be  reduced  to  14^  degrees,  but  not  lower, 

"  These  explanations  will  make  it  easy  to  comprehend 
the  successive  parts  of  the  softening  process, 

"  Supposing  it  was  a  moderate  quantity  of  well-water 
from  the  chalk  strata  around  the  metropolis  that  we  had  to 
soften,  say  400  gallons.  This  quantity,  as  has  already  been 
explained,  would  contain  one  pound  of  chalk,  and  would 
fill  a  vessel  4  feet  square  by  4  feet  deep, 

"  We  could  take  9  ounces  of  burnt  lime  made  from  soft 
upper  chalk  ;  we  first  slack  it  into  a  hydrate  by  adding  a 
little  water.  When  this  is  done,  we  would  put  the  slacked 
lime  into  the  vessel  where  we  intend  to  soften,  then 
gradually  add  some  of  the  water  in  ordt-r  to  form  lime-water. 
For  this  purpose  at  least  40  gallons  are  necessary,  but  we 
may  add  water  gradually  till  we  have  added  thrice  as  much 
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as  this  ;  afterwards  we  may  add  the  water  more  freely 
taking  care  to  mix  intimately  the  water  and  the  lime-water 
or  lime.  Or  we  might  previously  form  saturated  lime- 
water,  which  is  very  easy  to  form,  and  then  make  use  of 
this  lime-water  instead  of  lime,  putting  in  the  lime-water 
first  and  adding  the  water  to  be  softened.  The  proportion 
in  this  case  would  be  one  bulk  of  lime-water  to  ten  bulks 
of  the  hard  water. 

"  It  is  of  importance  that  the  lime,  or  lime-water,  that  is 
the  softening  ingredient,  be  put  into  the  vessel  first,  and  the 
hard  water  gradually  added,  because  there  is  thus  an  excess 
of  lime  present  up  to  the  very  close  of  the  process,  and  this 
circumstance  is  found  to  render  the  precipitation  of  the 
carbonate  of  lime  produced  in  the  process  more  easy. 

•*  But  what  you  will  wish  to  know  now  is,  by  what  mark 
is  the  conductor  of  the  process  to  find  out  when  there  is 
enough  of  water  to  take  up  the  last  of  the  excess  of  lime, 
so  as  to  be  enough,  but  no  more. 

"  This  is  done  by  what  has  been  called  the  silver  test,  the 
only  test  necessary  to  the  operator  after  the  process  is  fairly 
set  a-going.  This  test  is  a  solution  of  nitrate  of  silver,  in 
twice-distilled  water,  in  the  proportion  of  an  ounce  per  pint 
In  making  use  of  the  silver  test  with  ordinary  waters,  we 
get  a  white  precipitate  ;  but  if  the  water  have  in  it  a  notable 
excess  of  lime-water,  there  is  a  light  reddish-brown  pre- 
cipitate produced  ;  but  if  the  excess  be  very  slight,  we  only 
get  a  feeble  yellow  precipitate.  The  way  we  make  use  of  the 
test  is  to  let  two  or  three  drops  of  it  fall  on  the  bottom  of  a 
white  tea-cup  ;  then  add  the  water  somewhat  slowly  ;  then 
if  there  be  the  slightest  excess  of  lime,  a  yellow  colour  will 
show  itself." 

It  may  be  here  mentioned  that  a  more  delicate  test  than 
the  silver  test  for  ascertaining  if  there  is  an  excess  of  lime 
in  the  water,  consists  in  using  a  solution  of  cochineal,  the 
natural  colour  of  which  is  yellowish-red,  which  is  turned 
violet  in  the  presence  of  alkalies ;  and  other  agents  are 
now  used  to  show,  by  distinct  colour,  or  its  absence,  if  there 
is  an  excess  or  not  of  lime  in  the  softened  water. 
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According  to  Dr.  Clark's  scale,  one  degree  of  hardness 
means  that  there  is  one  grain  of  chalk  in  a  gallon  of  water. 
According  to  the  scale  introduced  by  Dr.  Frankland,  in  the 
sixthreport  of  the  Rivers  Pollution  Commissioners,  parts  per 
100,000  are  used,  or  one  grain  of  chalk  in  100,000  grains  of 
water,  so  that  it  is  necessary,  in  considering  the  reports  of 
the  Rivers  Pollution  Commissioners,  to  bear  in  mind  this 
difference  of  degrees  of  hardness.  To  reduce  the  hardness 
to  parts  per  gallon,  or  to  the  Clark  scale,  it  is  necessary  to 
multiply  by  7  and  divide  by  10. 

Hard  water  decomposes  soap.  The  amount  of  soap 
ascertained  by  Dr.  Clark  to  be  wasted  before  softening  the 
water,  is  equivalent  to  2  ounces  for  each  degree  of  hardness 
for  every  lOO  gallons.  Dr.  Clark  introduced  a  soap  test,  or 
a  means  by  which  a  solution  of  soap  is  made  to  at  once 
indicate  the  degree  of  hardness  of  a  water.  When  pure 
chalk  is  burnt  into  lime,  one  pound  is  converted  into  9 
ounces  of  lime,  and  this  quantity  is  soluble  in  40  gallons  of 
water.  Beyond  this,  lime  is  not  soluble  in  water,  so  that 
clear  lime-water  always  possesses  a  kno^^Ti  composition, 
This  amount  of  lime  is  equivalent  to  98-43  grains  per  gal- 
lon. As  one  particle  of  lime  will  remove  '-^  =  i  "J7y  of  chalk, 
it  follows  that  98 •  43  X  i"777  =  174 "9.  or  the  numberof  gal- 
lons of  water  one  degree  of  hardness  which  one  gallon  of  lime 
water  will  soften.  In  practice,  however,  while  theoretically 
1 75  gallons  of  water  of  one  degreeof  hardness  may  be  softened 
by  one  gallon  of  lime-water,  owing  to  the  impurities  in  the 
lime,  probably  not  more  than  130  to  150  gallons  would  be 
softened,  so  that,  to  arrive  at  the  amount  of  lime-water 
necessary  to  soften  hard  water,  if  we  divide  130  by  the 
degrees  of  hardness  according  to  Clark's  scale,  it  will, 
generally,  roundly  represent  the  number  of  gallons  of 
water  which  can  be  softened  by  one  gallon  of  lime-water. 

It  is  found  in  practice  that  neither  by  boiling  nor  by  the 
time  process  can  all  the  hardness  which  is  termed  "  tem- 
porary hardness"  be  removed  ;  in  fact,  a  small  quantity  of 
chalk,  to  the  extent  of  one  part  in  50,000  parts,  is  .soluble  in 
water,  and  still  remains  in  solution  after  the  process.     In 
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practice,  however,  lo-iiths  of  the  whole  of  the  temporary 
hardness  may  be  removed  by  the  lime  process.  In  carrying 
out  the  Clark  process,  the  lime-water  is  usually  applied 
owing  to  the  fact  that  it  is  a  standard  liquid  containing'  a 
known  quantity  of  lime,  although  cream  of  lime  is  sometimes 
used  with  advantage.  Large  tank  space  is  required  to  carry 
out  the  Clark  process,  three  tanks  ordinarily  being  required, 
one  for  filling  up,  another  for  drawing  down,  and  a  third 
in  reserve  while  cleansing  is  going  on,  and  each  tank 
should  hold  a  day's  supply. 

It  is  a  point  of  importance  to  know  that  the  salts  of  iron 
may  be  readily  removed  by  the  application  of  lime.  This  the 
author  found  in  the  case  of  a  water  works  at  Horsham,  where 
the  water  was  so  highly  charged  with  iron,  that  everything 
it  touched  was  discoloured  ;  but  by  the  application  of  lime 
the  whole  of  the  iron  was  removed.  It  should  also  be  noted 
that  the  process  has  a  marked  effect  in  removing  organic 
matter  from  water.  This  was  shown  by  the  Rivers  Pollu- 
tion Commissioners  and  by  the  analysis  published  by  Pro- 
fessor Wanklyn,  especially  in  the  marked  diminution  in 
the  amount  of  albuminoid  ammonia.  The  great  objection 
raised  against  soft  water  has  been  its  liability  to  produce 
lead  poisoning ;  but  the  consensus  of  opinion  is  that  water 
softened  by  the  Clark  process  is  not  liable  to  attack  lead^ 
which  is  a  point  of  very  considerable  importance  in  favour 
of  the  process. 

Dr.  Clark's  process  was  first  carried  out  by  the  Woolwich 
and  Plumstead  Waterworks  Company,  where  it  was  shown 
that  the  water  was  successfully  softened  from  23  degrees  to  7 
degrees.  These  works  weresubsequently  bought  by  the  Kent 
Waterworks  Company,  and  the  process  of  softening  the  water 
was  discontinued.  An  experiment  was  also  made  at  the 
Chelsea  Waterworks  Company's  works,  the  result  of  which 
is  set  forth  in  the  following  Table : — 
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Thames  Water  at  the  Chelsea  Waterworks. 


iSsi. 

°„-sr^ 

limmK. 

.1^. 

Februai;  24 
March         I 

April           17 

140 
141 

•5-5 

45 
3'75 
5° 
4-8 

3-6 

The  river  was  in  good  condition.  The 
mixing  was  compleled  in  10  hows. 

The  river  was  in  good  condition.  The 
miiiog  was  completed  in  9?  hours. 

The  river  was  in  flood,  nod  the  flood  tinge 
was  retained  after  liming. 

tinge  not  removed. 
The  nver  in  an  average  canditioo. 

In  the  course  of  experiments  made  in  softening  various 
waters,  it  was  observed  that,  if  the  water  was  at  all  tinted, 
the  softening  process  did  not  clear  it ;  but  there  was  a 
tendency  for  the  matters  separated  to  remain  in  suspension 
in  such  water,  so  that  it  was  considered  expedient,  in 
softening  river-water,  that  the  water  should  be  filtered  until 
quite  bright  before  it  undergoes  the  softening  process. 

It  may  be  here  mentioned  that,  in  1852,  a  patent  was 
appiied  for  (W.  B.  Bowditch)  to  treat  water  with  day  and 
alkali,  and  subsequently  filtering. 

Mr.  Phillip  H.  Holland,  M.R.C.S.,  late  Inspector  to  the 
Burial  Act  Office,  suggested,  as  an  addition  to  the  Clark 
process,  the  use  of  oxalate  of  ammonia  or  soda,  to  further 
reduce  the  hardness  of  the  water  after  treatment  by  this 
process.  The  use  of  carbonate  of  soda  for  softening  water 
has  been  known  throughout  the  whole  country  by  tea- 
makers  from  an  early  period.  This  salt  added  to  water 
acts  on  the  bicarbonate  of  lime  and  magnesia,  and  pre- 
cipitates chalk  and  carbonate  of  magnesia.  It  also 
decomposes  tlie  sulphates  of  lime  and  magnesia,  pre- 
cipitating the  lime  and  magnesia,  while  the  soda  remains 
in  solution,  so  that  the  permanent  hardness  of  the  water 
is  reduced  by  the  use  of  this  salt.  The  Rivers  Pollu- 
tion Commissioners  of  1 874  state,  in  their  sixth  report,  with 
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reference  to  the  use  of  carbonate  of  soda,  that  "  the  hard- 
ness of  water  is  almost  exclusively  caused  by  the  presence 
in  solution  of  the  bicarbonates  and  sulphates  of  lime  and 
magnesia.  These  salts  are  all  decomposed  by  carbonate 
of  soda,  slowly  in  the  cold,  but  rapidly  when  the  water 
is  hot,  insoluble  carbonates  of  lime  and  magnesia  being 
deposited  or  precipitated  as  a  fine  mud,  while  soluble 
bicarbonate  and  sulphate  of  soda  are  formed."  The  process, 
however,  of  using  soda  is  much  more  expensive  than  the 
ordinary  lime  process,  above  4|  times  as  much  soda  being 
required  to  produce  the  same  results  as  in  the  case  of  lime. 
An  old  receipt  for  softening  water,  and  useful  for  some 
domestic  purposes,  is  as  follows : — Dissolve  6  lbs.  of  pearl- 
ash  or  sub-carbonate  of  soda  in  a  gallon  of  soft  water, 
boil  the  solution,  and  when  boiling  add  2  ozs.  of  soap,  and 
stir  until  all  the  soap  is  dissolved.  When  this  solution  is 
added  to  water  to  be  softened,  the  carbonate  of  soda  and 
the  soap  combining  with  the  salts  producing  both  tem- 
porary and  permanent  hardness,  form  an  insoluble  com- 
pound by  the  combination  with  the  soap,  which  coagulates 
and  rises  to  the  surface  of  the  water,  and  may  be  skimmed 
off. 

As  any  of  the  earthy  alkaline  earths  may  be  used 
instead  of,  or  in  addition  to,  lime,  it  is  not  surprising  that, 
since  the  date  of  Clark's  patent,  numerous  patents  have 
been  taken  out  for  softening  and  purifying  water  in  which 
lime,  in  combination  with  other  alkaline  earths,  have  been 
proposed.     For  example  : — 

In  1849,  Mr*  John  Horsley  took  out  a  patent  for  the  use 
of  calcined  or  caustic  barytes,  phosphate  of  soda,  oxalic  acid, 
or  preparations  of  these  substances. 

In  1850,  lime,  in  combination  with  chloride  of  barium, 
was  patented 

In  1852,  hydrate  of  potass  and  hydrate  of  sod^clay,  and 
alkalies  were  the  subject  of  separate  patents. 

In  1853  and  1854,  hydrate  of  barytes,  and  hydrate  of 
strontia  formed  the  subject  of  patents. 

In  1855,  a  patent  was  taken  out  for  a  powder  containing 
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oxalate  of  ammonia,  peroxide  of  manganese,  and  char- 
coal. 

In  1856,  silicate  of  soda,  in  combination  with  carbonate 
of  soda,  was  patented. 

In  1856,  bicarbonate  of  soda  and  oxalic  acid,  in  crystaU, 
were  again  proposed  to  be  used. 

In  1856  and  1857,  carbonic  acid  was  proposed  to  be 
introduced  in  conjunction  with  hydrate  of  lime. 

In  iS6o,  bicarbonate  of  soda  and  silicate  of  soda  were 
again  twice  patented. 

In  1862,  the  ordinary  lime  process  was  re-patented. 

In  1S63,  the  use  of  chloride  of  barium  was  patented. 

In  1865,  hype rmangan ate  of  potash,  carbonate  of  soda, 
alum  and  neutralised  aluminite,  or  a  solution  of  iron 
was  proposed  ;  and  in  another  patent,  sequi -sulphate  of 
alumina  was  proposed  as  a  means  of  purifying  water.  In 
another  patent  taken  out  in  1865  the  use  of  soda  and  lime 
is  again  patented. 

In  1866,  a  patent  was  taken  out  by  a  Mr,  J-  W,  Tobin 
for  an  improvement  on  the  Clark  process  for  mixing  the 
lime  and  filtering. 

In  1866,  the  use  of  chlorine  and  permanganates,  in  com- 
bination with  any  alkaline  earth,  was  patented. 

In  1867,  a  patent  was  taken  out  for  a  preparation  in  a 
portable  form,  consisting  of  marsh  mallow,  linseed,  bran, 
starch,  gum,  or  any  softening  emollient,  for  the  purpose  of 
softening  water  for  ablution  purposes. 

In  1868,  the  use  of  barytes  was  again  patented,  and  the 
precipitate  removed  in  vessels  of  a  cellular  form. 

In  1 869,  the  use  of  steam  applied  to  water  as  a  means  of 
softening  it  was  patented,  the  particles  subsiding  on  shelves 
arranged  in  a  vertical  vessel. 

In  1872,  unslaked  lime  and  sulphate  of  scxia  were 
patented  as  a  means  of  purifying  water. 

In  1873,  the  lime  process,  in  conjunction  with  a  mixing 
and  filtering  arrangement,  was  patented ;  also  lime,  car- 
bonate of  soda,  chloride  of  barium,  or  other  reagent  in 
conjunction  with  filtering. 
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In  1874,  the  treating  of  water  with  lime  and  carbonate 
of  soda  in  combination  with  filtration  was  proposed. 

In  1875,  the  lime  process  pure  and  simple,  and  in 
combination  with  other  reagents  and  filtering,  was 
patented. 

In  1876,  the  lime  process  in  combination  with  filter 
presses  was  first  patented  by  Mr.  Porter. 

In  1877,  the  use  of  oxide  of  magnesia  and  basic  carbonate 
of  magnesia  was  proposed  ;  also  the  use  of  a  carbonate  of 
potassa,  silicate  of  soda,  and  nitre  cake,  used  separately  or 
combined. 

In  1878,  a  patent  was  taken  out  for  combining  bicar- 
bonate of  soda  with  the  lime  process,  and  filtering  upon  the 
Porter-Clark  plan. 

In  1879,  Mr.  Porter  took  out  an  additional  patent  for 
carrying  out  automatically  the  softening  and  purifying  of 
water.  In  the  same  year  phosphoric  acid  and  phosphate 
of  lime  were  proposed  as  a  means  of  softening  water. 

In  1880,  the  means  of  automatically  carrying  out  the 
softening  process,  and  adjusting  the  quantities  by  means 
of  an  arrangement  of  ball  valves  in  a  cistern,  was  patented. 

In  1 88 1,  Mr.  Porter  took  out  a  further  patent  for  the 
automatic  regulation  of  the  supply  of  the  solution  of 
lime. 

In  1 88 1,  Mr.  Atkins  took  out  a  patent  for  treating  water 
with  lime,  and  subsequently  filtering  through  a  specially 
constructed  filter. 

In  1882,  an  apparatus  for  softening  and  clarifying  water 
was  proposed,  in  which  sloping  shelves  in  a  vertical  vessel 
were  used,  the  water  entering  the  bottom  of  the  vessel  and 
flowing  oflf  at  the  top  ;  or  concentric  cylinders  overflowing 
from  one  to  another  might  also  be  used  with  the  same 
object 

In  1883,  Messrs.  Gaillet  and  Huet's  apparatus  for 
softening  water  was  patented,  consisting  of  sloping  and 
V-shaped  shelves  in  a  vertical  vessel,  the  water  entering  at 
the  bottom  and  flowing  out  at  the  top. 

The  use  of  steam  and  caustic  soda  was  also  patented. 


A  patent  was  also  taken  out  for  the  use  of  phosphate  of 
soda,  and  an  apparatus  for  measuring  the  water  and  Hme  to 
be  used  in  the  softening  process. 

Modern  Inventiom  for  Softening  Water. — The  modem 
inventions  for  carrying  out  the  Clark  process  may  be 
described  as  the  application  of  machinery  to  the  saving  of 
time,  space,  and  labour.  Of  those  in  general  use,  dealing 
with  them  in  the  order  of  date,  the  Porter-Clark  process 
comes  first.  In  the  ordinary  Clark  process,  lime-water,  in 
known  quantity,  is  first  admitted  into  a  tank,  to  which  the 
water  to  be  softened  is  added.  However,  in  some  cases 
the  lime-water  and  the  hard  water  are  allowed  to  flow  in 
together  into  the  tank,  but  it  was  considered  by  Dr.  Clark  to 
be  an  advantage,  in  carrying  out  his  process,  for  the  hard 
water  to  be  brought  into  contact  with  an  excess  of  lime- 
water  in  the  first  instance,  which  was  let  into  the  tank 
before  the  water  to  be  softened  was  added.  In  the  ordinary 
Clark  process,  not  less  than  sixteen  hours  were  required  for 
the  softening  and  subsidence  of  the  matters  separated  from 
the  softened  water.  In  the  Porter-Clark  process,  instead  of 
allowing  the  particles  of  carbonate  of  lime  to  separate  and 
subside,  a  brisk  agitation  is  maintained,  so  that  these 
particles  remain  in  suspension  to  permit  chemical  reaction 
with  the  lime,  and  the  purification  of  the  hard  water,  which, 
when  completed,  is  passed  onward  to  filter  presses,  where 
the  carbonate  of  lime  adheres  to  the  filtering  cloth.  The 
subsequent  operations  of  filtering  through  the  deposit  on 
the  cloth  then  takes  place,  and  the  water  is  passed  away  at 
once  in  fit  state  for  use,  so  that  the  process  is  continuous  in 
its  action,  and  may  be  carried  on  just  as  quickly  as  water 
can  be  pumped  from  a  well,  provided  the  apparatus  is  of 
sufficient  capacity  to  allow  time  for  the  water  to  remain  to 
contact  with  the  lime  in  passing  through  the  machine. 
The  lime  in  this  case  is  passed  through  horizontal  cylinders, 
which  are  termed  lime-churns,  and  is  constantly  churned  up 
with  water,  and  the  lime-water  so  made  is,  by  suitable 
arrangements,  allowed  to  mix  with  the  ordinary  water  in 
proper  proportions,  after  which  it   is  again  agitated,     Mr. 
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Porter  has  also  an  apparatus  by  which,  instead  of  using 
ordinary  filter  presses,  he  can  use  filter  frames,  and  where 
power  is  not  available,  he  also  suggests  a  means  of  working 
the  process  without  such  power.  In  some  cases  the  power 
obtained  from  the  pressure  of  the  water  is  utilised  for 
working  the  apparatus.  An  apparatus  of  this  description 
may  be  seen  at  the  Camden  Town  locomotive  sheds  of  the 
London  and  North  Western  Railway,  and  the  apparatus 
may  also  be  seen  at  work  within  this  Exhibition. 

The  Atkins  Process  is  also  a  modification  of  the  Clark 
process,  by  which  the  space  formerly  required  is  reduced. 
The  lime  is  put  into  a  vessel  where  lime-water  is  formed, 
and  this  water  is  allowed  to  mix  in  its  proper  proportion 
with  the  water  to  be  softened  in  a  specially  arranged  mix- 
ing vessel,  after  which  it  passes  into  a  reservoir  of  small 
dimensions.  From  this  reservoir  it  is  conveyed  to  filtering 
vessels  which  contain  a  special  arrangement  of  filter,  con- 
sisting of  a  series  of  chambers  mounted  upon  a  central  hollow 
shaft,  these  disc  chambers  being  covered  with  prepared 
canvas,  upon  which  the  deposit  of  chalk,  &c.,  adheres,  and 
through  which  the  softened  water  filters.  The  filters  are 
cleansed  by  means  of  revolving  brushes.  The  apparatus 
does  not  require  power  to  maintain  it  while  at  work,  the 
only  power  used  being  that  necessary  to  give  motion  to 
the  brushes  when  the  apparatus  is  cleansed.  The  system 
may  be  seen  at  work  at  the  Henley-on-Thames  Waterworks, 
and  at  other  places. 

In  the  Process  of  M,  Maignen^  a  powder  is  used  which  the 
inventor  calls  "  Anti-calcaire."  This  powder  is  made  of 
variable  composition  in  order  to  suit  the  special  character- 
istics of  the  water  to  be  treated,  the  ingredients  used  for 
ordinary  hard  water  being  lime,  soda,  and  alum  in  suitable 
proportions.  In  the  apparatus,  which  is  at  work  at  the 
International  Health  Exhibition  for  softening  water  for 
some  of  the  breeding  tanks,  the  water  entering  the  appa- 
ratus gives  motion  to  a  water-wheel,  which  in  its  turn  works 
an  arrangement  for  distributing  a  given  quantity  of  the 
softening  agent,  and   causing  it  to  pass  into  the  water. 
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The  water  is  then  allowed  to  subside  in  a  small  tank,  and 

is  eventually  filtered  through  filters  covered  with  asbestos 
cloth,  the  basis  of  the  filter  being  similar  to  that  of  the 
"  Filtre  Rapidc."  A  part  of  the  carbonate  of  lime  and 
magnesia  deposited  from  the  water  adheres  to  the  filtering 
surface,  and  the  softened  water  fillers  through  it  The 
apparatus  may  be  seen  at  work  in  this  Exhibition. 

The  Process  of  Messrs.  Caillet  and  Hiiet. — In  this  process, 
which  was  patented  in  February,  1883,  the  patentees  make 
use  of  certain  known  agents,  the  patent  itself  applying  to 
the  apparatus  used  for  the  purpose  of  producing  the  results 
after  the  chemicals  have  been  applied.  The  agents  they 
propose  are  lime  and  caustic  soda.  Whenever  the  water 
contains  organic  matter,  they  use  salt  of  alumina  or  iron  in 
addition.  Iron,  however,  is  not  recommended  in  any  case 
where  the  water  is  required  for  washing  purposes.  The 
apparatus  consists,  virtually,  of  a  series  of  tanks  in  duplicate, 
in  which  the  chemicals  are  mixed,  and  these  enter  a 
vertical  pipe  in  proper  proportion  to  the  water  to  be 
softened,  and  which  communicates  with  the  bottom  of  an 
upright  chamber  divided  by  a  series  of  sloping  shelves, 
through  which  the  water  gradually  works  upwards  in  a  zig- 
zag path.  These  shelves  slope  in  one  direction,  and  are  of 
V  shape,  so  that  as  the  deposit  takes  place  it  accumulates 
at  one  point,  at  which  there  is  an  opening  ordinarily  closed 
by  a  tap,  and  when  any  tap  is  open  the  deposit  on  the 
sloping  shelf  communicating  with  it  is  washed  out.  The 
apparatus  appears  to  be  extremely  simple  in  its  design,  but 
its  eiiiciency  has  yet  to  be  tested,  although  it  is  at  work 
at  Messrs.  Duncan's,  Victoria  Docks,  where  the  water  is 
reduced  from  24  degrees  to  6  degrees  and  the  Thames  wal 
is  reduced  from  16  degrees  to  3  degrees. 

Purification  by  Distilling. — It  is  not  necessary  to  devote 
any  large  amount  of  attention  to  the  question  of  purifying 
water  by  the  process  of  distillation.  The  process  is  one 
which  has  been  used  from  remote  periods  in  order  to 
produce  absolutely  pure  water,  and  during  the  last  forty 
years  very  great  improvements  have  been  adopted  in  order 
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to  bring  this   process  into   more  general  application  in 
connection    with    the    purposes  of  water  supply.       The 
difficulty  of  obtaining  absolutely  pure  water  is  practically 
exemplified  by  this  process,  for  in  attaining  this  result, 
unless  the  water  is  distilled  some  two  or  three  times,  and 
every  time  a  large  proportion  of  the  residue  is  discarded, 
pure  water  cannot  be  obtained.     In  the  case,  however,  of 
water  distilled  for  dietetic  purposes,  it  is  not  necessary  to 
carry  out  the  process  to  the  extent  required  in  procuring 
water  for  some  chemical  purposes.     It  has  generally  been 
considered  that  distilled  water  lacks  aeration,  and  on  this 
account  it  has  been  strongly  recommended  that  it  should 
be   filtered       The  great  improvements  in  the  process  of 
distillation  are  due  to  Dr.  Normandy,  whose  first  patent, 
taken  out  in  185 1,  has  been  improved  upon  by  many  sub- 
sequent patents.     The  process  has  been  adopted  with  the 
greatest  possible  advantage  in  many  of  our  ocean  steamers, 
and  the  preservation  of  the  health  of  the  crews  and  pas- 
sengers visiting  countries  liable  to  the  ravages  of  epidemic 
disease  is,  in  a  great  measure,  due  to  the  use  of  this  process. 
It  is  generally  believed  by  many  high  sanitary  authorities 
that  if  this  system  were  adopted  at  malarious  stations,  one 
of  the  largest  channels  by  which  infection  is  disseminated 
would  be  effectually  closed.     Dr.  Macnamara  states  that 
on  our  ocean  steamers,  "  as  a  general  rule,  condensed  sea- 
water  is  employed  for  drinking  purposes,  which,  although  it 
may  not  be  always  very  palatable,  must  obviously  be  free 
from  all  chance  of  choleraic  contamination  ; ''  and  this  is 
one  of  the  great  safeguards  to  Europe  against  the  spread  of 
cholera. 

Softening  by  Exposure. — The  exposure  to  the  air  of  water 
containing  salts  which  are  held  in  solution  by  carbonic  acid 
causes  a  loss  of  carbonic  acid.  Water  of  deep  wells  which 
has  been  in  contact  with  chalk  and  other  rocks  often 
contains  free  carbonic  acid  by  exposure,  especially  under 
the  inequalities  of  diurnal  temperature,  the  original  charge 
of  ground  air  is  got  rid  of,  and  pure  atmospheric  air  takes 
its  place.     On  exposure  to  air,  hard  waters  are  especially 


liable  to  develop  vegetable  growth.  A  few  days'  exposure 
of  very  hard  water  in  the  summer  time  will  soon  develop 
green  confervoid  growth,  and  so  soon  as  this  growth  takes 
place,  carbonic  acid  is  rapidly  used  up  by  it,  so  that  the  bi- 
carbonates  in  the  water  are  soon  converted  into  simple 
carbonates,  and  are  precipitated.  Water,  therefore,  ex- 
posed to  air  undergoes  a  chemical  metamorphosis ;  the 
bicarbonates  of  lime  and  magnesia  are  converted  into  car- 
bonates, and  are  precipitated,  and  it  is  in  this  way  that 
exposure  assists  in  softening  water. 

Softening  by  Freezing. — Pliny,  speaking  of  the  quality 
of  water  and  of  the  controversy  going  on  in  his  time 
amongst  physicians  as  to  the  use  of  water,  says  that  some 
people  preferred  rain-water  above  all  others,  because  it  is 
the  lightest.  He  also  says  that  some  prefer  "  snow-water 
before  that  which  cometh  down  in  showers  ;  and  the  water 
of  ice  dissolved  before  the  olher  of  melted  snow,"  and  he 
goes  on  to  say  that  the  rain,  snow,  and  ice  are  all  lighter 
than  those  which  spring  out  of  the  earth,  and  ice  amongst 
the  rest  far  lighter  than  any  water  in  proportion.  Ice 
taken  from  hard  or  other  impure  waters,  if  found  to  be 
perfectly  crystalline  and  free  from  air  bubbles,  will  produce, 
on  melting,  a  water  as  soft  as  that  of  distilled  water.  If, 
however,  the  ice  contains  air  bubbles  or  cavities  of  any 
description,  such  water  will  not  be  entirely  pure.  Some 
years  ago  the  author  made  an  extensive  series  of  experi- 
ments upon  the  degree  of  purity  which  might  be  arrived  at 
by  freezing  water,  when  it  was  shown  that  the  act  of 
freezing  may  be  carried  to  such  an  extent  as  to  produce,  in 
the  remaining  water,  a  precipitation  of  the  salts  in  solution  ; 
but  ice  frozen  upon  very  superficial  water  was  found  liable 
to  have  the  impurities  frozen  in  it  which  adhered  to  the 
under  sides  of  the  ice,  and  which  became  embedded  in  it 
by  subsequent  freezing  ;  but  water  which  has  been  largely 
deprived  of  air  by  boiling  or  exposure,  upon  being  frozen, 
if  perfectly  crystalline,  will  produce  absolutely  pure  water. 
Several  patents  have  been  taken  out  with  a  view  to 
freezing  sea-water  so  as  to  furnish  a  supply  of  fresh  water 
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on  board  ship,  but  such  processes  will  not  compete,  from 
an  economical  point  of  view,  with  the  process  of  distillation. 

Geological, — The  geological  formations  which  furnish 
water  of  a  quality  suitable  to  be  softened  are  those  of  the 
dolomitic  or  magnesian  limestone,  which  gives  great  hard- 
ness to  water,  for  while  salts  of  lime  render  water  hard  and 
troublesome,  in  washing,  those  of  magnesia  cause  the  water 
to  curdle,  and  render  it  considerably  more  disagreeable  for 
washing  and  ablution.  The  mountain  limestone,  which  is 
ordinarily  of  an  impermeable  nature,  does  not  yield  water 
of  such  a  hard  quality  as  those  of  the  magnesian  limestone. 
The  waters  of  the  oolite  and  chalk  are  chiefly  hard  from 
what  has  been  termed  temporary  hardness,  that  is  due  to  the 
presence  of  bicarbonates  of  lime  and  magnesia  in  the  water, 
which  may  be  got  rid  of  by  boiling,  or  by  the  lime  process. 
The  waters  of  the  new  red  sandstone  and  Permean  beds 
vary  considerably  in  hardness  ;  many  of  them  have  a  con- 
siderable permanent  degree  of  hardness,  but  there  are  none 
of  them  which  may  not  be  softened  to  a  great  extent  by  the 
adoption  of  the  lime  process,  while  this  process,  in  com- 
bination with  the  other  alkaline  earths,  such  as  soda,  when 
the  water  is  not  intended  to  be  used  for  dietetic  and  wash- 
ing purposes,  will  still  further  reduce  the  hardness  of  these 
waters. 

The  surface  wells  of  the  country,  usually  sunk  in  drift 
covering  various  geological  formations,  furnish  water  of 
various  degrees  of  hardness.  Scarcely  any  such  wells 
yield  a  soft  water,  and  in  most  instances,  when  these  wells 
are  sunk  in  populous  places,  in  addition  to  their  natural 
hardness,  the  waters  are  highly  polluted,  and  such  waters 
ought  never  to  be  used  for  dietetic  purposes,  unless  they 
are  first  boiled. 


ON  THE  DETECTION  OF  SEWAGE 
CONTAMINATION  BY  THE  USE  OF 
THE  MICROSCOPE,  AND  ON  THE 
PURIFYING  ACTION  OF  MINUTE 
ANIMALS  AND  PLANTS. 

By  H.  C.  SoRBY,  LL.D..  F,R.S. 

By  studying  with  the  microscope  the  solid  matters 
deposited  from  the  water  of  a  river,  the  previous  con- 
tamination with  sewage  can  usually  be  detected  without 
any  considerable  difficulty.  If  the  amount  be  serious,  the 
characteristic  particles  of  human  excrement  can  easily  be 
seen  ;  and  even  if  it  is  small,  and  has  been  carried  a  long 
way  by  the  current,  it  can  usually  be  recognised  by  means 
of  the  hairs  of  oats  derived  mainly  from  the  droppings  of 
horses,  which  resist  decomposition  for  a  long  time,  and  are 
not  consumed  as  food  by  minute  animals.  I,  however,  do 
not  propose  to  enter  into  detail  in  connection  with  this  part 
of  my  subject,  but  specially  desire  to  call  attention  to  the 
connection  between  the  number  of  minute  animals  and 
plants,  and  the  character  of  the  water  in  which  they  live, 
and  also  to  their  influence  in  removing  organic  impurities. 

For  some  time  past  I  have  been  carefully  ascertaining 
the  number  per  gallon  of  different  samples  of  river  and  sea- 
water,  of  the  various  small  animals  which  are  large  enough 
not  to  pass  through  a  sieve,  the  meshes  of  which  arc  about 
■j-^th  part  of  an  inch  in  diameter.  The  amount  of  water 
used  varies  from  ten  gallons  downwards,  according  to  the 
number  present.  By  the  arrangements  used  there  is  no 
important  difficulty  in  carrying  out  the  whole  method  in  a 
satisfactory  manner.  I  confine  my  remarks  entirely  to 
general  mean  results. 

The  chief  animals  met  with  in  fresh  water  are  various 
entomostraca,  rotifera,  and  the  worm-like  larvz  of  insects. 
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I  find  that  the  number  per  gallon  and  percentage  relation- 
ships of  these  mark,  in  a  most  clear  manner,  changed 
conditions  in  the  water,  the  discharge  of  a  certain  amount 
of  sewage  being  indicated  by  an  increase  in  the  total 
number  per  gallon,  or  by  an  alteration  in  the  relative 
numbers  of  the  different  kinds,  or  by  both.  All  my  re- 
marks apply  to  the  warm  part  of  the  year,  and  not  to 
winter. 

It  is  known  that  entomostraca  will  eat  dead  animal 
matter,  though  probably  not  entirely  dependent  on  it 
I  have  myself  proved  that  they  may  be  kept  alive  for 
many  months  by  feeding  them  on  human  excrement, 
though  they  soon  died  without  it.  If  the  amount  of  food 
in  any  water  is  small,  not  many  of  such  animals  can 
obtain  sufficient ;  but  if  it  be  abundant,  they  may  multiply 
rapidly,  since  it  is  asserted  that  in  one  season  a  single 
female  cyclops  may  give  rise  to  no  less  than  four  thousand 
millions  of  young.  In  stagnant  muddy  ponds,  wnere  food 
abounds,  I  have  found  an  average  of  200  per  gallon.  In 
the  case  of  fairly  pure  rivers  the  total  number  of  free- 
swimming  animals  is  not  more  than  one  per  gallon.  I. 
however,  found  that  where  what  may  be  called  sewage 
was  discharged  into  such  water  the  number  per  gallon 
rose  to  27,  and  the  percentage  relationships  between  the 
different  groups  of  entomostraca  were  greatly  changed. 
In  the  Thames  at  Crossness,  at  low  water,  the  number  was 
about  six  per  gallon,  which  fell  to  three  or  four  at  Erith, 
and  was  reduced  to  less  than  one  at  Greenhithe. 

There  is,  however,  a  very  decided  limit  to  the  increase  of 
entomostraca  when  the  water  of  a  river  is  rendered  very 
impure  by  the  discharge  of  too  much  sewage,  probably 
because  oxygen  is  deficient,  and  free  sulphide  of  hydrogen 
present  Such  water  is  often  characterised  by  the  great 
number  of  worm-like  larvae  of  insects.  Thus,  in  the  Don, 
below  Sheffield,  in  summer,  I  found  the  number  per  gallon, 
of  entomostraca,  only  about  one-third  of  what  it  is  in  pure 
waters  ;  whilst,  on  the  contrary,  the  number  of  worm-like 
larvae  was  more  than  one  per  gallon. 
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Now  if  the  minute  free-swimming  animals  thus  increase 
when  a  certain  amount  of  sewage  supplies  them  with 
ample  food,  it  is  quite  obvious  that  they  must  have  a  most 
important  influence  in  removing  objectionable  impurities. 
The  number  of  the  excrements  of  entomostraca  in  the 
recent  mud  of  such  rivers  as  the  Thames  is  most  sur- 
prising. In  one  specimen,  from  Hammersmith,  I  found 
that  there  were  more  than  30.000  per  grain  ;  and  the 
average  number  at  Erith,  in  August,  18S2,  was  above  7000. 
which  is  equivalent  to  about  200,000  per  gailon  of  water 
at  half-ebb,  from  the  surface  to  the  bottom.  This  enormous 
number  must  represent  a  very  large  amount  of  sewage 
material  consumed  as  food  ;  and  though,  as  in  the  case  of 
larger  animals,  a  considerable  part  of  their  excrements  no 
doubt  consists  of  organic  matter  capable  of  putrefaction, 
yet  there  can  be  no  less  doubt  that  the  amount  entirely 
consumed  in  the  life  processes  of  the  animals  is  also  great 

As  named  above,  I  kept  cyclops  alive  for  many  months 
by  feeding  them  on  human  e.xcremenL  It  is  thus  easy  to 
understand  why,  when  they  abound  in  the  Thames,  the 
relative  amount  of  human  excrement  is  very  considerably 
less  than  in  the  winter,  when  their  number  must  be  much 
smaller. 

We  thus  appear  to  be  led  to  the  conclusion  that  when 
the  amount  of  sewage  discharged  into  a  river  is  not  too 
great,  it  furnishes  food  for  a  vast  number  of  animals,  which 
perform  a  most  important  part  in  removing  it.  On  the 
contrary,  if  the  discharge  be  too  great,  it  may  be  injurious 
to  them,  and  this  process  of  purification  may  cease. 
Possibly  this  explains  why  in  certain  cases  a  river  which  is 
usually  unobjectionable  may  occasionally  become  offensive. 
It  also  seems  to  make  it  clear  that  the  discharge  of  rather 
too  much  sewage  may  produce  relatively  very  great  and 
objectionable  results. 

Though  such  comparatively  large  animals  as  entomo- 
straca may  remove  much  putrefiable  matter  from  a  river, 
we  cannot  suppose  that,  except  incidentally,  they  remove 
such  very  minute  objects  as  disease  germs,  but  it  would  be 
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a  subject  well  worthy  of  investigation  to  ascertain  whether 
the  more  minute  infusoria  can,  and  do,  consume  such 
germs  as  a  portion  of  their  food.  If  so,  we  should  be  able 
to  understand  how  living  bodies,  which  could  resist  any 
purely  chemical  action  likely  to  be  met  with  in  a  river, 
could  be  destroyed  by  the  digestive  process  of  minute 
animals.  Hitherto  I  have  had  no  opportunity  for  ex- 
amining this  question  critically,  but  have  been  able  to 
learn  certain  facts  which,  at  all  events,  show  that  it  is  well 
worthy  of  further  examination.  It  is  only  during  the  last 
month  that  I  have  paid  special  attention  to  the  number  of 
the  larger  infusoria,  and  various  other  animals  of  similar 
type,  met  with  per  gallon  in  the  water  of  rivers  and  the 
sea,  which  can  be  seen  and  counted  by  means  of  a  low 
magnifying  power.  At  low  water  in  the  Medway  above' 
Chatham,  in  the  first  half  of  June,  the  average  number  per 
gallon  has  been  about  7000,  but  sometimes  as  many  as 
16,000.  Their  average  size  was  about  -nnnrth  of  an  inch. 
Possibly  the  number  of  still  more  minute  forms  may  be 
equally  great ;  but,  even  if  we  confine  our  attention  to 
those  observed,  we  cannot  but  conclude  that  their  effect  in 
removing  organic  matter  must  be  very  considerable  ;  and 
judging  from  what  occurs  in  the  case  of  larger  animals, 
those  nmr^J^  of  ^^  ^^ch  in  diameter  may  well  be  supposed 
to  consume  as  food,  particles  of  the  size  of  germs.  Up  to 
the  present  time,  I  have  however  collected  so  few  facts 
bearing  on  this  question,  that  it  must  be  regarded  merely 
as  a  suggestion  for  future  inquiry. 

So  far,  I  have  referred  exclusively  to  the  effect  of  animal 
life.  Minute  plants  play  an  important  part  in  another 
way.  The  number  per  gallon  of  suspended  diatoms, 
desmids,  and  confervoid  algae  is,  in  some  cases,  most 
astonishing,  and  they  must  often  produce  much  more  effect 
than  the  larger  plants.  As  far  as  I  have  been  able  to 
ascertain,  their  number  is,  to  some  extent,  related  to  the 
amount  of  material  in  the  water  suitable  for  their  assimila- 
tion and  growth.  In  the  mud  deposited  from  pure  rivers 
their  number  is  relatively  small,  but  in  the  district  of  the 
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Thames,  where  the  sewage  is  discharged,  I  found  that  in 
summer  their  number  per  g^n  of  mud  at  half-ebb  tide 
was  about  400,000,  which  is  equivalent  to  above  5,000,000 
per  gallon  of  water.  This  is  two  or  three  times  as  many  as 
higher  up  or  lower  down  the  river,  and,  out  of  all  pro- 
portion, more  than  in  the  case  of  fairly  pure  rivers  like  the 
Medway.  Their  effect  in  oxygenating  the  water  must  be 
very  important,  since,  when  exposed  to  the  light,  they 
would  decompose  carbonic  acid,  and  give  off  oxygen, 
under  circumstances  most  favourable  for  supplying  the 
needs  of  animal  life,  and  counteracting  the  putrefactive 
decomposition  so  soon  set  up  by  minute  fungi  when  oxygen 
is  absent 

Taking,  then,  all  the  above  facts  into  consideration,  it 
appears  to  me  that  the  removal  of  impurities  from  rivers  is 
more  a  biological  than  a  chemical  question  ;  and  that  in  all 
discussions  of  the  subject,  it  is  most  important  to  consider 
the  action  of  minute  animals  and  plants,  which  may  be 
looked  upon  as  being  indirectly  most  powerful  chemical 
reagents. 


ON  THE  CHEMISTRY  OF  POTABLE 

WATER. 

By  Professor  Odling,  M.B.,  F.R.S.,  F.R.C.P. 

President  of  the  Institute  of  Chemistry, 

I.— Sources  of  Water  Supply. 

The  water  of  most  towns  is  derived,  as  is  well  known, 
from  one  or  other  of  three  typical  sources,  constituted 
respectively  by  springs,  or  streams,  or  lakes,  this  last 
named  source  being  taken  to  include  not  only  natural 
lakes,  but  also  those  huge  artificially  formed  reservoirs, 
in  which  the  surface  water  collected  from  more  or  less 
extensive  gathering  grounds,   is    retained    by  means    of 
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embankments,  and  stored  up  for  distribution  to  consumers. 
Although  some  streams,  indeed,  are  fed  largely  by  springs, 
and  some  lakes  are  little  else  than  local  expansions  of  streams 
or  rivers,  still  a  general  distinction  in  character  between  sup- 
plies derived  from  the  three  just  spoken  of  typical  sources, 
is,  on  the  whole,  broadly  recognisable  ;  and  this,  notwith- 
standing the  fact  of  the  considerable  differences  in  com- 
position manifested  by  individual  spring-waters,  derived  from 
different  springs  or  wells,  by  individual  stream-waters,  derived 
from  different  streams  or  rivers,  and  by  individual  lake- 
waters,  derived  from  different  lakes  or  reservoirs.  Despite  the 
marked  preference  of  a  few  authorities  for  some  one  variety 
of  source  to  the  exclusion  of  the  others,  the  majority  of 
engineers  have  come  to  recognise  each  variety  as  having  its 
own  characteristic  excellencies  and  concomitant  defects, 
and  are  accordingly  ready  to  avail  themselves,  in  different 
cases,  of  whatever  kind  of  source  is  rendered  by  local 
circumstances  most  available  and  suitable  for  the  particular 
town  to  be  supplied.  From  all  three  varieties  of  source 
alike,  numerous  large  populations  have  been  furnished  for 
generations  past,  with  an  abundant,  and,  as  the  result  has 
shown,  with  a  satisfactory  and  wholesome  supply  of  water ; 
although,  indeed,  in  a  few  special  instances,  supplies  from 
all  three  varieties  of  sources  alike  have,  in  different  ways 
and  under  exceptional  circumstances,  proved  detrimental 
to  the  health,  and  even,  in  certain  cases,  fatal  to  the  lives 
of  some  among  the  population  supplied.  All  three  varieties 
of  source  have,  under  the  best  advice  of  the  time,  been  con- 
tinually resorted  to  from  the  earliest  period  of  water  supply 
undertakings,  nearly  three  centuries  ago,  down  to  the 
present  day.  Thus,  while  the  youngest  of  the  companies 
supplying  London  has  obtained  its  supply,  since  1862, 
wholly  from  deep  wells  sunk  in  the  chalk,  the  new  works 
for  the  supply  of  Liverpool  and  Manchester  respectively, 
which  may  both  take  rank  among  the  greatest  hydraulic 
undertakings  of  the  century,  are  intended  to  introduce  and 
distribute  river-water  in  the  one  town  and  lake-water  in 
the  other.     All  experience,  indeed,  goes  to  show  that  the 


supply  of  exceilent  water  is  not  confined  to  its  supply  from 
any  shigle  variety  of  source  ;  and  that  for  the  purpose  of 
water  supply,  there  are  alike  good  wells  and  bad  wells, 
good  lakes  and  bad  lakes,  good  rivers  and  bad  rivers. 
Just,  moreover,  as  the  best  of  river-waters  or  lake-waters 
will  fall  short  in  regard  to  an  excellency  characteristic  of 
well-water,  so  will  the  best  of  well-waters  fall  short  in 
regard  to  an  excellency  characteristic  of  lake-water  or  river- 
water.  The  comparison  of  the  one  sort  with  the  otho^ 
sorts  of  water  must  be  made  as  a  whole.  To  select 
arbitrarily  the  special  good  point  of  one  sort  of  water  as  a 
standard,  to  the  neglect  of  the  countervailing  good  points 
of  other  sorts,  and  to  measure  the  quality  of  the  other 
sorts  solely  in  reference  to  this  selected  standard,  is  clearly 
the  conduct  rather  of  an  advocate  than  of  a  judge. 

2.— Purity  of  Water. 
Water,  as  conceived  of  by  the  chemist,  is  a  definite 
conpound  of  loo  parts  by  weight  of  oxygen,  united  with 
12'(;  parts  by  weight  of  hydrogen.  So  exceedingly  difficult 
is  it  of  production,  even  if  it  ever  has  been  produced  in  an 
absolutely  pure  state,  that  it  may  be  regarded  rather  as  an 
ideal  than  a  real  chemical  substance.  All  natural  water, 
besides  the  matter,  never  entirely  absent,  which  it  holds  in 
suspension,  is  a  solution  of  various  mineral  matters,  of 
various  organic  matters,  and  of  various  gases  in  the  ideal 
water,  or  protoxide  of  hydrogen,  of  the  chemist  Of  the 
different  kinds  of  foreign  substance  habitually  or  excep- 
tionally present  in  natural  water,  some  kinds  are  beyond 
question  prejudicial,  and  in  particular  cases  highly  preju- 
dicial i  most  kinds  are  simply  innocuous ;  while  not  a  few 
kinds,  as  saline  matter  in  moderate  proportion,  and  more 
particularly  dissolved  aerial  matter,  arc  positively  beneficial. 
Looked  at,  however,  from  a  strictly  chemical  point  of  view, 
any  matter  whatever  foreign  to  the  ideal  chemical  compound, 
water,  constitutes  an  impurity  of  the  natural  water  in  which 
it  occurs,  whether  this  foreign  matter  be  a  prejudicial  or  a 
beneficial  constituent,  whether  it  consist  of  sewage  matter,   i 
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by  which  the  water  is  fouled,  or  of  healthful  oxygen,  by 
which  it  is  aerated.  The  chemist  uses  the  word  pure,  not 
in  the  sense  of  opposite  to  nasty,  but  much  in  the  way  it  is 
often  used  in  ordinary  language,  to  express  the  exclusion 
from  one  thing  of  anything  else,  whether  better  or  worse. 
Thus,  we  talk  no  less  familiarly  of  pure  rubbish  or  pure 
dross  than  of  pure  gold.  We  speak  of  pure  nonsense  as  readily 
as  we  speak  of  pure  truth,  irrespective  of  the  circumstances 
that  the  nonsense  would  be  benefited,  though  to  theprejudice 
of  its  purity,  by  its  contamination  with  a  few  g^ins  of  sense. 
So  chemists  speak  of  pure  water,  irrespective  of  the  circum- 
stance that,  for  all  the  needs  of  life,  the  water  is  benefited, 
though  to  the  prejudice  of  its  chemical  purity,  by  the 
presence  of  its  dissolved  g^ases,  and  of  a  proportion  of 
dissolved  saline  matter.  Chemists,  then,  are  in  the  habit 
of  using  the  word  "  purity  "  to  signify  oneness  of  chemical 
nature.  Accordingly,  in  the  eyes  of  a  chemist,  the  matter, 
for  example,  of  an  old  copper  penny  would  have  its  degree 
of  purity  equally  lowered  by  the  same  addition  made  to  it 
of  any  kind  of  other  matter,  whether  of  base  metal,  like  tin, 
or  of  noble  metal,  like  silver,  or  even  gold.  Similarly,  in  the 
case  of  natural  water,  the  small  proportions  of  other  sub- 
stance existing  together  with  the  main  substance,  protoxide 
of  hydrogen,  interfere  with  the  oneness  of  its  chemical 
nature  ;  or,  in  other  words,  constitute  the  natural  water  a 
mixture  of  substances,  instead  of  being  a  single  substance, 
which  is  alone  looked  upon  by  the  chemist  as  a  pure 
substance.  It  follows,  that  the  water  of  the  chemist  is  one 
thing,  the  water  of  nature  another.  The  ideal  water  of  tho 
chemist  is  a  single  substance  ;  the  water  of  nature,  like  the 
air  of  nature,  is  a  mixture  of  substances.  Just  as  this  last 
is  a  variable  mixture  of  the  pure  chemical  substances 
— nitrogen,  oxygen,  water  vapour,  carbonic  acid  and 
ammonia,  with  traces  of  various  other  kinds  of  matter,  so 
is  the  water  of  nature  a  variable  mixture  of  the  pure 
chemical  substances — protoxide  of  hydrogen,  common  salt, 
saltpetre,  gypsum,  limestone,  carbonic  acid,  nitrogen,  and 
oxygen,  &c.,  together  with  various  kinds  of  organic  matter. 
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Air,  from  which  the  minor  constituents  of  atmospheric  air 
have  been  carefully  abstracted,  is  sometimes  spoken  of  as 
purified  air ;  but  air,  deprived  in  this  way  of  its  so-called 
impurities,  is  absolutely  incapable,  in  relation  alike  to 
animal  and  vegetable  life,  of  fulfilling  the  functions  of  an 
atmosphere.  The  substitution  of  such  purified  air  for 
actual  atmospheric  air  would  mean  the  cessation  on  the 
earth's  surface  of  all  life  as  it  now  exists.  Similarly,  with 
regard  to  natural  water,  some  of  its  minor  constituents  we 
know  to  be  essential,  others  of  them  we  have  reason  to 
think  advantageous  to  the  fulfilment  of  its  functions  in 
nature.  Bearing  in  mind,  indeed,  the  interaction  every- 
where of  life  and  the  conditions  ofliving,  wc  can  scarcely 
doubt  that  the  actual  mixed  substance,  water,  is  better 
suited  to  supply  the  wants  of  our  daily  life,  than  the  ideal 
unmixed  substance  would  be  ;  and  further,  we  have  no 
reason  whatever  to  look  upon  this  ideal  substance  as 
furnishing  a  standard  of  excellence,  to  which  it  is  desirable 
that  our  daily  supply  should,  as  far  as  practicable,  and 
in  all  respects,  approximate.  What  we  really  desiderate  is 
not  chemical  purity,  but  hygienic  freedom  from  anything 
hurtful.  In  some  water,  as  in  some  air,  an  objectionable 
constituent  may  be  met  with  ;  but  in  the  case  neither  of 
water  nor  air,  is  there  any  presumption  on  the  score  of 
wholcsomeness.  in  favour  of  a  single  substance  as  such, 
rather  than  of  a  mixed  substance  as  such.  The  presumption 
is  indeed  the  other  way,  No  one  desires  unmixed  oxygen, 
or  even  oxygen  and  nitrogen  free  from  commixture  with 
the  minor  constituents  of  our  native  air ;  so  neither  is  there 
any  reason  to  desire  unmixed  protoxideof  hydrogen,  freed 
from  the  minor  constituents  of  wholesome  natural  water.  It 
is  clearly  open  to  a  chemist,  addressing  himself  to  chemists, 
to  .speak  of  the  constituents  of  ordinary  water,  other  than 
protoxide  of  hydrogen,  as  impurities  in  the  water  ;  provided 
of  course  that  he  is  consistent,  and  includes  the  desirable 
dissolved  gases  of  the  water  among  its  impurities  and  as 
contributories  to  the  sum  total  of  its  impurity.  It  is  also 
open  to  a  chemist,  addressing  himself  to  chemists,  to  make 
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a  comparison  of  different  natural  waters,  in  respect  to  the 
relative  proportions  of  their  total  impurity,  or  of  their  saline 
impurity,  or  of  their  calcareous  impurity,  or  of  their  orgjanic 
impurity,  or  of  their  aerial  impurity,  &c.  But  it  is  not,  I 
take  it,  open  to  a  chemist  addressing  the  general  public,  to 
speak  as  a  chemist  of  some  particular  selected  constituent, 
characteristic  of  the  class  of  natural  waters  derived  from 
one  kind  of  source,  as  an  impurity,  and  to  leave  it  to  be 
inferred  by  the  general  public  that  because  this  constituent 
is,  in  a  strict  chemical  sense,  an  impurity,  it  is  therefore  a 
something  nasty  and  unwholesome,  and  that  the  class  of 
waters  in  which  it  is  more  especially  met  with  are,  in 
proportion  to  the  extent  of  its  presence,  nasty  and  unwhole- 
some. The  general  public  do  not  know  that  the  chemical 
impurity  of  a  water  may  be  good  or  bad,  noxious  or 
innoxious,  desirable  or  undesirable,  wholesome  or  unwhole- 
some. They  are  unaware  that  no  scale  of  wholesomeness 
or  desirableness  can  be  inferred  from  a  scale  of  chemical 
purity,  with  respect  to  some  particular  constituent  stigma- 
tised as  an  impurity,  until  it  has  been  established  by 
evidence  that  this  particular  chemical  impurity  is  of  an 
unwholesome  or  prejudicial  character.  It  is  a  mere  dialectic 
artifice,  and  not  a  very  worthy  artifice,  to  use  the  word 
impurity  in  a  strictly  scientific  sense,  with  intention  to  have 
it  accepted  in  a  popular  sense  as  bearing  a  meaning  which, 
scientifically,  by  no  means  belongs  to  it. 

3. — Organic  Matter  of  Water. 

The  saline  matter  of  water  is  a  useful  expression  to 
denote  the  sum  of  the  dissolved  mineral  constituents,  and 
the  organic  matter  of  water  a  useful  expression  to  denote 
the  sum  of  the  dissolved  organic  constituents  of  natural 
water.  The  saline  matter  of  one  water  is  not  necessarily, 
or  yet  commonly,  identical  with  the  saline  matter  of 
another  water ;  nor  is  the  saline  matter  of  the  selfsame 
body  of  water  necessarily  identical  throughout  its  entire 
extent,  or  from  one  period  of  time  to  another.  The  same 
holds  good  with  regard  to  the  organic  matter  of  water.     It 


is  a  difTerent  thing  in  one  water  from  what  it  is  in  another ; 
and  may  be  different  in  the  same  water  from  place  to 
place  and  from  time  to  time.  But  just  as  there  is  a  char- 
acter or  nature  more  or  less  common  to  the  usual  varieties 
of  dissolved  saline  matter,  so  also  is  there  a  character  or 
nature  common,  within  certain  limits,  to  the  usual  varieties 
of  organic  matter  met  with  in  potable  water.  So  far  a 
certain  parallelism  holds  good  between  the  saline  matter 
of  water  on  the  one  hand,  and  its  dissolved  organic  matter 
on  the  other.  But  in  many  important  particulars  the 
parallelism  fails.  Thus  the  saline  matter  occurs,  for  the 
most  part,  in  appreciable  proportion,  say  from  t-Jtt  to  -^  of  a 
per  cent  It  is  constituted  of  definite  chemical  substances, 
possessed  of  well-determined  properties  ;  and  its  amount  is 
capable  of  estimation  with  all  desirable  accuracy — with 
considerable  accuracy  by  direct  weighing,  and  with  yet 
greater  accuracy  indirectly,  by  the  separate  estimation  of 
its  several  constituents.  The  dissolved  organic  matter  of 
potable  water  on  the  other  hand,  never  amounts  to  more 
than  an  exceedingly  minute  proportion,  say  from  tttyu  ^^ 
n^  of  a  per  cent. ;  what  are  its  separate  constituents,  and 
what  their  chemical  nature,  is  almost,  if  not  wholly,  un- 
known ;  its  amount  is  moreover  incapable  of  direct  deter- 
mination, and  the  different  means  for  its  indirect  deter- 
mination are  far  from  satisfactory.  Chemists  arc  capable, 
however,  thanks  to  Dr.  Frankland,  of  determining  with  a 
considerable  degree  of  accuracy,  the  quantity  of  carbon 
that  exists  in  any  water,  in  the  form  of  organic  matter. 
Evidently,  if  all  organic  matter  contained  the  same 
proportion  of  carbon,  a  determination  of  the  organic 
carbon  present  in  any  water  would  be  tantamount  to  a 
determination  of  its  organic  matter.  But  in  reality  the 
proportion  of  carbon  existing  in  different  individual 
varieties  of  oi^anic  matter  has,  on  the  contrary,  a  very 
wide  range  of  variation.  Still,  it  would  appear,  from  such 
imperfect  investigations  as  have  been  made,  that  the  pro- 
portion of  carbon  existing  in  the  organic  matter  of  water — 
that  is  to  say,  the  mean  proportion  of  carbon  present  in 
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the  whole  of  the  several  individual  constituents  of  the 
organic  matter,  taken  together — is  not  subject  to  any  such 
considerable  rang^e  of  variation,  and  that  it  may,  without 
risk  of  serious  error,  be  valued  at  about  40  per  cent 
Disregarding  then  for  the  moment  the  consideration  of  the 
nature  of  the  dissolved  organic  matter  present  in  natural 
water,  and  confining  attention  only  to  its  quantity,  it  may 
be  taken  as  admitted  that  the  determination  of  the  organic 
carbon  in  water  is  an  absolute,  and  more  than  fairly 
accurate  determination ;  that  the  organic  matter  of  water 
is  in  a  general  way  proportionate  to  the  amount  of  its 
organic  carbon  ;  that  the  amount  of  oi^anic  matter  may 
accordingly  be  represented  by  some  multiple  of  the 
organic  carbon ;  and  that  for  purposes  of  comparison,  at 
any  rate,  this  multiple  may  be  taken  provisionally  at  2*5, 
corresponding,  of  course,  to  the  occurrence  of  40  per  cent, 
of  carbon  in  the  organic  matter. 

The  inquiry  next  presents  itself  as  to  what,  on  the  basis 
of  these  propositions,  is  the  quantity  of  oiganic  carbon, 
and  consequently  of  organic  matter  present  in  the  three 
classes  of  water  derived  respectively  from  each  of  our 
typical  varieties  of  source.  Speaking  generally,  it  may 
be  said  that  the  proportion  of  organic  matter  is  decidedly 
least  in  spring  or  well-water — that  is  to  say,  if  we  limit  our 
attention  to  such  waters  only  as  would  be  taken  for  town 
supply,  for  there  are,  of  course,  foul  well-waters,  in  which 
the  amount  of  organic  matter  is  in  excess  of  anything 
ordinarily  met  with  in  the  water  of  lakes  and  natural  rivers. 
As  between  lake  sources  in  general,  and  river  sources  in 
general,  it  is  not  easy  to  assign  the  order  of  seriation.  The 
proportion  of  organic  matter  found  in  different  lake-waters 
is,  on  the  whole,  more  uniform  than  the  proportion  found 
in  the  waters  of  different  rivers.  Accordingly,  while  in 
some  river-waters  the  proportion  of  organic  matter  is  some- 
what higher,  there  are  other  river-waters  in  which  it  is  very 
considerably  lower  than  the  proportion  commonly  present 
in  lake-water.  On  the  whole,  it  would  seem  that  river- 
water  in  general  must  take  precedence  of  lake-water  in 
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respect  to  the  smallness  of  its  proportion  of  dissolved 
organic  matter,  subject,  however,  to  the  observation  that 
the  proportion  of  this  constituent  is  more  variable  in  river- 
water — that  it  is  liable  to  a  greater  range  of  variation,  both 
as  between  the  water  of  one  river,  and  the  water  of  another, 
and  as  between  the  water  of  the  same  river  at  different 
seasons.  In  order  to  give  some  idea  of  the  quantities  of 
organic  carbon,  and  consequently  of  organic  matter,  present 
in  the  water,  furnished  from  different  varieties  of  source  for 
town  supply,  I  have  made  an  abstract  of  the  results  set 
forth  in  the  Registrar-General's  monthly  reports  for  the 
last  year  and  a  half,  beginning,  that  is  to  say,  with  the 
report  for  January,  1883,  and  ending  with  the  report  last 
made,  for  June,  1884,  in  respect  to  the  supplies  of  London, 
Hirmingham,  and  Glasgow.  I  have  resorted  to  the  reports 
of  the  Registrar-General  in  part,  because  they  alone  furnish 
the  results  of  a  regular  series  of  analyses  of  the  water 
supplied  to  other  towns  than  London ;  and,  jn  part, 
because,  with  regard  to  London,  I  have,  for  the  purpose  of 
this  address,  preferred  to  bring  before  you  the  results  of 
analyses  for  which  I  am  not  in  any  way  responsible.  There 
is  not,  however,  any  appreciable  difference  between  the 
mean  results  for  the  period  obtained  by  Dr.  Frankland,  on 
the  one  hand,  and  by  my  colleagues  and  myself  on  the 
other,  in  respect  to  the  composition  of  the  London  waters 
examined  by  both  of  us. 

The  five  Thames  waterworks  companies,  as  is  well 
known,  take  their  supply  from  the  river  at  Hampton. 
Ditton,  and  Molesey.  They  furnish  just  under  50  per  cent 
of  the  total  supply  of  the  metropolis,  The  East  London 
WatcAvorks  Company  take  their  supply  from  the  River 
Lee,  some  distance  below  Ware.  Their  subsiding  reservoir 
at  Walthamstow  has  the  enormous  area  of  222  acres,  equal 
to  that  of  a  good-sized  lake.  The  company  have  power  to 
take  in  addition  ten  million  gallons  of  water  daily  from 
the  Thames  at  Sudbury.  It  is  but  seldom,  however,  that 
they  resort  to  the  Thames  at  all ;  and  very  rarely  indeed  to 
the  extent  of  more  than  one  quarter  of  the  daily  amount 
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they  are  privileged  to  obtain.  Substantially,  the  water  of 
the  East  London  Company  is  water  from  the  Lee.  The 
New  River  Company  take  somewhere  about  four-fifths  of 
their  supply  from  the  Lee,  above  Ware,  and  the  remaining 
one-fifth  from  Chadwell  springs  and  a  series  of  deep  wells 
sunk  in  the  chalk.  The  East  London  and  New  River 
Companies,  jointly,  furnish  about  44  per  cent  of  the  total 
supply  of  the  metropolis.  The  Kent  Waterworks  Com- 
pany take  their  water  entirely  from  deep  wells  in  the 
chalk,  and  furnish  from  this  source  rather  more  than  6 
per  cent,  of  the  total  supply  of  the  metropolis.  The  water 
supplied  to  the  town  of  Birmingham  by  the  Corporation  is 
taken  from  various  sources,  lake  or  reservoir,  stream  and 
well,  but  in  what  relative  proportions  I  am  unable  to  say. 
The  water  supplied  to  the  town  of  Glasgow  by  the  Cor- 
poration is  taken,  as  is  well  known,  from  Loch  Katrine. 
The  underneath  table  shows  the  actual  quantities  of  organic 
carbon,  expressed  both  in  parts  per  100,000  and  in  grains 
per  gallon,  and  the  estimated  quantities  of  organic  matter 
in  grains  per  gallon,  present  in  these  six  several  supplies  of 
water,  as  determined  by  monthly  analyses  of  the  waters 
conducted  during  the  last  year  and  a  half. 

Means  of  Eighteen  Monthly  Analyses,  1883-84. 


Source. 


Chalk  Springs    . 
River  Lee  and  Springs 
Mixed      .... 
River  Lee 
Loch  Katrine 
River  Thames     •     . 


Proprietary. 


Kent  Company     . 
New  River  Company 
Birmingham  Corporation 
East  London  Company  . 
Glasgow  Corporation 
The  Five  Companies. 


Organic  Carbon. 

Parts  per 

Grains  per 

xoo,ooo. 

gallon. 

•047 

•033 

-089 

•062 

•132 

•093 

•139 

-098 

*i64 

•103 

•115 

Organic  Matter 

Grains  per  gallon 
(estimated). 

0*083 

o'i56 
0*231 

0*245 

0*257 
o*2S6 


It  will  be  seen  that  the  organic  matter  of  the  Kent 
Company's  water,  which  is  a  spring-water,  is  under  one- 
tenth  of  a  grain  per  gallon  ;  that  the  organic  matter  of  the ' 
New  River  Company's  water,  which  is  mainly  a  river-water, 
is  considerably  under  two-tenths  of  a  grain  per  gallon  ; 
that  the  oi^anic  matter  of  the  East  London  Company's 


502 


The  Chemistry  of  Potable  Water. 


water,  which  is  a  river-water,  that  of  the  Birmingham 
Corporation's  water,  which  is  a  mixed  water,  and  that  of 
the  Glasgow  Corporation's  water,  which  is  a  lake-water,  are 
alike  about  two  and  a-hajf  tenths,  i.e.,  a  quarter,  of  a  grain 
per  gallon  ;  while  the  organic  matter  of  the  Thames  Com- 
panies' supply  of  river-water  is  under  three-tenths  of  a 
grain  per  gallon.  It  is  to  be  noted,  however,  that,  although 
the  average  proportion  of  organic  matter  in  the  Thames- 
derived  water  supplied  to  London,  is  a  little  in  excess 
of  that  in  the  Birmingham  and  Glasgow  Corporations' 
supplies,  the  excess  is  entirely  due  to  the  effect  of  the 
winter  floods.  Comparing  the  results  in  the  summer  nine 
months,  March  to  September,  1883,  and  March  to  June, 
1S84,  the  proportion  of  organic  matter  in  the  Glasgow 
Corporation's  supply  is  somewhat  in  excess  of  the  propor- 
tion found  in  tlie  Thames  supply,  the  number  of  grains  of 
organic  matter,  being  for  the  Thames  derived  water  "22 
and  for  the  GSasgow  water  25  grain  per  gallon.  Similarly, 
the  organic  matter  of  the  East  London  Company's  water, 
during  the  summer  months,  falls  appreciably  below  that  of 
the  Glasgow  Corporation's  supply  at  the  same  season  of 
the  year, — the  season,  that  is  to  say,  during  which  a  high 
character  of  water  is  considered  to  be  more  especially 
demanded.  The  above  statements,  as  to  the  particular 
fractions  of  a  grain  of  organic  matter  ordinarily  present 
in  a  gallon  of  different  kinds  of  water,  serve  to  convey 
some  idea  of  the  always  exceeding  smallness  of  the 
quantity.  A  better  notion,  however,  of  the  minuteness  of 
even  the  highest  proportions  of  organic  matter  found,  say, 
in  any  London  water,  is  afforded  by  stating  the  results  in 
another  way.  Thus,  if  we  suppose  for  an  instant  that  the 
Thames  companies'  water,  instead  of  containing  under 
three-tenthfi  of  a  grain,  contained  seven-tenths  of  a  grain  of 
organic  matter  per  gallon — a  maximum  which  has  been 
occasionally  approached  in  the  supply  of  one  or  other  of 
the  Thames  companies  at  a  period  of  flood — even  this 
exceptional  proportion  would  but  correspond  to  the 
presence  in  the  water  of  exactly  the  thousandth  part  of  one 
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per  cent  of  organic  water.  Whether  or  not,  variations 
within  the  limit  of  such  a  small  proportion  of  dissolved 
organic  matter  present  in  potable  water,  ranging  from 
about  the  one-thousandth  part  of  one  per  cent,  exception- 
ally met  with  in  a  Thames-derived  water,  down  to  the 
eight-thousandth  part  of  one  per  cent  habitually  met  with 
in  a  chalk-spring  water,  are  matters  of  any  real  significance, 
must  obviously  depend  on  the  character  of  the  dissolved 
organic  matter  present  in  the  different  waters.  It  will 
suffice  for  the  present  to  observe  that,  so  far  as  mere 
quantity  of  organic  matter  is  concerned,  the  water  supplied 
to  London  from  the  Thames  and  Lee  takes,  on  the  whole, 
precedence  of  the  highly  reputed,  and  deservedly  reputed, 
water  furnished  to  Glasgow ;  as,  doubtless,  it  will  take 
precedence  of  the  water  about  to  be  furnished  to  Man- 
chester. 

As  regards  range  of  variation,  it  is  noticeable  that,  while 
the  mean  proportion  of  organic  matter  present  in  the 
summer  supply  of  the  Thames  Companies,  as  calculated 
from  the  average  of  forty-five  analyses  reported  to  the 
Registrar-General,  is  '22  grain  per  gallon;  and  the  mean 
proportion  present  in  the  yearly  supply,  as  calculated  from 
the  average  of  ninety  analyses,  is  •  28  grain  per  gallon  ;  the 
proportion  in  one  particular  sample  of  water  out  of  the  ninety 
samples  analysed,  fell  to  •  17  grain,  in  two  samples  it  rose 
to  •  50  grain,  in  one  sample  to  •  53  grain,  and  in  yet  another 
sample  to  '60  grain  ;  but  that  in  no  one  sample  out  of  the 
ninety  did  it  reach  the  maximum  of  '70  grain  per  gallon,  so 
as  to  constitute  the  thousandth  part  of  i  per  cent  of  the 
water.  It  happens  similarly  in  nearly  all  natural  waters,  that 
while  the  absolute  variation  in  the  proportion  of  organic 
matter  present  at  different  times  is  almost  infinitesi« 
mally  small,  the  relative  variation  is,  on  the  other  hand, 
strikingly  large.  Thus,  the  proportion  of  organic  matter 
present  in  the  Glasgow  Corporation's  lake-water  at  differ- 
ent  times  varies  as  i  to  2  ;  that  in  the  Kent  Company's 
spring  water,  in  the  East  London  Company's  water,  and  in 
the  Thames  Companies'  water,  varies  as  i  to  3  or  3^ ;  that 
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in  the  New  River  Company's  water  varies  as  1   to  4  ;  and' 
that  in  the  Birmingham  Corporation's  water  varies  as  1  to 

7  ;  but  the  larger  range  of  variation  in  the  water  of  these 
last  two  supplies  is  dependent,  doubtless,  on  the  circum- 
stance of  their  being  mixed  supplies,  constituted  of  unequal 
proportions  of  their  several  con tribu to ries  at  different  times, 
In  the  official  phraseology  with  which  we  are  so  familiar — 
phraseology  of  but  little  meaning,  though  the  words  are 
strong— it  would  be  said  that  while  the  degree  of  "  pollu- 
tion by  organic  impurity  "  of  the  Glasgow  water  is  twice  as 
great  at  one  time  as  at  another,  the  degree  of  "pollu- 
tion by  organic  impurity"  of  the  Birmingham  water  is 
seven  times  as  great  at  one  time  as  at  another.  The  lai^e 
extent  of  relative  variation  thus  noticeable  in  respect  to  the 
organic  matter  of  water,  is  common,  as  might  be  expected, 
to  those  other  of  its  constituents,  which  also  exist  absolutely 
in  very  small  quantity,  and  is,  indeed,  almost  a  consequence 
of  the  smallness  of  their  absolute  quantity,  A  somewhat 
parallel  comparison  may  be  adduced  in  the  case  of  personal 
wealth.  We  know  that  while  the  wealth  of  a  capitalist 
will,  for  the  most  part,  vary  only  by  a  small  percentage; 
from  month  to  month,  the  whole  fortune  of  a  beggar,  hi9< 
utmost  riches  being  a  matter  of  no  consideration,  may  vary 
manyfold  in  the  course  of  a  day,  although  by  the  absolute. 
amount  of  only  a  few  halfpence  put  into  or  taken  out  of  his 
ragged  pocket. 

4 — General  Considerations. 

So  far,  attention  has  been  directed  to  the  organic  mattcrl 
of  potable  water,  solely  from  the  point  of  view  of  JtsT 
quantity.  A  much  more  important  inquiry,  however,  has  [ 
reference  to  its  nature  orquality.  But  this  is  too  large  and  im-  J 
portant  a  matter  to  be  taken  up  at  the  fag  end  of  an  address, 
limited  strictly  to  the  duration  of  a  short  half-hour.  Thatl 
the  organic  matter  of  potable  water  is  constituted,  in  the  I 
main,  of  dissolved,  unorganised,  and  non-living  matter,  doesl 
not  admit  of  question.  Anything  like  an  adequate  discussion,  T 
however,   of    the    origin,   nature,   and    pos.sible    hygienic] 
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influence  of  this  main  portion  of  the  organic  matter,  could 
not  but  involve  a  very  long  story.  It  may  suffice  here  to 
say  that,  having  regard  to  its  origin  and  nature,  and  to  the 
minuteness  of  its  proportion,  the  presumption  against  any 
unwholesomeness  attaching  to  its  presence  is  very  strong. 
To  what  extent  living  and  organised  matter  may  be  also 
present ;  how  far  such  living  organic  matter  may  include  a 
something  capable  0/  developing  zymotic  disease;  and, 
admitting  all  this,  how  far  the  liability  of  different  waters 
to  contain  more  or  less  of  noxious  living  organic  matter  is 
related  to  the  varying  amounts  which  they  contain  of 
innoxious  non-living  organic  matter,  are  questions  far  more 
difficult  of  solution.  They  are  questions  on  which,  in  the 
present  imperfect  state  of  our  knowledge  on  the  subject,  it 
behoves  every  one  to  speak  with  caution  ;  but  in  my  own 
view,  having  regard  to  what  is  observed  and  recorded 
respecting  the  health  of  differently  supplied  populations^ 
and  to  what  little  is  known  of  the  natural  history  of  disease- 
producing  organisms,  the  preponderance  of  evidence  does 
not,  I  think,  favour  an  alarmful  answer.  Other  persons, 
however,  are  of  a  different  opinion.  But  the  address  which 
I  have  been  asked  to  read  at  this  Conference,  is  on  the 
chemistry  of  potable  water;  and  my  concern  to-day  is 
solely  with  the  chemical  aspect  of  the  subject  It  is  not 
from  biologic  or  pathogenetic  inquiries,  but  from  the  results 
of  the  chemical  analysis  of  the  water  supplied  to  London — 
from  the  mere  determinations  of  the  quantity  of  its  organic 
matter — that  its  wholesomeness  is  month  after  month,  by 
suggestion,  impugned.  On  this  point  I  join  issue  altogether. 
Further,  it  seems  to  me  an  abuse  of  chemistry,  that  a 
chemist  who  on  other  than  chemical  grounds  may,  rightly 
or  wrongly,  have  satisfied  himself  of  the  unwholesomeness 
of  a  particular  water  supply,  should  state  and  summarise 
the  results  of  his  analyses  in  such  a  fashion  as  to  make  it 
appear  that  the  unwholesomeness,  which  he  really  infers 
on  other  grounds,  is  deducible  from  the  results  of  his 
periodical  chemical  examinations.  It  is  well  understood 
that  a  statement,  of  which  the  verbal  accuracy  cannot  be 
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challenged,  may,  nevertheless,  be  far  from  a  warrantable 
statement.  It  may  convey  a  suggestio  falsi,  and  include  a 
suppressio  veri.  Such  I  take  to  be  the  case  with  the  state- 
ment, paraded  month  after  month,  in  what  is  an  official, 
and  should  be  a  scrupulously  impartial  report,  as  to  the 
relative  "amounts  of  oi^anic  impurity"  contained  in 
individual  samples  of  metropolitan  water,  compared  with  a 
particular  decennial  average  amount  present  in  the  Kent 
Company's  water, — a  standard,  by-the-bye,  of  which  the 
value  is  known  and  used  only  by  the  reporter,  whose  com- 
parison, accordingly,  it  is  impossible  to  check,  Thi^s 
monthly  statement  suggests,  I  take  it,  the  notion  that 
spring  water  is  the  proper  type  of  what  river  water,  or  at 
any  rate  of  what  metropolitan  water,  should  be — a  notion 
entirely  without  foundation,  and  discordant  with  the 
reporter's  own  strong  recommendation  of  lake-water  for  the 
supply  of  London.  It  further  suggests  the  notion  that  the 
desirableness  and  general  wholesomeness  of  different  waters 
are  inversely  proportional  to  their  relative  "  amounts  of 
organic  impurity,"  irrespective  of  the  origin  and  nature  of 
this  so-called  impurity, — ^a  notion  equally  devoid  of  founda- 
tion. On  the  other  hand,  the  statement  in  question  sui> 
presses  the  fact  that  spring-water,  lake-water,  and  river-water, 
have  each  tiieir  special  characteristics,  excellencies,  and 
defects.  It  suppresses  the  fact  that  the  so-called  "previous 
sewage  contamination  "  of  the  standard  spring-water  is  as 
relatively  high,  as  its  "  amount  of  organic  impurity  "  is  rela- 
tively low.  It  suppresses  the  fact  that  the  "amount  of 
organic  impurity  "  in  the  metropolitan  river  supply,  though 
threefold  or  fourfold  that  present  in  the  spring -water  supply, 
is  nevertheless  almost  infinitesimal  in  absolute  quantity.  It  J 
suppresses  the  fact  that  the  "  amount  of  organic  impurity  "  ■ 
in  the  highly  reputed  Loch  Katrine  supply  is,  during  the  ' 
summer  months,  in  excess  of,  and  is  on  the  average  of  the 
year  substantially  identical  with,  the  summer  yearly 
amounts  respectively  present  in  the  metropolitan  river 
supply.  It  further  suppresses  the  fact  that  the  head  waters  \ 
of  the  Thames,  by  the  time  they  reach  Lechlade,  about  22 -a 
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miles  only  from  their  source,  and    120  miles  above  the 
Companies'  intake  have  exchanged  their  character  of  spring- 
water  for  that  of  river-water,  and  irrespective  of  urban 
contamination,  contain  an  "  amount  of  organic  impurity  " 
identical  in  quantity  with,  and  chemically  undisting^ishable 
in  kind  from,  that  met  with  in  the  river-water  at  Hampton. 
I  dispute  altogether  the  notion,  suggested  by  the  mode  of 
statement  adopted  in  the  monthly  reports  made  to  the 
Registrar-General,  that  the  relative  unwholesomeness  of  the 
Kent  Company's  water,  the  New  River  Company's  water, 
and  the  Birmingham  Corporation's  water,  was,  during  the 
last    eighteen   months,    approximately    as    the    numbers 
I,   2,  and   3  ;    or,   in  other  words,  that   it   was    in  the 
proportion   of  the   8-hundredths,  the    15-hundreths,   and 
the  23-hundreths,  of  a  grain  of  dissolved  organic  matter 
per  gallon,  present  in  the  three  supplies  respectively.     I 
contend,  further,  that  the   New   River  Company's  water 
would  have  been  no   more  wholesome  or  unwholesome 
respectively,  if,  instead  of  actually  containing  15-hundreths 
of  a  grain  of  organic  matter  per  gallon — ^this  organic  matter 
being  chiefly  of  vegetable  origin,  and  a  product  of  ordinary 
fluviatile  life — it  had  contained,  like  the  Kent  Company's 
water,   as  little  as   8-hundreths  of  a  grain,   or  like  the 
Birmingham  Corporation's  water,  as  much  as  23-hundreths 
of  a  grain  of  organic  matter,  the  absolute  variations  of  a 
tenth  of  a  grain  or  so  of  such  dissolved  organic  matter  per 
gallon,  being  too  small  to  have  any  real  hygienic  importance 
whatever. 

If  it  were  indeed  the  fact  that  the  dissolved  organic 
matter  of  potable  water,  taken  as  a  whole,  is  of  such  a 
nature  that,  in  the  proportions  in  which  it  is  met  with,  it  is 
capable,  on  occasions,  of  developing  and  spreading  epidemic 
disease,  it  is  manifest  that  no  plea,  based  on  the  actual 
smallness  of  its  proportion,  would  be  of  any  avail  to  save  it 
from  hopeless  condemnation.  It  is  manifest  also,  on  this 
assumption,  that  the  determination  of  the  variations  in  the 
proportions  of  organic  matter  present  in  a  water,  notwith* 
standing  the  minuteness  of  even  the  maximum  proportion, 
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would  be  a  determination  of  the  highest  significance  ;  and 
further,  that  any  information  furnished  in  intelligible 
language  to  the  general  public,  as  to  the  results  of  a  com- 
parison of  different  waters  with  one  another  in  regard  to 
their  respective  proportions  of  organic  matter,  would  have 
an  extreme  degree  of  interest  and  value.  But  all  this  is 
based  on  the  hypothesis  that  the  dissolved  organic  matter 
of  water,  or  at  any  rate  the  dissolved  organic  matter  of 
some  water,  taken  in  its  entirety,  is  a  noxious  constituent 
of  the  water,  capable,  in  proportion  to  its  quantity,  of  setting 
up  epidemic  disease  ;  a  view,  it  need  scarcely  be  said, 
which  is  sustained  by  no  sort  of  evidence,  and  supported  by 
no  weight  of  authority.  If,  indeed,  the  organic  matter  of 
water  were  really  of  this  noxious  character,  the  conclusions 
above  set  forth,  with  regard  to  the  propriety  and  value  of 
a  comparison  of  waters  with  one  another  in  respect  to  so 
noxious  a  constituent,  would  be  undeniable.  But  if,  on  the 
other  hand,  the  minute  proportion  of  dissolved  oi^nic 
matter  met  with  in  potable  water  is  constituted  mainly  of 
innocuous  vegetable  extractive,  with  a  trace  or  more  of 
innocuous  animal  extractive  ;  and  if,  at  the  same  time,  this 
organic  matter  does  not  affect  in  any  appreciable  degree  the 
taste,  or  colour,  or  appearance  of  the  water,  clearly  all 
variations  in  the  amounts  present  in  potable  water,  that  fall 
within  the  limits  of  an  exceedingly  minute  proportion,  are 
matters  of  no  consideration  whatever ;  and  this  whether 
they  be  variations  in  the  proportions  existing  in  different 
waters,  or  variations  met  with  in  the  same  water  at  different 
times.  And  the  same  conclusion  would  hold  good,  even  if 
the  organic  matter  of  water,  while, constituted  in  the  main 
and  at  most  times  wholly,  of  innocuous  extractive,  was, 
nevertheless,  liable  to  include  at  other  times  a  sub-propor- 
tion of  an  effectively  noxious  agent ;  unless,  indeed,  it  could 
be  shown  that  the  liability  of  different  waters  to  contain 
this  noxious  agent  was  in  proportion  to  their  relative 
amounts  of  dissolved  organic  matter — a  proposition  so 
preposterous  as  never  to  have  been  seriously  put  forward. 
Whether  or  not  there  exist  any  good  grounds  for  calling  in 
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question  the  excellence  and  wholesomeness  of  the  water, 
supplied  to  probably  the  healthiest  great  city  in  the  world, 
is  another  matter.  Speaking  as  a  chemist,  I  represent  that 
there  are  no  chemical  grounds  for  such  a  contention.  In 
support  of  this  position,  I  would  call  to  mind  that  the  last 
Royal  Commission  on  Water  Supply,  after  hearing  very 
varied  evidence,  much  of  it  of  the  usual  alarmist  character, 
reported  to  the  effect  that  the  presence  of  a  small  quantity 
of  organic  matter  in  drinking  water  was  not  necessarily 
prejudicial ;  and  that  there  was  not  any  evidence  to  satisfy 
them  that  the  particular  organic  matter  present  in  filtered 
Thames  water  was  prejudicial.  Their  conclusion  on  the 
general  question  is  expressed  in  the  following  words: — 
"Having  carefully  considered  all  the  information  we  have 
been  able  to  collect,  we  see  no  evidence  to  lead  us  to  believe 
that  the  water  now  supplied  by  the  companies  is  not 
generally  good  and  wholesome." 


ON  THE  PURIFICATION  OF  WATER  BY 
IRON  ON  A  LARGE  SCALE. 

By  W.  Anderson,  M.  InstC.R 

In  January,  1883,  in  a  paper  on  the  Antwerp  Water- 
works, read  at  the  Institution  of  Civil  Engineers,  I  des- 
cribed the  application  of  Professor  Bischof 's  method  of 
filtration,  through  a  mixture  of  spongy  iron  and  g^ravel,  to 
the  purification  of  the  waters  of  the  River  Nethe.  The 
eighteen  months'  additional  experience  gained  has  shown 
that,  so  far  as  the  purification  of  the  water  is  concerned, 
Professor  Bischof 's  process  leaves  little  to  be  desired;  but 
the  working  of  the  system  has  been  costly,  and  the  area  of 
land  required,  as  well  as  the  quantity  of  iron  necessary 
has,  in  the  case  of  the  Antwerp  water  at  any  rate,  proved 
very  much  beyond  the  inventor's  expectations. 

The  increased  demands  of  the  town  rendered  it  neces- 
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sary  to  extend  the  arrangements  for  purifying  the  water, 
and  it  became  my  duty  to  advise  the  directors  of  the 
company  on  the  best  means  of  doing  this. 

The  extension  of  Professor  Bischofs  method  would  have 
involved  so  great  an  outlay,  that  after  trying,  unsuccess- 
fully, many  experiments  on  direct  filtration  through  un- 
mixed iron  at  high  rates  of  flow.  I  determined  to  adopt  a 
plan  first  suggested  to  me,  some  years  ago,  by  our  chairman. 
Sir  Frederick  Abel,  of  agitating  the  water  to  be  purified 
with  iron  instead  of  attempting  to  filter  it.  The  object,  in 
either  case,  was  to  expose  the  water  as  much  as  possible  to 
an  extended  surface  of  iron,  consequently  any  plan  by 
which  the  iron  could  be  made  to  keep  itself  clean  by  rubbing 
against  itself  continually,  would  seem  to  be  a  more  rational 
way  of  attaining  this  object,  than  of  trusting  to  a  partial 
filtration  through  a  more  or  less  spongy  material, 

The  obstacle  to  trying  Sir  Frederick  Abel's  method  at  a 
much  earlier  date,  was  the  belief  entertained  by  Professor 
Bischofthat  a  contact  of  about  45  minutes  was  necessary 
to  ensure  complete  purification,  and  any  such  time  would 
be  fatal  to  mechanical  means  of  performing  the  work.  The 
late  Professor  Way,  and  Mr.  Ogston,  it  is  true,  had  shown 
that  with  very  finely  divided  iron  the  effect  was  much 
more  rapid,  but  there  was  still  a  doubt  about  its  per- 
manence. 

In  the  autumn  of  last  year,  a  revolving  cylinder,  4  ft  6  in. 
in  diameter,  and  5  ft.  6  in.  long,  was  adapted  to  try  Sir 
Frederick  Abel's  system.  It  was  fitted  with  inlet  and 
outlet  pipes,  and  with  shelves  or  ledges  for  scooping  up 
the  iron,  raising  it  to  the  top  of  the  cylinder,  and  then 
letting  it  fall  through  the  water. 

At  first  I  began  to  run  water  through  at  I2  gallons 
per  minute,  which  gave  a  contact  of  about  45  minutes,  but 
I  found  that  at  this  rate  the  water  was  very  heavily  chained 
with  iron,  I  gradually  increased  the  quantity  to  30  gallons 
per  minute,  and  then  found  that  \2o  grains  of  iron  were 
dissolved  per  gallon,  or  about  twelve  times  more  than 
experience  at  Antwerp  showed  to  be  necessary.     The  flow 
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was  increased  to  60  gallons,  and  even  then  o'9  grains  per 
gallon  were  dissolved. 

The  experiment  looked  so  hopeful  that  I  fitted  much 
larger  pipes  to  the  apparatus,  and  having  made  some  other 
dispositions  connected  with  maintaining  a  uniform  distribu- 
tion of  iron  in  the  cylinder,  and  preventing  it  being  washed 
away  by  the  comparatively  rapid  current  that  would  be 
possible,  I  sent  the  "  Revolver,"  as  it  came  to  be  called,  to 
Antwerp,  where  it  was  put  to  work  at  the  end  of  last  Feb- 
ruary, and  has  continued  to  operate  ever  since. 

The  head  available  for  forcing  the  water  through  the 
"  Revolver,"  is,  at  Antwerp,  limited  to  5  feet,  but  by  fitting 
very  large  pipes,  I  have  managed  to  get  166  gallons  per 
minute  through ;  this  gives  a  contact  of  about  3^  minutes, 
and  is  so  amply  sufficient,  that  I  feel  sure  that,  even  for 
the  waters  of  the  Nethe,  much  less  time  will  be  adequate. 

The  charge  of  iron  is  about  500  lbs.,  and  the  quantity 
taken  up  by  the  water,  including  impurities  and  very  fine 
iron  washed  away,  during  a  run  of  33  days,  was  O'l  76 
grain  per  gallon. 

By  making  suitable  arrangements,  and  choosing  a  favour- 
able time  with  respect  to  the  demands  of  the  town,  we  were 
able  to  obtain  samples  of  water  that  have  been  purified 
by  the  "  Revolver "  only,  and  after  proper  exposure  to 
the  air,  followed  by  filtration  through  one  of  the  lai^e  sand 
filters,  the  result  obtained  has  been  that  the  colour  was 
very  little  different  from  distilled  water,  the  free  ammonia 
was  reduced  from  0'032  grains  per  gallon  to  O'ooi,  and  the 
albumenoid  ammonia  from  0*013  grains  to  0*0045. 

The  "  Revolver  "  turns  at  the  rate  of  about  \  revolution 
per  minute,  and  requires  scarcely  appreciable  power.  The 
area  occupied  by  apparatus  for  dealing  with  2,000,000 
gallons  per  day  is  29  feet  by  24  feet,  and  it  can  be  intro- 
duced into  any  existing  system  of  filters,  for  by  enlarging 
the  in  and  outlet  pipes  to  a  suitable  diameter,  a  head  of 
some  12  inches  will  suffice  to  pass  the  water  through. 

It  can  easily  be  arranged  so  as  to  be  used  or  not,  as  the 
state  of  the  water  to  be  purified  may  warrant,  and    the 
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consumption  of  iron  being  only  about  20  lb.  per  million 
gallons,  is  quite  an  insignificant  expense.  It  will  be  found 
to  remove  all  colour  from  water,  whether  caused  by  peat 
or  clay,  and  will  facilitate  the  action  of  sand  filters  by  the 
peculiar  curdling  effect  the  iron  has  on  the  impurities. 

During  the  experiments  made  at  Erith,  it  was  noticed 
that  considerable  quantities  of  gas  collected  in  the  upper 
part  of  the  "  Revolver."  On  collecting  this  gas,  it  was 
found  to  extinguish  a  lighted  taper  instantly,  and  on 
analysis  was  found  to  contain  only  S  per  cent  of  oxygen. 

Itwas  observed  from  thefirst.that  the  animal  and  vegetable 
life  which  was  so  abundant  and  troublesome  in  the  natural 
waters  of  the  Nethe,  lying  over  the  spongy  iron  filters, 
had  quite  disappeared  in  the  water,  otherwise  in  exactly 
the  same  circumstances  lying  over  the  sand  filters,  and  I 
always  supposed  that  this  was  due  chiefly  to  mechanical 
filtration  through  the  spongy  iron  having  separated  all 
the  germs,  spores,  and  seeds  which  come  to  life  above  it. 
But  during  the  recent  hot  weather  it  has  been  found  that 
the  water  from  the  "  Revolver,"  though  it  contains  all  the 
impurities  of  the  natural  water,  has  been  modified  by  the 
action  of  iron  to  such  an  extent  that  neither  animal  nor 
vegetable  life  is  apparent  over  the  sand  filters.  Without 
presuming  to  draw  very  wide  inferences  from  this  fact 
with  reference  to  the  action  of  iron  upon  organisms 
connected  with  disease,  it  may,  at  least,  be  pointed  out 
that  the  absence  of  visible  life  in  water  treated  by  iron  on 
a  large  scale  confirms,  in  a  great  measure,  the  experiments 
of  Dr,  Frankland,  Dr.  Voelcker,  Mr.  Hatton,  Professor 
Bischof,  and  others.  It  is  due  to  the  last  named  gentle- 
man to  state  that  to  his  persistent  advocacy  the  introduc- 
tion of  iron  as  a  purifier  is  miiinly  due.  It  must  be  borne  in 
mind  that  the  system  does  not  depend  on  filtration  only, 
but.  first,  on  a  process  of  exposure  to  iron,  which  decom- 
poses the  organic  matter,  and  kills  living  organisms;  and, 
secondly,  on  simple  filtration,  which  merely  separates  the 
noxious  matters  which  had  been  previously  attacked  by 
the  iron.     The  waters  of  the  Nethe  are  exceptionally  bad. 
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and  heavily  charged  with  impurities,  so  that  the  test  both 
of  Professor  Bischof 's  and  Sir  Frederick  AbeFs  systems 
has  been  very  severe. 


DISCUSSION. 

Mr.  W.  S.  Mitchell,  wished  to  make  a  remark  or  two 
with  reference  to  Mr.  Sorby*s  paper.  The  difficulty  had 
always  been  to  get  small  spores  in  such  a  form  that  they 
could  be  seen,  but  a  plan  had  now  been  adopted  to 
cultivate  these  spores,  and  in  the  Exhibition  there  were 
two  methods  shown  of  doing  this.  One  at  Na  193  in  the 
Central  Avenue,  exhibited  by  Messrs.  Nicholson  and 
Mr.  Carpenter,  and  the  other  in  the  Physiological  Labora- 
tory, where  Dr.  Koch's  method  was  exhibited,  which 
consisted  of  cultivation  in  a  gelatine  mixture,  a  kind  of 
solid  soup,  and  that  was  under  the  charge  of  Mr.  Watson 
Cheyne.  A  plate  of  glass  was  taken  on  which  some 
of  this  mixture  was  spread  ;  on  this  a  single  drop  of 
water  was  placed,  which  was  then  covered  with  glass,  so 
that  no  matter  from  the  air  could  reach  the  surface,  and 
then  the  spores  were  allowed  to  grow.  Some  could  now 
be  seen  which  had  been  growing  for  fifteen  or  sixteen 
days.  This  method  had  been  carried  out,  he  understood, 
in  Berlin  for  two  years,  but  this  was  the  first  time  it  had 
been  shown  in  this  country. 

Mr.  Jabez  Hogg  wished  to  say,  in  reference  to  certain 
remarks  which  had  fallen  from  the  Chairman,  that  he  had 
no  intention  of  defending  the  conditions  of  London  cisterns 
in  general,  and  that  his  remarks  of  yesterday  applied 
strictly  to  well-covered  house  cisterns  :  he  had  always 
acknowledged  that  pollution  must  take  place  in  uncovered 
tanks.  He  might  add  that  in  the  evidence  he  gave  at  the 
Kingston  inquiry,  he  stated  that  the  small  fish  and  eelst 
and  other  unwholesome  things  found  in  some  cisterns, 
could  not  have  spontaneously  bred  there.    With  regard  tc^ 
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the  paper  just  read,  he  should  have  been  glad  indeed  if  hd 
could  say  he  agreed  with  Dr.  Odling's  conclusions.  The 
meeting,  however,  would  have  been  in  a  much  better 
position  to  discuss  his  conclusions  if  they  had  been  put  in 
print,  and  he  was  sorry  that  this  had  not  been  done,  as 
they  were  in  fact,  the  most  important  part  of  the  paper. 
He  was  so  far  in  accord  with  him  that  purity,  as  expressed 
by  chemists,  had  a  very  different  meaning  to  that  attached 
to  it  by  the  public,  and  he  hoped  Dr.  Odling  would,  in 
future,  say  that  they  must  not  take  the  purity  of  the  water 
as  he  set  it  forth  in  his  rejxjrts,  to  mean  absolute  purityl 
and  freedom  from  unwholesome  conditions,  that  is  from 
organic  germs,  freedom  from  what  medical  men  knew  to  b 
deleterious  to  human  life.  Dr.  Odling  had  said  that  th 
pure  water  of  the  Kent  Company  contained  more  organio 
matter  than  the  water  of  the  Thames  ;  this  appeared  to 
be  a  fiction- — a  chemical  fiction  ;  and  Professor  Franklanc^ 
who  originated  tlie  previous  sewage  contamination  theory^ 
now  put  it  aside,  and  told  them  it  had  no  value  whatever; 
in  fact,  it  had  so  little  value,  that  it  merely  expressed 
something  that  chemists  understood,  and  the  public  did 
not.  The  public  were  not  in  a  fair  condition  to  say  what 
the  chemist  meant,  but  they  know  what  they  wanted,  ihcy 
wanted  water  perfectly  free  from  all  organic  impurities 
and  if  they  got  that,  they  cared  little  whether  it  was  one 
grain  or  a  dozen  grains  of  mineral  matter  to  a  gallon, 
one  grain,  however,  which  some  chemists  despised,  ' 
more  than  sufficient  if  it  contained  a  specific  germ,  as  thai 
of  typhoid  fever  or  cholera,  to  poison  a  whole  town  of 
40,000  inhabitants.  What  more  did  chemists  require  in  the 
way  of  impurity?  Chemists  could  tell  us  of  the  impuri^ 
of  water ;  but  they  could  not  assure  us  of  purity  and  safety. 
Chemistry  could  not  detect  the  millionth,  or  trillionth,  part 
of  a  grain  of  deadly  organic  matter  in  a  gallon  of  water. 
That  being  so,  it  showed  that  chemists  could  only  very 
imperfectly  perform  the  duties  undertaken  by  them  ;  they 
could  not  protect  the  public  health,  as  they  had  sometimes 
been    led    to   assert.      Dr.    Odling   had    referred    to   the 
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Registrar-General's  reports  of  June ;  but  he  had  in  his 
hand  later  reports,  those  of  July,  also  issued  from  Somerset- 
house,  and  with  regard  to  three  or  four  towns  supplied 
with  deep  well  water,  he  noticed  that  Brighton  had  a 
death-rate  of  13-9  to  the   1000  ;   Hull    19  to  the   1000; 
Portsmouth  14*1  to  the  1000;  whilst  London  had  24  to 
the  1000.     That  showed  that  there  was  a  considerable 
difference  in  the  death-rate  of  towns  supplied  with  pure 
and  wholesome  water,  such  as  he  held  deep  well-water  to 
be.     In  London  with  the  rise  in  temperature,  during  the 
month  of  July,  there  was  a  corresponding  rise  in  the  deaths 
from  diarrhcea  and  dysentery ;  there  were  39  in  the  first 
week,  then    104  in  the  next,  and  336  in  the  succeeding 
week.     In  the  next  month  they  rose  again  to  533,  ex- 
ceeding the  corrected  average  by  242 — ^435  were  of  infants 
under  one  year  of  age,  and  78  of  children  between  one  to 
five.    There  was  usually  a  considerable  difference  in  the- 
death-rate  whenever  the  temperature  of  water  ranged  above 
60  degrees,  then  it  was  that  the  danger  of  an  impure 
drinking  water  was  greater.     He  had  placed  on  the  table 
two  specimens  of  deep  well-water  from  Canterbury,  one 
taken  before  being  submitted  to  a  softening  process,  the 
other  after  it  had  been  softened  by  Clark's  process.     The 
deposit  thrown  down  he  had  examined  under  the  micro- 
scope, and  could  find  no  trace  of  organic  matter,  not  even 
a  diatomaceous  body,  which  he  expected  to  find  under  a 
hi^  power. 

Mr.  Edwin  Chadwick,  C.B.,  said  the  chemical  tests 
for  water  omitted  altogether  what  was  called  the  biological, 
or  stomach  test,  of  which  he  might  give  a  remarkable 
instance — that  was  that  there  was  a  change  in  the  supply 
of  water  of  the  Millbank  Prison  from  the  Thames,  which 
had  formerly  been  used,  to  that  of  the  well  at  Trafalgar- 
square,  and  there  was  a  return  by  the  medical  officer  of  the 
prison,  in  which  he  showed  the  difference  produced  in  the 
population  by  this  change.  The  evidence  of  the  benefit 
resulting  from  the  change  was  perfectly  overwhelming.  In 
Glasgow,   Aberdeen,  and  Manchester,  all  the  water  was 
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found  to  produce  dyspepsia,  which  chemists  did  not  detect  I 
or  take  account  of,  but  it  was  perfectly  decisive  as  to  the  f 
quality  of  water,  especially  during  particular  portions  of  I 
the  year.     He  thought  it  would  be  well  if  the  investiga- 
tion as  to  the  sanitary  results  were  pursued  by  asking  the 
officers  of  prisons  to  note  the  difference  produced  in   the 
health  of  the  prisoners  by  a  change  of  water ;  those  who 
have  been  for  a  time  in  a  hard-water  district,  and  those 
who  were  in  a  soft-water  district,  and  he  had  no  doubt  that 
result  would  be  obtained  similar  to  those  recorded  in  the 
instance  he  had  referred  to  at  Millbank,  and  which  were 
utterly  unnoticed  by  any  chemist  at  present.     Again,  the 
Chairman  would  know  very  well  how  the  quality  of  water 
depended   on   its    aeration.     At   Pangbourne    you    might 
take  up  water,  and  find  it  quite  brilliant,  showing  evidence 
of  good  quality,  but  when  that  same  water  was  taken  to  J 
London,  and  put  into  a  cistern  where  it  came  in  contact  I 
with  the  air  of  the  cistern,  your  were  really  drinking  down  1 
air  with  all  the  impurities  which  were  likely  to  arise.     In 
going   into   overcrowded   rooms,   or  low   neighbourhoods, 
medical  officers  would  tell  you  that  in  washing,  after  an 
operation,   their   fingers   quite   smelt   of    the   water   they 
obtained  there.      He  recollected    on  one   occasion,   when 
making  an  inspection   in  Rotherhithe,  the  medical  officer 
cautioned  him  against  taking  any  water  there,  for  it  would 
be  dangerous,  because  the  water  beds  were  situated  close 
by  the  cesspools   and   absorbed  the  cesspool   air.     Some 
years  ago,  he  asked  Dr.   Hofmann  if  he  could  analyse  a 
London  fog,  which  carried  disease  with  it ;  but  he  could 
only  separate  the  dust  and  dirt,  and  he  failed  to  analyse   i 
them.     Again,  with  respect  to   the  paper  which  spoke  of  | 
the  protection  of  rivers  by  the  action  of  plants,  he  would  f 
point  out  the  immense  difference  between  fresh  sewage  and 
that  which  was  putrid.     When  the  houses  of  a  town  were 
drained,  or  water-closet  ted,  so  that  the  sewage  discharged 
fresh,  it  was  noticed  that  fish  returned  to  the  river  w 
they  had  forsaken.     That  had  been  noticed  at  Carlisle^  I 
the  fish  reappeared,  and  were  finer  in  quality  altogether. 
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Mr.  BiSCHOF  said  it  had  been  a  point  of  the  greatest 
interest  to  him  to  learn  that  spongy  iron,  after  a  very  few 
minutes'  contact,  had  such  a  powerful  effect  in  destroying 
animal  and  vegetable  life.  Mr.  Anderson  had  said  that  his 
anticipations  at  Antwerp  were  not  quite  fulfilled,  and  that 
was  quite  true ;  but  he  never  anticipated  the  difficulty 
which  had  been  experienced  there.  To  deal  with  a  small 
tidal  river  contaminated  with  all  kinds  of  polluting  matter, 
and  to  convert  such  water  into  a  potable  water,  every  one 
would  admit  was  a  matter  of  the  greatest  difficulty.  How- 
ever, the  plan  introduced  by  him  had  been  styled  a 
**  complete  success "  by  the  Chairman  of  the  Antwerp 
Waterworks  Company,  at  the  last  general  meeting.  Dr. 
Odling  had  been  speaking  under  great  difficulties  as 
regards  time,  no  doubt ;  but  to  him,  ^  a  chemist,  it  would 
have  been  of  much  interest  if  he  could  have  given  some 
hint  as  to  how  he  arrived  at  the  statement  that  organic 
matter  in  water  might  be  said  roughly  to  contain  40  per 
cent,  of  organic  carbon.  As  a  chemist,  he  could  scarcely 
conceive  that  there  should  not  be  an  enormous  difference 
in  different  organic  matter,  because  some  water  was  conta- 
minated largely — in  fact,  almost  exclusively — by  animal 
and  other  water  by  vegetable  matter,  and  they  all  knew 
that  animal  and  vegetable  matter  differed  very  greatly  in 
the  proportion  of  carbon  they  contained.  He  wished  to 
refer  to  only  one  more  point.  He  had  in  his  hand  the 
return  of  the  Registrar-General  for  July  20th,  1878,  which 
stated  : — "  The  weekly  deaths  from  diarrhoea  and  simple 
cholera,  which  had  been  23,  rose  to  78,  156,  256,  and  349 
in  the  corresponding  weeks.  The  deaths  from  diarrhoea 
are  differently  distributed  in  the  fields  of  the  water  com- 
panies. Thus,  the  deaths  in  the  last  four  weeks  were  786 
in  the  districts  supplied  with  the  Thames  and  Lea  waters, 
whereas  the  deaths  in  the  districts  supplied  with  water 
drawn  from  the  chalk  by  the  Kent  Company  were  19  ;  but 
of  the  same  population,  the  deaths  in  the  former  were  to 
the  deaths  in  the  latter  as  3  to  I."  As  there  might  be  a 
visitation  of  cholera  this  autumn,  and  as  they  all  agreed 


Discussiofi. 

that  diarrhcea  and  simple  cholera,  although  totally  distinct 
from  Asiatic  cholera  would  still  predispose  to  it,  this  was  a 
point  of  very  great  interest,  and  he  should  be  glad  if  Dr. 
Odling,  or  any  one  else,  would  express  an  opinion  whether 
these  figures  which  he  had  just  read  did  not  throw  an 
important  light  on  the  relative  wholesomeness  of  the 
different  supplies  of  water  to  the  metropolis. 

Dr.  BartleTT  said,  one  observation  made  by  Dr.  Odling 
very  naturally  led  up  to  the  few  words  he  had  to  say.  He 
stated  that  certain  water,  when  thoroughly  filtered,  would 
then  be  good  enough,  and  pure  enough,  for  all  potable 
purposes;  another  leading  observation  was  made  in  Mr. 
Anderson's  paper,  namely  that  by  mixing  iron  in  a  vety 
finely  powdered  state  with  water,  a  far  greater  efficacy  was 
obtained  than  can  be  in  the  ordinary  way,  by  passing  it 
through  coarse  filter  beds  or  compressed  blocks  of  porous 
iron  or  other  filtering  substances.  He  so  far  cordially 
agreed  with  that  statement  that  it  formed  the  very  pith  of 
what  he  wished  to  say.  At  the  present  time  the  question  of 
filtration,  whether  in  the  water  companies'  sand-beds,  or  in 
the  domestic  filters  which  persons  now  used  for  the  purpose 
of  correcting  any  omissions  on  the  part  of  the  companies,  was 
highly  prominent.  One  section  of  the  public  appeared  to  rely 
entirely  on  this  process,  and  another  semi-scientific  section 
were  apt  to  place  no  reliance  whatever  on  it  It  had  been 
stated,  over  and  over  again,  that  filtration  could  not  remove 
matters  in  solution,  but  only  those  in  suspension  ;  but  to 
that  statement  he  took  objection,  because  during  the  last 
ten  or  fifteen  years,  in  the  process  of  testing  a  great  number 
of  filters^in  fact,  almost  every  kind  which  was  presented 
to  the  public — he  had  found,  that  to  a  les.ser  or  greater 
degree,  nitrogenous  matters  in  solution  were  removed.  The 
manufacture  of  filters,  and  the  scientific  application  of 
filtering  media,  had  improved,  but  although  he  said  this 
with  great  confidence  that  there  were  filters  which  would 
remove  nine-tenths  of  the  nitrogenous  matters  in  solution, 
still,  he  was  equally  certain  that  nine-tenths  of  the  filters 
before  the   public  were  perfectly  worthless,  because  with 
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the    tenth    part    of   nitrogenous    matter  which   was   not 
removed  there  was  that  amount  of  unfiltered  water  passing 
through  into  the  storage  receptacle.      Now,  if  the  tenth 
which    passed  through  contained   any  of   the  germs   of 
disease,  or  communicable  matter  of  disease,  whether  germs 
or  not,  that  would  be  equally  as  fatal  to  the  drinkers  as  if 
it  were  entirely  unfiltered  water.     He  had  been  led  to  this 
train  of  reasoning  more  particularly  because  during  the  last 
six  or  eight  months  he  had   been   testing  filters  which 
removed  nine-tenths  of  the  decomposible  organic  matter ; 
and  the  other  tenth  would  have  been  removed  had  the 
filters  been   mechanically  perfect     He  had  been  making 
experiments  on  a  very  fine  precipitate,  sulphate  of  barium, 
and  found  that  that  freely  passed  through  many  of  the 
filters,  and  therefore  it  became  obvious  that  matters  which 
were  very  much    smaller   than  that  would  equally  pass 
through.     He  then  went  on  with  salts  of  uranium,  a  still 
finer  precipitate,  and  found  they  almost  invariably  went 
through.     Then  it  occurred  to  him  it  would  be  well  to  try 
if  he  could  not  stop  this.     Both  these  salts  were  white,  and, 
therefore,  were  perfectly  visible  to  the  naked  eye,  or,  in  the 
finer  particles,  under  the  microscope.     He  tried  to  stop  it 
by  using  finely  powdered  carbon,  animal,  vegetable,  and 
mineral.     The  result  was  that  he  found  that  with  carbon  of 
all  three  kinds,  when  reduced  to  much  finer  particles,  they 
also  came  through  the  greater  part  of  the  filters  he  tested 
with  it     This  was  most  important,  because  anyone  could 
go  home  and  make  similar  experiments  for  himself.     In 
working  this  out,  he  found  after  having  used  a  considerable 
amount  of  very  fine  carbon,  he  had  stopped  very  nearly  the 
whole  of  that  one-tenth  of  decomposible  matter,  and  in 
fact  he  had  decomposed  the  greater  part  of  that  tenth. 
Knowing  the  oxydising  influence  of  spongy  platinum,  he 
went  one  step  further,  and  used  platinum  black.     Of  course 
he  would  not  recommend  this  as  being  suitable  for  ordinary 
filtering  purposes,  because  of  its  expense,  and  there  might 
be  other  objections  also  ;  but  it  did  absolutely  oxydise 
and  remove  every  trace  of  decomposing  nitrogenous  matter. 
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That  being  the  case,  it  was  certain  that  perfect  filtration 
could  be  obtained.  Following  this  up,  he  had  tried  carbon 
in  the  finest  divided  state,  so  fine  that  he  found  by  the 
microscope  the  particles  were  finer  than  the  markings  on  a- 
diatom,  for  under  a  soth  power  he  could  not  measure  them, 
although  he  couid  measure  the  markings  of  diatom! 
Carbon,  therefore,  could  be  obtained,  if  necessary,  in  so  fine' 
a  form  of  sub-division  that  an  immense  amount  of 
oxydising  power  was  thereby  obtained.  It  might  be  said, 
how  were  you  going  to  filter  water  through  that  extremely 
finely  divided  carbon.  He  thought  possibly  that  cotton 
wool,  which  obstructed  al!  germinal  matter  passing  through, 
as  was  shown  in  the  well-known  experiments  of  Professor 
Tyndall  and  M.  Pasteur,  was  a  means  to  the  end,  but  sooi 
afterwards  he  found  that  cotton  wool  decomposed  in  water, 
and  therefore  that  upset  the  experiment  He  therefore 
tried  two  other  media,  one  a  peculiar  kind  of  slag  wool, 
and  the  other  asbestos  fibre,  both  of  those  retained  the 
finest  particles  of  charcoal,  and  formed  a  perfect  filtering 
medium  as  far  as  developing  the  oxydising  property  of 
finely  divided  carbon  was  concerned.  Having  obtained 
this  result,  he  must  add  that  he  was  not  aware  of  any  filter 
now  before  the  public  which  had  no  decomposing  matter< 
in  its  construction.  The  introduction  of  the  cork  caused 
decomposing  matter  to  be  mixed  with  the  water,  and  under 
the  microscope  large  quantities  of  moving  oi^anisms  were 
to  be  found  in  the  decomposing  matter  of  the  cork  itself! 
The  same  thing,  in  a  lesser  degree,  occurred  with  india- 
rubber,  and,  therefore,  he  laid  it  down  as  a  fundamental 
axiom  in  filter-making  that  no  decomposing  matter  of  any 
kind  should  enter  into  its  construction.  Further  than  that, 
the  filtering  media  should  neither  pass  the  finest  possible 
charcoal,  nor  should  they  be  choked  up  by.  it.  These  two 
points  formed  the  most  important  tests  he  had  to  bring 
forward.  If  they  fell  back  on  the  old  plan  of  testing  filters 
which  we  had  been  in  the  habit  of  using  for  twenty  years, 
they  would  be  misled  as  to  the  mechanical  deficiencies  of 
which  he  had  spoken  of,  for  it  was  no  use  whether  one 
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adopted  Dr.  Frankland's  process  for  the  analysis  of  water, 
or  the  estimation  of  ammonia,  to  suppose  that  because  you 
were  able  to  oxydise  three-quarters,  or  even  nine-tenths  of 
the  decomposible  nitrogenous  matter,  that  the  filter  itself 
was  therefore  of  any  value.  If  this  were  recognised,  and 
people  would  make  the  experiment  for  themselves,  he 
believed  better  filters  would  be  produced,  as  purchasers 
would  be  able  to  test  the  filters  by  these  means.  There 
would  be  at  last  a  possibility  of  arresting  much  of  that 
which  was  injurious  to  health  ;  and  it  was  not  impossible 
that  they  might  prevent  even  the  smallest  germs,  which 
must  be  of  some  size,  passing  through  the  very  fine  medium 
he  had  suggested. 

Mr.  Thomas  Spencer  said  they  had  heard  a  great  deal 
of  the  necessity  of  softening  water,  and  a  great  many 
processes  for  effecting  that  purpose  had  been  mentioned, 
but  they  had  heard  nothing  as  to  the  physiological 
difference  to  the  animal  system  of  very  hard  water  and 
very  soft  water.  For  forty  years  he  had  been  going 
through  most  of  the  towns  in  England,  and  he  could  never 
get  that  question  answered — what  was  the  physiological 
effect  on  the  system  of  hard  water,  as  hard  as  that  supplied 
by  the  Thames,  as  compared  with  soft  He  might  say 
that  he  knew  most  of  the  water  supplies  of  the  world,  and 
he  did  not  know  of  a  better  supply  anywhere  than  that 
which  came  from  the  Thames  when  properly  filtered  ;  he 
did  not  mean  by  any  chemical  means,  but  when  well 
filtered  mechanically.  He  had  constructed  waterworks  at 
Calcutta,  and  knew  many  of  those  on  the  Continent,  and  if 
the  Thames  water  were  well  filtered,  it  would  be  one  of  the 
best  water  supplies  to  any  large  town  in  the  kingdonr. 
When  he  put  that  question  he  never  got  a  reply,  but  was 
told  he  did  not  require  any  explanation — that  salts  of  lime 
and  magnesia  were  not  desirable.  Two  years  ago,  he 
suggested  to  the  authorities  of  a  town  with  which  he  was 
connected,  that  to  settle  this  question  it  would  be  well  to 
get  accounts  from  the  authorities  of  the  different  towns, 
and  ascertain  where  the  death-rate  was  highest — whether 
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in  towns  having  a  soft  water  supply,  or  hard  water.  That' 
report  had  now  been  returned,  and  no  doubt  would  be 
print  before  long,  when  it  would  be  found  that  the  death- 
rate  was  larger  where  soft  water  was  used,  and  this  to 
much  greater  extent  than  he  had  anticipated.  He  must! 
say  also  that  he  began  as  a  soft  water  fanatic,  but  thei 
was  no  doubt  that  one  reason  why  soft  water 
recommended  was  that  in  many  of  the  towns  in  the  north,] 
calico-printing,  and  similar  works  were  very  numerous,  and 
as  soft  water  was  much  better  for  such  operations,  people 
naturally  supposed  that  similar  water  was  better  for 
domestic  purposes. 

Mr.  Maignen  said  he  had  hoped  some  paper  would 
have  been  read  on  the  subject  of  filtration  as  a  whole. 
They  heard  a  good  deal  of  how  water  was  contaminated  in 
a  very  astonishing  way,  but  how  to  get  over  the  difficulty 
they  had  heard  very  little.  He  could  not  attempt  to  do 
justice  to  the  matter  in  the  very  few  minutes  he  had  at  his 
disposal ;  but  what  he  had  to  draw  attention  to  was  thi^, 
that  on  Thursday  last  he  was  in  the  laboratory  of  M. 
Pasteur  in  Paris,  who  asked  him  "  how  will  your  filter  last  ?" 
Now  this  was  a  subject  worthy  a  whole  day's  discussion. 
The  first  necessity  of  filtration  was  that,  when  impurities 
had  been  collected  in  the  filtering  material,  it  could  be 
easily  removed,  and  thrown  away  and  replaced.  Dr. 
Bartlett  had  knocked  the  nail  on  the  head  by  drawing 
attention  to  a  very  important  fact.  If  a  microbe  had  a 
body,  it  was  just  possible  to  conceive  an  impediment,  or  a- 
series  of  impedimenta,  fine  enough  to  prevent  it  passing 
through.  Dr.  Bartlett  told  them  that  he  had  used  charcoal 
the  particles  of  which  were  smaller  than  the  smallest  known 
diatom,  and  if  these  particles  did  not  come  through  a  par- 
ticular form  of  filter,  it  was  conclusive  that  the  diatom 
itself  could  not  pass  through.  He  echoed  the  statement 
made  by  one  of  the  speakers,  that  if  the  London  Thames 
water  were  properly  filtered,  it  would  be  the  best 
world,  and  he  had  reason  to  hope  that  this  would  soon 
attained  by  means  of  the  apparatus  shown  on  the  wall. 
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Dr,   Haughton  said   a  great  deal  had  been  said  in 
favour  of  the  water  they  were  obh'ged  to  drink  in  London, 
there  being  no  option  as  to  the  source  from  which  it  was 
obtained  ;  and  he  wished  he  could  heartily  endorse  all  that 
had  been  said  in  its  favour,  because  it  was  unpleasant  to 
have  a  bad  opinion  of  that  which  one  had  to  deal  with 
continually.     He  listened  to  Dr.  Odling's  paper  with  great 
admiration  until  he  came  to  the  last  sentence ;  but  they 
were  not  told  there  whether  his  estimate  of  the  London 
water  as  compared  with  the  supplies  of  other  towns  was 
founded  on  its  present  condition,  or  on  some  former  period, 
or  on   a  fair  average.     He  had  in  his  hand  an  extract 
referring    to  the   condition    of   things    at    the    time    of 
the   epidemic  of  1830 ;  but  it  was  written  twenty  years 
later,  and  those  periods  were  not  referred  to  with  reference 
to    the     microscopical     analyses    and     examination    of 
the  water.     It  stated  that  at  this  time  there  was  hardly 
a  water  company  in  London  the  water  of  which  did  not 
reveal     to    the     microscope    solid    particles    of   sewage 
floating  about  in  the  company  of  small  weeds  and  sponges, 
and  fine  fat  pulpy  animalcules.    At  an  interval  of  twenty 
years  there  was  the  same  condition  ;  and  it  was  obvious 
that  when  such  things  had  happened  they  might  happen 
again,  especially  when  eels  and  fish  were  found  in  reservoirs 
where  they  were  not  bred.     It  was  not  at  all  infrequent  in 
disputed  cases  in  the  Law  Courts  for  chemists  to  give 
evidence  with  regard  to  the  supposed  condition  of  streams  ; 
when    one   would   state  that   the   water  was  dirty,   and 
another  would  say  it  was  beautiful,  and  both  had  made 
analyses,  and  both  were  men  of  science.     With  regard  to 
the  basis  on  which  this  statement  with  regard  to  London 
water  was  founded,  it  appeared,  so  far  as  he  could  make 
out,  that  the  ground  upon  which  Dr.  Odling  claimed  this 
wonderful  excellence  was  the  very  ground  which,  in  the 
earlier  part  of  the  paper,  he  said  it  was  totally  inapplicable 
to  put  before  the  general  public.     For  if  he  only  got  the 
chemist's  estimate  of  the  amount  of  organic  matter,  and 
that  was  put  forth  to  the  general  public  as  a  test  for  th<^ 
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quality  of  the  water  in  order  to  re-assure  the  said  public 
that  the  water  they  were  drinking  was  beautiful,  they  found 
Dr.  Odling  himself  saying  that  it  was  not  a  reliable  test. 
Yet  at  the  end  of  the  paper  he  said  London  water  was 
very  superior  because  of  this  very  thing,  for  he  brought  no 
other  evidence.     That  appeared  to  his  mind  very  unsatis- 
factory, speaking  not  as  a  medical  man,  but  as  one  of  the  J 
long  suffering  public  who  had  to  drink  water  which  had  I 
been  testified  to  be  contaminated,  not  far  from  the  intake  1 
of    the    companies,   with    organic   matter  of  the    foulest 
description.     It  was  true  those  cases  were  not  very  flagrant, 
except  at  particular  periods,  but  they  wanted  a  guarantee 
that  they  should  not  occur  at  alt.     What  was  the  use  of 
talking  about  filters,  and  telling  the  public  the  water  was 
unfit  to  drink  unless  it  were  filtered.     It  was  the  grossest 
cruelty  to  the  poor.     They  could  not  buy  filters,  and  even 
if  they  were  distributed  gratuitously,  there  was  not  one 
family  in   ten  who  would  take  care  of  them,  so  as  to  see 
them  renewed.     You   might  filter  out  the  cats  and  dogs, 
and  the  grosser  particles  of  matter  ;  but  the  better  the 
filter  the  sooner  it  became  filled  with  germs,  and  every 
kind  of  contamination.     It  was  the  very  nature  of  a  filter 
to  become  filled  with  foulness,  to  breed  microbes,  to  become 
itself  a  source  for  contaminating  the  water.  If  it  were  notj 
renewed  within  a  reasonable  time.     The  gentlemen  whol 
spoke  so  much  in  favour  of  filtration  had  an  idea,  whichV 
was  good  in  itself,  that  the  filtering  medium  should  be  so 
-   arranged  as  that  it  could  be  renewed  ;  but  to  say  that  the 
general  public  were  to  depend  on  any  kind  of  filter,  patent 
or  not,  was  stark  nonsense.     This  evil  was  not  imaginaryj" 
for    it    was  given   in   evidence   before   the   Metropolitaj 
Medical  Commission  in   1S30,  that  whenever  water  ■ 
contaminated  so  as  to  be  nauseous,  diarrhoea  was  invariabljj 
prevalent,  and  affected  the  health  of  every  person  drinkinn 
it     He  did  not  want  to  increase  the  cholera  scare,  but  hd 
hoped  to  utilise  it,  by  demanding  of  the  authorities  that  noj 
money  should  be  spared  to  give  a  good  supply  of  waten 
which   should   be  available   for  every   house  in  the  cit] 
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without  putting  a  single  inhabitant  to  the  expense  of  a 
filter. 

Dr.  Odling,  in  reply,  said  he  had  been  invited  to  read  a 
paper    on    the  chemistry  of  water,  and   had,  therefore, 
confined  himself  mainly  to  chemistry  ;  and  for  this,  under 
the  circumstances,  he  did  not  think  he  was  to  blame.     At 
the  same  time  he  might  say  that  for  many  years  he  was  a 
medical  officer  of  health,  and  had  since  attended  to  hygienic 
studies,  and  he   came  prepared  to  speak  not  only  as  a 
chemist,  but  also  as  a  physician  and  hygeist.    As  regarded 
the  general  question,  the  influence  of  the  presence  of  organic 
matter  in  water  must  depend,  not  on  its  quantity,  but  its 
nature.     And  any  comparisons  put  forward  with  regard  to 
quantity,  irrespective  of  nature,  fell  to  the  ground  altogether. 
Had  there  been  sufficient  time,  it  was  his  intention  to 
discuss  the  question  of  quality  as  he  had  the  question  of 
quantity  ;  and  he  had  notes  ready  for  the  purpose,  but 
time  did  not  allow  of  their  use.     Any  general  statement, 
and    any  conclusion  he  had  formed  or  expressed,  with 
regard    to   quality,    was    formed  on   a  consideration   of 
evidence,  and  was  gone  into  by  him  as  minutely  as  he 
had  gone  into  the  question  of  the  influence  of  quantity. 
The   gist  of  the  whole  question  in  the  present  state  of 
knowledge  seemed  to  rest  on  an  observation  of  effects.     Of 
course  if  you  took  one  week  and  compared  it  with  another, 
or  one  town  with  another  for  a  short  period,  you  might 
arrive  at  almost  any  result  you  pleased ;  but  if  you  took 
large  populations,  and  examined  the  statistics  for  length- 
ened periods,  it  would  be  found  that  there  was  absolutely 
no  difference  whatever  in   the  health  of  the  population 
which  could  be  ascribed  to  the  drinking  of  river  water,  or 
spring  water  ;  from  which  it  would  seem  all  these  different 
varieties  were,  in  their  different  ways,  well  suited  for  the 
supply  of  large  populations. 
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III.— METHODS  OF  DISTRIBUTION. 
MODES  OF  GIVING  PRESSURE, 
HOUSE  FITTINGS,  DISCOVERY 
AND  PREVENTION  OF  WASTE, 
ETC. 


WATER    DISTRIBUTION    AND    DUAL 

SUPPLY. 

By  Col.  Sir  FRANCIS  BOLTON. 

In  former  times  it  was  customary  to  lead  water  through 
aqueducts  to  public  fountains,  whence  it  was  taken  by 
water  carriers  to  those  consumers  who  could  afford  to  pay 
for  it,  while  the  poorer  classes  fetched  the  water  from  the 
fountains  for  themselves  ;  and  this  system  still  exists  in 
certain  large  cities  abroad,  such  as  Constantinople  and 
Venice.  In  some  towns,  indeed,  even  in  ancient  times,  this 
primitive  mode  of  delivering  water  was  found  insufficient 
for  the  better  class  of  houses.  In  luxurious  Pompeii,  for 
instance,  which  was  destroyed  A.D.  79,  a  very  complete 
system  of  distribution  appears  to  have  existed  by  means  of 
pipes,  which  delivered  the  water  direct  to  the  houses.  This 
mode,  however,  was  by  no  means  general,  the  inhabitants 
of  most  cities  contenting  themselves,  as  above  mentioned, 
with  the  services  of  water  carriers. 

A  very  noticeable  want  in  connection  with  those  towns 
which  derive  their  water  supply  from  public  fountains  is 
that  they  are,  for  the  most  part,  without  any  sewage  system, 
and  the  evils  arising  from  this  serious  drawback  may  be 
readily  imagined,  although  it  is  not  the  object  of  this  paper 
to  describe  them.  On  the  other  haiid,  it  should  be  mentioned 
that  the  difficulty  of  carrying  large  quantities  of  water  in  such 
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towns  to  the  houses  separately  has,  from  time  immemorial, 
been  remedied  to  a  certain  extent  by  the  construction  of 
public  baths,  and  other  public  conveniences  for  the  general 
health  and  benefit  of  the  inhabitants. 

The  mode  of  distribution  which  may  now  be  said  to  be 
almost  universal  is  by  means  of  cast-iron  pipes,  and  as  far 
as  our  knowledge  goes,  in  the  present  state  of  hydraulic 
engineering,  this  system  may  be  considered  perfect  Towns 
are  divided  into  districts,  according  to  position  and  level, 
and  in  each  district  mains  are  laid,  usually  following 
the  course  of  the  principal  streets.  From  these  mains 
service  pipes  supply  all  the  streets  within  the  area.  Each 
service  pipe  is  provided  with  a  cock  at  the  junction  with 
the  main,  and  a  wash-out  valve  at  the  other  end,  fire-plugs 
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or  hydrants  being  inserted  at  convenient  distances,  usually 
about  ICO  yards  apart.  In  those  districts  which  are  sup- 
plied on  the  intermittent  system,  the  service-pipe  cocks 
are  opened  and  closed  at  certain  intervals  ;  but  where  the 
plan  of  "  constant  supply  "  is  adopted,  they  are  always  left 
open,  except  in  case  of  accident,  or  during  repairs. 

On  reference  to  Diagram  No.  i,  showing  part  of  distri- 
butory  mains  on  this  system,  it  will  be  seen  that  the 
water,  on  entering  the  service  pipes,  enters  as  it  were  a 
ad  de  sac,  where,  unless  there  is  a  large  draught  or  con- 
sumption, it  is  apt  to  remain  practically  stagnant,  thus 
allowing  the  impurities  held  in  suspension  to  be  deposited 
on  the  sides  and  bottoms  of  the  pipes.  It  is  for  this  reason* 
a  wash-out  valve  is  placed  at  the  end,  which,  if  opened 
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sufficiently  often,  allows  the  impurities  to  be  washed  out  ; 
but  if  this  precaution  is  neglected,  the  impurities  accumu- 
late, and  when  a  sudden  call  is  made  on  the  service  pipe, 
find  their  way  to  the  consumer. 

By  having  no  "  dead  ends,"  as  shown  in  Diagram  No.  2, 
this  difficulty  is  obviated,  as  the  water  is  continually  cir- 
culating in  all  directions.  This  arrangement  is  of  great  advan- 
tage where  there  is  constant  supply,  as  in  case  of  accident 
at  C,  the  main,  B,  would  supply  the  service  pipes  entirely 
whereas  if  an  accident  occurred  at  A  (Diagram  No.  i),  the 
whole  district  beyond  would  be  without  water  until  the 
repairs  were  completed.  It  has  the  further  advantage  that 
should  a  fire  occur  at  Z  (Diagram  No.  2),  both  mains,  B  and 
C,  would  supply  that  and  the  adjoining  hydrants,  whereas 
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a  fire  occurring  at  Y  (Diagram  i),  would  only  have  the 
water  passing  through  the  one  pipe.  Equal  facilities  occur 
for  washing  out  the  service  pipes,  if  found  necessary,  by 
closing  the  cock  and  opening  the  adjoining  hydrant. 

The  pipes  should  be  of  iron,  of  good  tough  quality,  as,  if 
the  metal  is  brittle,  difficulty  is  found  in  cutting  the  holes 
to  receive  the  house  service  pipes  ;  2  inch  pipes  are  usually 
cast  in  6  feet  lengths,  3  inch  to  12  inch,  9  feet  length,  and 
12  inch,  and  upwards,  in  12  feet  lengths.  In  order  to  ensure 
uniform  thickness,  the  pipes  are  generally  cast  upright,  and 
socket  downwards  ;  and  to  prevent  oxidation  of  the  interior, 
they  generally  either  receive  a  coating  of  lime  inside,  or  are 
dipped  whilst  hot  into  a  mixture  of  pitch,  oil,  and  tar, 
which  is  usually  known,  itotn  \)cv^  \^.^^xv^  ol  \^^  vevN^^x^a^^  as 
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Dr.  Angus  Smith's  composition.  The  protection  of  the 
interior  of  the  pipe  is  particularly  necessary  if  iron  is  used 
in  the  filtering  medium,  as  otherwise  the  water  becomes 
distinctly  chalybeate  if  the  consumption  is  slow. 

The  mode  of  connecting  the  pipes  together  is  by  slipping 
the  spigot  end  of  one  pipe  into  the  socket  of  the  next,  and 
then  making  the  joint.  Diagram  No.  3  shows  the  ordinary 
method  of  joining  pipes.  No.  i  is  the  ordinary  "  yam  and 
lead  "  joint,  and  No.  2  the  "  turned  and  bored  "  joint.  In 
No.  I  the  best  white  yam  is  caulked  in  to  a  depth  of  about 
2^  inches,  and  the  rest  of  the  space  run  in  with  soft  lead, 
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which  is  afterwards  well  set  up  or  caulked  one-eighth  of  an 
inch  within  the  rim  of  the  so:ket.  The  chief  point  to  be 
observed  is  that  no  part  of  the  yam  should  find  its  way 
into  the  interior  of  the  pipe.  In  No.  2,  the  turned  spigot  is 
simply  brushed  with  cement  or  paint,  and  pushed  home 
into  the  bored  socket.  The  extra  space  is  sometimes  run 
with  lead  and  sometimes  left.  The  most  approved  modern 
system  is  to  run  the  joint  solid  with  lead  without  the  yam, 
a  strip  of  drawn  lead  being  inserted  in  the  bottom  of  the 
socket  in  lieu  of  yarn. 

For   connecting   the   service   mavtvs   s>\\\.'icfifc   c^vA««^ 


530 


Water  Distribution  and  Dual  Supply, 


branches  are  introduced  The  cocks  used  for  regulating 
the  flow  of  the  water  consist  of  a  door,  which  is  raised  or 
lowered  by  means  of  a  screw  worked  from  the  surface,  as 
shown  in  Diagram  No.  4.  For  the  purpose  of  supplying 
water  in  case  of  fire  or  other  emergency,  openings  are  left 
in  the  mains,  which  are  closed  in  some  old  waterworks  by 
wooden  plugs,  but  in  all  recently  constructed  ones  by 
hydrants,  which  are  undoubtedly  to  be  preferred.  The 
description  of  these,  however,  properly  belongs  to  the 
section  treating  of  the  supply  of  water  for  extinguishing 
fires,  and  a  full  account  of  the  various  forms  in  use  will  be 
found  in  the  special  paper  on  "Water  Supply  for  Fire 
Extinction,"  by  Mr.  J.  H.  Greathead,  C.E. 
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Each  house  is  connected  with  the  service  pipe  or  main, 
by  a  pipe  called  the  "  house-service  pipe,"  the  connection 
being  made  by  means  of  a  ferrule  screwed  into  the  main. 
The  house-service  pipe  is  generally  of  lead,  but  as  some 
waters  have  a  chemical  action  upon  this  metal,  drawn-iron 
pipes,  either  glazed,  galvanised,  or  otherwise  protected,  are 
substituted.  Where  the  system  of  "  constant  supply  "  pre- 
vails, an  apparatus  is  used  in  order  to  avoid  inconveniencing 
the  consumer,  which  enables  the  ferrules  to  be  inserted 
while  the  main  is  still  charged  and  under  pressure. 

The  depth  at  which  mains  should  be  laid  varies  according 
to  circumstances,  but  may  be  taken  in  temperate  climates 
to  be  from  two  to  three  feet  from  the  surface  of  the  ground 
to  the  top  of  the  pipe.  In  colder  climates  the  mains  should 
be  laid  at  sufficient  depth  to  escape  the  action  of  frost, 
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which,  generally  speaking,  does  not  extend  below  four  to 
five  feet  When  mains  are  laid  at  this  depth,  the  cost  of 
laying  as  well  as  making  house  connections  and  effecting 
repairs  is  considerably  increased.  When  the  temperature 
of  the  water  varies  considerably  at  different  seasons,  the 
length  of  main  is  affected.  Where  "  socket  joints "  are 
used,  little  damage  is  done,  but  with  "  turned  and  bored 
joints"  it  will  generally  be  found  in  autumn  that  some 
tightening  up  of  the  joints  is  necessary,  unless  special  pro- 
vision is  made  for  the  contraction  that  then  takes  place. 

Where  pipes  are  carried  across  openings  they  should  be 
protected  from  the  changes  of  temperature,  which  can 
conveniently  be  done  as  shown  in  Diagram  No.  5>  in  which 
the  pipe  is  shown  enclosed  in  a  wooden  casing,  the  circular 
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space  being  filled  m  with  felt,  sawdust  or  other  non- 
conducting material  In  laying  mains  across  bridges, 
great  care  should  be  taken  for  their  protection.  It  will  often 
be  found  that  there  is  not  sufficient  depth  from  the  surface 
to  the  arch  or  girder  of  the  bridge  to  allow  of  the  pipes 
being  laid  ;  when  this  is  the  case,  it  is  convenient  to  carry 
the  mains  on  cantilevers  at  the  side  of  the  bridge,  the  pipes 
being  enclosed  in  a  casing  of  wood  or  other  material,  as 
shown  in  Diagram  No.  5.  In  new  bridges  it  is  generally 
arranged  to  leave  sufficient  space  for  a  subway  below  the 
footpaths ;  this,  as  a  rule,  is  a  very  convenient  way,  as  it 
allows  of  repairs  being  effected  without  interfering  with  the 
ordinary  traffic. 
The  system  of  distribution  hereinbefore  described  refers 
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mostly  to  the  distributing  pipes  within  the  town.  In  some 
exceptional  cases,  owing  to  local  circumstances,  wooden 
pipes,  similar  to  those  which  were  used  before  the  intro- 
duction of  iron  pipes,  are  still  used,  and  in  places  where 
freight  and  carriage  are  difficult,  pipes  formed  of  sheet  iron 
or  steel  can,  owing  to  their  lightness,  be  more  economically 
used  than  those  of  cast  iron.  Pipes  have  been  made  of 
paper  prepared  with  bitumen  and  several  other  substances, 
but  have  not  been  proved  able  to  withstand  the  severe  tests 
to  which  water  pipes  are  subject  Where  the  pressure  is 
very  great,  as  for  instance  where  water  is  distributed  for 
hydraulic  power,  the  pipes  are  cast  of  extra  thickness,  and 
a  "  faced  '*  flange  joint  with  an  india-rubber  ring  inside  a 
recess,  into  which  a  projection  on  the  next  pipe  fits,  is 
sometimes  substituted  for  the  socket  joint. 

The  construction  of  the  aqueduct  conveying  the  water 
from  the  source  to  the  distributary  mains  varies  with  cir- 
cumstances. If  the  water  is  conveyed  under  pressure,  one 
of  iron  is  necessary,  and  preferably  of  cast-iron,  which,  being 
laid  under  the  surface  of  the  ground,  is  better  in  all  respects 
(apart  from  cost)  than  any  other.  The  pipes  are  so  placed 
as  to  follow  pretty  closely  the  undulations  of  the  ground, 
an  emptying  valve  being  fixed  at  the  bottom  of  every  fall, 
and  an  air  escape  valve  at  every  summit.  When  large 
quantities  of  water,  however,  have  to  be  conveyed,  aque- 
ducts of  masonry,  brickwork,  or  concrete,  have  to  be 
adopted.  These,  unlike  pipes  which  can  be  made  to  follow 
the  inequalities  of  the  ground,  have  to  be  laid  to  a  regular 
gradient  Provision  is  made  for  draining  such  aqueducts, 
and  overflows  are  placed  along  their  length  to  prevent 
damage  in  case  of  the  flow  of  water  being  interrupted.  All 
aqueducts  of  masonry,  &c.,  should  be  covered,  but  this  is 
not  always  possible  when  they  are  of  large  size.  Size, 
indeed,  renders  the  covering  less  necessary,  provided  pre- 
cautions are  taken  to  prevent  the  infiltration  of  land 
drainage,  as  the  large  quantity  of  water  flowing  down  is 
less  liable  to  be  affected  by  the  sun,  while  the  conduit, 
being  uncovered,  can  be  e^\\v  aivd  com^^\^\.^>5  Ov^-SkxssR^d  -dit 
all  times. 
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The  cross  section  varies  with  the  materials  employed  ; 
those  of  brickwork  and  concrete  being  generally  of  an  oval 
or  circular  form,  whilst  those  of  masonry  are  usually  con- 
structed with  a  rectangular  section,  and  when  covered,  are 
sometimes  arched  over,  and  sometimes  covered  with  slabs. 
For  the  aqueducts,  tunnels  often  have  to  be  made  through 
hills,  and  conduits  over  valleys.  These  latter,  when  there 
is  sufficient  head  of  water  available,  are  usually  crossed  by 
syphons  of  cast-iron  pipes.  When,  however,  the  head  of 
water  cannot  be  spared,  the  aqueduct  is  carried  across  the 
valley  at  the  regular  gradient,  and  supported  by  piers  of 
masonry,  or  other  suitable  material.  In  this  case,  the 
aqueduct  is  sometimes  continued  in  ma,sonry,  brickwork,  or 
concrete,  or  a  trough  or  tube  of  wrought  iron  is  substituted. 
This  trough  is  sometimes  made  of  pipes  of  sheet  iron  or 
steel,  riveted  together  throughout  the  full  length  of  the 
crossing,  and  suspended  and  braced  by  wire  cables  or  rods, 
similarly  to  a  suspension  bridge. 

One  of  the  most  important  of  modern  aqueducts  is  that 
bringing  the  water  of  the  River  Vanne  to  Paris,  the  length 
of  which  is  about  90  miles,  with  23  syphons  of  wrought-iron 
pipes. 

The  chief  points  to  be  observed  in  the  designing  of  a 
complete  distribution  should  be — (a)  that  the  water,  which 
before  entering  the  mains  is  in  its  purest  state,  should  be 
delivered  to  the  consumer  in  a  similar  state,  and  suffer  no 
contamination  on  the  way  ;  {b)  that  the  mains  should  be 
of  sufficient  area  to  allowanamplequantity  of  water  to  pass 
to  meet  all  contingencies  ;  and  {c)  that  a  constant  circula- 
tion should  be  maintain^^d  of  about  3  ft.  per  second  so  as 
to  prevent  any  deposit  taking  place. 


DUAL  Supply. 


In  the  case  of  many  large  towns,  an  abundant  supply  of 
water  of  inferior  quality  is  found  in  close  proximity,  while 
further  off,  but  still  within  reasonable  distance,  a  limited 
supply  of  better  water  exists.  In  considering  such  cases, 
it  oflen  becomes  a  question  as  to  the  advisability  of  ado] 
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ing  both  sources  of  supply,  the  latter  for  drinking  purposes, 
and  the  former  for  domestic  and  mcmufacturing  uses.  In 
the  opinion  of  the  writer,  a  system  of  dual  supply  is  not 
practicable  for  domestic  purposes,  but  only  for  municipal  or 
manufacturing  requirements.  In  cases  where  water  is  used 
for  power,  a  dual  supply  may  also  be  considered  indispen- 
sable, as  the  great  pressure  necessary  for  its  economical  use 
for  this  purpose  is  undesirable  for  a  domestic  supply. 
Again,  a  separate  supply  for  municipal  purposes  can  be 
used  for  road  watering,  sewer  flushing,  fires,  &c.,  without 
affecting  the  domestic  supply.  In  most  manufacturing 
towns  the  factories  are  grouped  together,  and  require  large 
quantities  of  water  at  a  very  cheap  rate,  which,  supposing 
the  water  is  not  used  in  any  way  for  alimentary  purposes, 
can  often  be  supplied  from  sources  sufficiently  pure  for 
purposes  of  manufacture,  although  the  water  may  be  unfit- 
ted for  household  consumption.  Such  a  supply  exists  at 
Roubaix,  in  France,  where  the  cheapness  of  the  water 
contributes  to  the  prosperity  of  the  town. 

Paris  also  is  supplied  in  the  same  manner,  there  being 
a  double  set  of  mains  in  the  streets,  one  for  domestic 
purposes,  and  the  other  for  street  watering,  &c.  The 
supply  of  potable  water,  however,  is  limited,  and  in  time  of 
drought  has  to  be  supplemented  by  water  drawn  from  the 
Seine. 

A  dual  supply  for  domestic  purposes  would  entail  a 
considerable  extra  outlay  on  the  construction  of  works,  as 
a  double  line  of  mains  would  be  necessary  in  every  street, 
and  the  cost  of  most  of  the  house  fittings  would  be  doubled, 
as  they  would  have  to  be  in  duplicate.  Another  objection 
is  the  probability  that  the  excellent  quality  of  the  water 
supplied  for  potable  purposes  would  cause  the  quality  of 
the  other  to  be  little  considered,  and  the  latter  might 
deteriorate,  or  become  subject  to  ^reat  contamination. 
Consumers,  bearing  this  in  mind,  would  probably  use  the 
purer  water  almost  entirely.  In  ordinary  times,  this  might 
not  be  of  much  consequence,  but  in  times  of  drought  it 
might  be  serious.    T\us  ^v^cvAv^ /\\.  X'?^  x^^<^\V.^d,Vv2^  ^ust 
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occurred  in  Paris,  which,  as  just  stated,  is  supplied  under 
this  system,  and  where  now,  in  the  heat  of  summer,  with 
the  cholera  possibly  approaching  the  town,  the  drinking 
water  is  said  to  be  failing,  so  that  nearly  all  the  supply  will 
have  to  be  taken  from  the  other  source,  the  Seine. 
Unfortunately,  this  water  is  not  as  carefully  filtered  and 
aerated  as  it  would  be  if  it  were  usually  used  for  domestic 
purposes,  and  it  may  consequently  prove  a  source  of 
danger  and  disease. 

When  only  one  supply  exists  for  domestic  purposes,  means 
are  generally  taken  to  render  it  as  pure  as  possible,  either 
by  efficient  filtration,  or  by  such  other  means  as  may  be 
found  necessary.  Should  such  water  not  be  considered  of 
a  sufficiently  high  standard  of  quality,  a  pure  source  is 
selected,  and  the  old  one  abandoned ;  when  this  is 
impossible,  the  use  of  household  filters  becomes  universal. 

When  the  Chelsea  Water  Company  first  moved  their 
intake  to  Ditton,  in  carrying  out  the  works  an  extra 
reservoir  was  constructed,  and  extra  mains  were  laid  for 
supplying  unfiltered  water  for  road  watering  and  other 
purposes,  but  in  practice  this  arrangement  was  found  to  be 
no  saving,  and  to  possess  no  advantage  over  supplying 
filtered  water  for  these  purposes,  so  it  was  discontinued,  and 
now  none  but  filtered  water  is  supplied. 

It  may  be  contended  that  if  water  were  sold  by  meter, 
the  difficulty  of  supplying  the  two  kinds  of  water  for 
domestic  purposes  would  be  overcome,  inasmuch  as  the 
extra  cost  of  the  purer  water  would  prevent  its  excessive 
use,  and  so  conduce  to  its  conservation  and  the  greater  use 
of  the  inferior  water.  This  argument,  probably,  would 
prove  fallacious,  as  the  servants  who  use  the  water  are 
unaffected  by  any  such  considerations. 

It  might,  further,  be  urged  that  the  inferior  water  should 
only  be  laid  on  to  the  closets,  and  that  the  supply  to  them 
should  be  independent  of  the  general  domestic  supply. 
This  arrangement  would  leave  the  remainder  of  the 
domestic  supply  to  be  furnished  by  the  better  water. 
Baths  even  would  have  to  be  supplied  {tottv\\.^^ox  >^\nrxv>x 
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is  remembered  that  they  are  very  frequently  supplied  with 
hot  water  from  an  apparatus  from  which  water  is  drawn  for 
other  purposes,  it  will  be  seen  that  it  would  be  practicably 
impossible  for  them  to  be  connected  with  an  inferior  supply. 
Apart  from  special  cases,  in  which  water  is  distributed 
under  great  pressure  for  power,  and  under  smaller  pressure 
for  ordinary  consumption,  only  one  plan  of  dual  supply 
seems  feasible,  which,  however,  from  the  necessity  for 
duplicate  mains,  &c.,  must  necessarily  be  costly,  though  it 
might  prove  advantageous  in  many  respects  if  carefully 
worked  out  The  writer  would  hesitate  to  advise  such  a 
scheme,  except  under  exceptional  circumstances.  It  is  that 
the  domestic  supply  should  be  entrusted  to  a  company 
selling  water  by  meter,  and  the  general  supply  {including 
supplies  to  closets)  should  be  in  the  hands  of  the  municipal 
authority,  and  paid  for  by  a  general  rate  levied  on  all 
property.  In  addition,  the  municipal  authorities  would 
receive  payment  for  any  water  they  might  dispose  of  for 
manufacturing  purposes.  It  will  be  seen  that,  under  this 
arrangement,  the  municipal  authority  would  have  under  its 
control  water-works  (supplying  fairly  good  water  it  must 
always  be  presumed)  for  supplying  closets,  road  and 
public  garden  watering,  sewer  flushing,  fire  extinguishing, 
and  to  sell  for  manufacturing  purposes.  The  comp; 
which  supplied  water  by  meter  for  domestic  use,  and 
those  manufacturing  purposes  for  which  pure  water 
indispensable,  should  also  be  under  the  supervision  of 
municipal  authorities. 

Such  a  system  as  the  above  would  probably  only  be 
found  worthy  of  consideration  in  the  case  of  a  town 
which  possessed  a  supply  of  good  water,  but  of  so  limited 
a  quantity  that  the  rapid  growth  of  the  city  rendered  an 
increased  supply  indispensable,  and  where  there  was  an 
inferior  supply  near,  which  could  be  made  available  at 
small  cost.  By  these  means  the  consumption  of  the  pure 
water  would  probably  be  reduced  to  such  an  extent  as 
be  available  for  a  much  larger  population,  and  at  the  sai 
time,  from  the  tact  o(  vUe  TOuwici^al  authorities  control] 
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the  house  drains,  closets,  and  flughing  supplies,  an  improved 
sanitary  condition  might  result.  It  is,  however,  not  easy  to 
imagine  a  town  in  such  a  position. 

Rain  water,  as  it  falls,  is  in  a  comparatively  pure  state, 
and  if  proper  measures  are  taken  to  preserve  the  surplus 
falling  in  wet  seasons,  and  to  keep  it  from  contamination, 
it  will  generally  be  found  that  the  rain  falling  in  each 
watershed  is  amply  sufficient  to  supply  the  whole  of  the 
inhabitants  dwelling  in  their  districts.  If  any  scarcity 
exists,  it  is  owing,  generally  speaking,  to  the  want  of 
proper  care,  or  to  the  fact  that  the  district  is  so  subdivided 
under  different  authorities,  that  joint  action  for  the  proper 
conservation  of  the  rainfall  is  impossible. 


MODE  OF  DISTRIBUTION,  WITH   SOME 
REMARKS  ON   DUAL  SUPPLY. 

By  Henrv  J.  Marten,  M.Inst.C.E. 

Until  comparatively  recent  times  no  attempts  were  made 
to  afford  what  we  now  term  "  a  domestic  supply,"  that  is  to 
say,  a  supply  of  water  distributed  to  and  available  within 
each  house  for  general  domestic  purposes. 

The  large  supplies  of  fine  water  introduced  into  the 
principal  cities  of  ancient  times,  by  means  of  the  mag- 
nificent aqueducts  of  which  there  are  many  remains  to 
this  day,  were  directed,  so  far  as  distribution  is  concerned, 
to  the  supply  of  public  baths  and  fountains,  and  possibly 
here  and  there  to  the  supply,  for  similar  purposes,  of  a  few 
of  the  private  residences  of  the  wealthy  classes. 

A  house-to-house  supply,  such  as  we  have  in  modem 
times,  was  unknown  and  undreamt  of.  The  supply  for 
domestic  purposes  had  to  be  obtained  by  the  occupants  of 
the  houses  either  from  the  public  fountains,  or  from  the 
streams   flowing  from  them,  or  was  supplied  in  detail  b^ 
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water  carriers,  somewhat  after  the  fashion  in  which  milk  is 
now  supplied  from  house  to  house.  Although,  according 
to  Pliny,  the  ancients  were  aware  that  water  under  pressure 
rises  to  the  height  of  its  source,  little  practical  advantage 
was  taken  of  the  knowledge  of  this  fact.  Water  under 
pressure  was  occasionally  conveyed  for  some  distance 
through  stone  or  earthenware  tubes  or  in  leaden  pipes. 
The  two  former  were,  however,  difficult  to  be  kept  tight, 
and  the  latter  were  not  only  very  expensive,  but,  at  an 
early  period  of  their  history,  were  found  to  act  deleteriously 
on  the  water  flowing  through  them.  Although,  therefore, 
immense  volumes  of  water  were  frequently  brought  into 
ancient  cities,  as  into  Rome,  where,  according  to  Strabo, 
"  whole  rivers  flowed  through  the  streets,"  and  where  the 
total  quantity  so  delivered  probably  exceeded  three  hundred 
gallons  per  diem  to  each  inhabitant,  there  was  practically 
no  distributed  domestic  supply. 

The  inhabitants  of  modern  London,  therefore,  although 
only  furnished  with  a  supply  per  head  equal  to  one-tenth 
of  that  which  used  to  flow  into  old  Rome,  are  nevertheless 
infinitely  better  off*  than  the  ancient  Roman,  because  the 
thirty  gallons  supplied  to  the  modern  Londoner  are 
delivered  exactly  where  he  requires  it,  "  upstairs,  down- 
stairs, or  in  my  lady's  chamber,"  and  the  supply  is  at  all 
times  available  by  the  mere  turning  of  a  tap.  We  have 
here  a  good  illustration  showing  how  various  combinations 
of  applied  science,  united  to  the  practical  skill  of  modem 
times,  have  resulted  in  a  tenfold  economy,  coupled,  at  a 
moderate  estimate,  with  a  tenfold  advantage  to  the  water 
consumer. 

If  modern  London  were  supplied  in  the  same  wasteful 
and  unscientific  manner  as  ancient  Rome,  the  quantity  of 
water  required  for  the  purpose  would  exceed  in  volume 
the  average  flow  of  the  River  Thames  at  Kingston,  and 
whilst  this  immense  volume  of  water  would  be  rushing 
from  public  fountains,  and  down  open  channels  made  for 
the  purpose  in  the  streets,  the  inhabitants  would  be  totally 
without  the  comtotV  ^i\d  ^dv^xvV^.^'^  vjVvIcK  they  at  present 
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enjoy  of  a  domestic  supply  delivered  under  pressure  into 
each  of  their  houses. 

Coming  to  modern  times,  the  distribution  of  a  domestic 
supply  dates  back  from  the  time  of  Peter  Morice,  who,  in 
15S2,  erected  waterworks  for  the  supply  of  the  City  of 
London  by  means  of  pumps  actuated  by  water-wheels 
placed  in  the  first  two  arches  of  old  London  Bridge.  He 
appears  to  have  distributed  the  water  under  pressure 
through  leaden  pipes,  but  it  is  probable  that  a  few  years 
later  these  were  replaced  by  wooden  pipes,  which,  as  early 
as  the  year  1628,  were  being  laid  down  by  the  New  River 
Water  Company,  These  wooden  pipes  consisted  of  the 
trunks  of  elm  trees,  cut  into  lengths  and  bored  longi- 
tudinally to  an  internal  diameter  of  from  6  to  12  inches,  in 
accordance  with  the  internal  pressure  they  were  required  to 
withstand.  In  the  parts  of  the  town  lying  at  the  lower 
level  (where  the  pressure  would  be  greatest),  the  diameter 
of  the  bore  would  be  6  inches,  so  as  to  leave  a  considerable 
thickness  of  wood  between  the  inside  of  the  bore  and  the 
outside  of  the  tree.  In  the  higher  parts  of  the  town,  and 
near  the  reservoirs,  where  the  pressure  would  be  less,  the 
bore  would  be  gradually  increased  to  I3  inches  in  diameter, 
a  less  thickness  of  timber  being  required  in  those  parts. 
The  joints  of  these  wooden  pipes  were  made  by  forming 
one  end  of  the  tree  into  a  conical  shape,  and  hollowing  out 
the  other  to  correspond  ;  the  several  lengths,  when  laid, 
being  then  driven  one  into  the  other. 

These  wooden  pipes,  however,  proved  very  defective,  as 
the  loss  by  leakage  was  estimated  at  not  less  than  one- 
fourth  of  the  whole  quantity  flowing  through  them.  From 
decay  and  other  causes  they  required  also  to  be  renewed 
on  the  average  about  once  in  every  twenty  years  ;  and  con- 
sequently, as  at  one  time  the  New  River  Company  had  400 
miles  of  these  pipes  laid  down,  they  had  to  take  up  and 
renew  upwards  of  30  miles  in  length  each  year. 

Owing  also  to  the  small  diameter  of  these  wooden  pipes, 
where  they  had  to  bear  any  amount  of  pressure,  more  than 
5n?  Une— arid  in  one  case  no  less  than  nine  lines — of  pipj 
2  N  2 
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had  to  be  laid  side  by  side  in  the  same  street,  in  order  to 
furnish  the  requisite  supply. 

When  we  reflect  on  the  fact  that  at  this  period  London 
was  almost  entirely  without  under  drains,  we  may  be  able 
to  form  some  slight  idea  of  the  terrible  amount  of  moisture 
with  which  the  foundations  and  basements  of  the  houses 
adjoining  these  lines  of  leaky  pipes  must  at  all  times  have 
been  saturated,  and  the  disturbance  which  the  constant 
repair  and  renewal  of  these  pipes  must  have  occasioned  to 
the  roads. 

Bad,  therefore,  as  matters  are  at  the  present  time  in 
London  and  other  large  towns,  from  the  disturbance  of  the 
streets  for  such  repairs,  we  of  the  present  generation  may 
congratulate  ourselves  upon  the  fact  that,  notwithstanding 
we  now  have  gas-pipes,  sewers,  and  under-ground  electric 
wires  in  addition  to  water-pipes  laid  under  the  streets,  the 
annoyance  which  we  suffer  from  street  disturbance  is  as 
nothing  compared  with  that  which  our  ancestors  must  have 
had  to  put  up  with  in  this  respect. 

There  are  no  records  to  which  the  writer  has  access 
showing  whether,  in  these  early  times,  the  supply  for 
domestic  purposes  was  on  the  constant  or  the  intermittent 
system,  nor  whether  the  water  was  delivered  at  the  ground 
floor  of  each  house  only  or  at  a  higher  elevation.  With 
wooden  distribution  pipes,  such  as  these  described,  it  would 
be  very  difficult  to  have  a  proper  service  of  stop  or  shut-off 
valves,  even  if  an  efficient  stop-valve  for  working  under 
pressure  were  then  invented.  The  frequent  stoppages  for 
repairs  would  necessarily  assimilate  the  arrangements  for 
supply  to  those  of  the  intermittent  system,  which  involves 
the  necessity  of  having  tanks,  butts,  or  other  capacious 
receptacles  for  the  storage  of  water  in  each  house. 

In  the  early  part  of  the  present  century,  cast-iron  mains 
began  to  be  substituted  for  wooden  water-pipes,  and  by  the 
year  1820  the  whole  of  the  wooden  pipes  belonging  to  the 
New  River  Company  had  been  removed  and  replaced  by 
cast-iron  ones.  The  substitution  of  cast-iron  for  wood 
introduced  anew  tta'mVo  vVv^  ^x\.  of  viater  distribution,  as 
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much  higher  pressures  were  rendered  available,  and  leak- 
age was  materially  reduced.  The  early  cast-iron  pipes, 
although  made  of  the  finest  cold  blast  metal,  were  very 
rough  productions.  They  were  all  cast  horizontally,  and 
in  numerous  cases,  owing  to  the  imperfection  of  the 
machinery,  they  were  far  from  being  either  cylindrical  or 
concentric,  and  thus  were  frequently  thicker  on  one  side 
than  the  other.  They  often,  therefore,  gave  way  when 
exposed  to  the  working  pressures  they  were  called  upon  to 
sustain,  the  methods  of  testing  them  previous  to  their  behig 
laid  being  primitive  and  inefficient 

The  first  cast-iron  distribution  pipes  were  made  with 
flanges  on  the  same  principle  as  the  ordinary  cast-iron 
pump-trees.  These  flanges  were  fastened  together  with 
bolts  and  nuts,  the  joint  being  made  between  the  flanges,  - 
with  an  iron  ring  covered  with  tarred  yam  or  flannel. 
This  method,  however,  soon  had  to  be  abandoned,  as  owing 
to  the  expansion  and  contraction  of  the  pipes  consequent 
on  the  changes  of  temperature  in  the  water  passing  through 
them,  the  flanges  were  frequently  torn  off",  and  hence 
stoppages  for  repairs  were  numerous. 

This  defect  was  overcome  by  the  introduction  of  the 
spigot  and  socket-pipe.  The  early  joints  of  these  pipes 
were  made  by  driving  soft  wood  wedges  into  the  sockets, 
which  were  made  wide  for  the  purpose.  When  the  wedges 
had  been  driven  into  the  sockets  as  far  as  was  considered 
prudent,  the  ends  projecting  beyond  the  sockets  were  cut 
off,  and  a  few  small  iron  wedges  were  then  driven  into  the 
wood  for  the  purpose  of  giving  a  final  tightening.  These 
joints  were  found  to  be  a  great  improvement  on  the 
previous  system  of  flanges  ;  but  as  the  wooden  wedges 
became  saturated  with  water,  they  expanded,  and  fre- 
quently burst  their  sockets.  This  led  to  the  abandonment 
of  the  system  of  jointing  pipes  with  wooden  wedges,  and 
to  the  adoption  of  the  plan  of  filling  the  back  part  of  the 
socket  with  yarn  tightly  rammed  in,  and  then  running  the 
remainder  of  the  socket  full  of  molten  lead,  which  on  cool- 
ing was  caulked  up,  and  so  made  3l  X\^V  ^^^  ^^rccvaxsKoX 
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joint  capable  of  withstanding  the  full  pressure  to  which  the 
pipe  might  be  subject,  and,  at  the  same  time,  of  allowing 
for  expansion  and  contraction  without  leakage. 

This  method,  for  the  first  time,  gave  those  responsible 
for  the  distribution  of  water  under  pressure  the  advantage 
of  having  at  command  continuous  distributing  tubes  of  any 
length,  and  practically  water-tight  under  any  ordinary 
pressures. 

The  lead  joint,  as  above  described,  with  variations  only 
for  reducing  the  weight  of  lead  used,  or  for  adding  to  its 
security  against  being  blown  out  by  back  pressure,  has 
remained  a  permanent  institution,  a  bar  of  lead  being 
occasionally  substituted  for  the  molten  metal. 

In  some  cases,  the  olcj-fashioned  method  of  jointing  the 
wooden  pipes  has  been  imitated  in  their  cast-iron  successors 
by  turning  a  conical  end  to  the  spigot,  and  boring  the 
socket,  so  that,  when  fitted  together,  the  pipes  practically 
joint  themselves  without  any  other  stopping. 

With  the  introduction  of  cast-iron  pipes,  and  greater 
pressure,  the  system  of  intermittent  supply  became  more 
completely  developed  and  established. 

Under  the  intermittent  system,  the  supply  of  water  was 
not  constantly  laid  on,  as  is  now  almost  universally  the 
case.  The  arrangement  was  to  turn  on  the  water  from  the 
principal  main  into  the  subsidiary  distribution  pipe,  in  any 
particular  street,  for  an  hour  or  an  hour  and  a  half  a  day ; 
during  which  time  all  the  people  in  that  street  had  to  draw 
and  store  a  sufficient  supply  for  the  remainder  of  the 
twenty-four  hours. 

This  system,  with  which  the  public  were  long  content, 
ultimately  fell  into  disfavour.  Its  inconveniences  were 
great ;  the  water  was,  as  stated,  only  turned  on  for  a  very 
short  time  ;  the  system  necessitated  the  employment  of  a 
large  number  of  turncocks,  whose  sole  business  it  was  to  go 
round  the  districts  to  turn  the  water  on  and  off.  The  inter- 
mittent system  was  also  injurious  on  sanitary  grounds,  as  it 
frequently  happened  that  the  vessels  in  which  the  water 
was    stored    were    exceedingly  foul,   in    consequence    of 
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putrefying  sediment  left  in  them  from  previous  supplies, 
and  the  stored  water  itself  was  apt  to  become  impregnated 
with  poisonous  gases  rising  through  the  waste  or  overflow 
pipes  of  the  cisterns  which  were  connected  with  the  sewers. 

The  sanitary  defects  thus  inherent  in  the  intermittent 
system  were  the  fruitful  source  of  disease  and  death,  and 
early  engaged  the  attention  of  the  Board  of  Health  pre- 
sided over  by  the  late  Earl  of  Carlisle,  and  of  which  Mr. 
Edwin  Chadwick,  C.B.,  was  the  earnest  and  indefatigable 
secretary.  After  much  inquiry  the  Board  came  to  the 
conclusion  that  these  evils  could  be  remedied  by  the 
adoption  of  the  constant  supply  system,  which  had  been 
introduced  at  Nottingham  by  Mr.  Thomas  Hawksley,  past 
president  of  the  Institution  of  Civil  Engineers,  and  was  in 
successful  operation  there  on  a  large  scale. 

Under  the  "  constant "  system,  the  supply  is  kept  on  the 
whole  twenty-four  hours,  so  that  anyone,  at  any  time  of  the 
day  or  night,  by  simply  turning  a  tap  in  the  house,  can 
obtain  a  supply  direct  from  the  main  without  the  intervention 
of  any  intermediate  storage  vessel. 

When  the  proposition  for  affording  a  supply  on  the 
constant  system  was  first  broached  by  the  Board  of  Health, 
it  was  met  by  a  storm  of  opposition,  some  engineering 
advocates  of  the  old  system  going  so  far  as  to  allege  that 
it  would  be  a  sheer  impossibility  to  carry  out  the  constant 
system,  on  account  of  the  uncontrollable  waste  that  would 
result  from  having  the  water  always  "  on,"  and  because,  as 
there  was  no  guarantee  that  everybody  would  not  be 
drawing  water  at  the  same  time,  the  main  pipes  would  in 
consequence  have  to  be  of  enormous  magnitude  compared 
with  those  necessary  under  the  intermittent  system,  under 
which  system  it  was  alleged  the  supply  could  be  more 
judiciously  and  economically  manipulated. 

The  controversy  on  this  question  raged  with  great  vigour 
from  184s  to  i8sa  About  that  time  Sir  Robert  Raw- 
linson,  C.B.,  having  occasion  to  visit  Wolverhampton  in 
connection  with  a  local  inquiry  under  the  Board  of  Health, 
asked  the  writer,  who    had   then  recently  coty^^t^fc^  ^^^ 
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supply  of  that  town  from  the  intermittent  to  the  constant 
system,  and  who  at  the  moment  had  the  means  of  doing  so 
with  great  accuracy,  to  institute  some  experiments  with  a 
view  to  ascertain  what,  under  the  constant  system,  was  the 
actual  rate  of  consumption  at  each  hour  of  the  day.  As 
the  result  of  these  experiments,  the  writer  found  that,  so 
far  from  all  the  people  drawing  from  the  mains  at  the  same 
time,  the  highest  rate  of  consumption  was  only  about  two- 
and-a-half  times  the  total  daily  supply;  that  is  to  say,  that 
the  main  and  distribution  pipes  under  the  constant  system 
should  be  of  a  capacity  sufficient  to  supply  two-and-a-half 
times  the  ordinary  daily  consumption.  Now,  as  under 
the  intermittent  system  it  was  the  practice  to  make  the 
mains  and  distribution  pipes  of  sufficient  capacity  to  supply 
four  times  the  ordinary  daily  consumption,  these  experi- 
ments proved  that,  so  far  from  larger  mains  being  required 
under  the  constant  system,  they  might  actually  be  made  of 
smaller  capacity  than  those  required  for  the  intermittent 
system.  It  was  also  shown  that,  with  proper  fittings  in  the 
houses,  the  consumption  of  water  under  the  constant 
supply  system  was  actually  less  than  that  under  the  . 
intermittent  system.  ■ 

These  facts  being  reported  by  the  Board  of  Health,  and  I 
afterwards  given  in  evidence  by  the  writer  before  a  Com- 
mittee presided  over  by  the  late  Sir  James  Graham,  and 
confirmed  also  by  similar  results  in  other  cases,  brought 
the  controversy  to  a  close  in  favour  of  the  constant  supply 
system,  which  is  now  almost  universally  adopted,  and 
under  which  263,904  out  of  the  671,888  houses  in  the 
London  district  are  now  supplied,  as  stated  in  the  able  and 
interesting  report  for  May,  18S4,  of  Colonel  Sir  Francis 
Bolton,  Official  Water  Examiner  under  the  Metropolis 
Water  Act,  1871. 

The  introduction  of  the  system  of  constant  supply 
brought  about  other  advantageous  changes  in  the  method 
of  distribution.  Under  the  intermittent  system  the  water 
lay  stagnant  in  the  distribution  pipes  for  at  least  twenty- 
two  out  of  the   twenty-four  hours  each  day,  and   before 
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the  introduction  of  filter  beds  these  pipes  were  prac- 
tically small  settling  reservoirs  in  which  the  sediment 
accumulated,  and  which  sediment,  when  the  water  was 
turned  on,  was  driven  with  the  first  rush,  in  a  semi- 
putrescent  state,  into  the  household  storage  receptacles. 

Under  the  intermittent  system,  but  little  attention  was 
paid  to  fittings  in  the  houses,  as  neither  those  supplying  the 
water  nor  those  receiving  it  troubled  themselves  much  about 
waste,  which  in  each  case  did  not  last  more  than  an  hour 
or  an  hour  and  a  half  each  day.  Hence  taps,  ball-cocks, 
house  supply  pipes  and  other  internal  fittings  were  old- 
fashioned  and  defective  almost  beyond  description. 

With  the  advent  of  the  constant  system,  new  descrip- 
tions of  fittings  were  introduced  to  prevent  waste,  and  to 
meet  the  requirements  of  the  greater  pressures  at  which 
the  water  then  began  to  be  delivered. 

It  may  be  safely  affirmed  that  the  constant  system  has 
brought  about  an  extraordinary  change  for  the  better  in 
all  domestic  water  fittings ;  those  now  in  general  use 
displaying  an  amount  of  skill,  ingenuity,  and  good  work- 
manship far  superior  to  anything  ever  before  known. 

Under  the  intermittent  system  the  distribution  pipe 
necessarily  had  a  "  dead  end  "  in  each  street,  because,  the 
water  requiring  to  be  daily  turned  on  or  shut  off",  the  pipe 
could  only  be  connected  at  one  end  with  the  feeding  main, 
leaving  the  other  end  isolated  or  "  dead."  The  water  near 
these  dead  ends  became  very  foul  from  stagnation,  and 
consequently  the  dead  end  required  to  be  frequently 
washed  out  This  was  effected  by  drawing  a  wooden  plug 
fixed  in  a  branch  at  the  end  of  the  distributing  main. 
When  this  plug  was  drawn,  it  was  not  at  all  uncommon  to 
see  the  water  spouting  out  from  it  tinted  with  all  the 
colours  of  the  rainbow,  from  dark  purple  to  the  lighter  tints, 
and  emitting  a  most  offensive  odour,  for  when  the  water 
was  shut  off",  it  frequently  happened  that  the  distributing 
pipe  was  drained  by  a  discharge  at  some  low-lying  part  of 
it,  and  it  then  became  filled  with  an  atmosphere  drawn 
through  ground  full  of  gas  reek. 
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Under  the  constant  system  these  evils,  including  those  ■ 
resulting  from  dead  ends,  are  done  away  with ;    the  dis-J 
tributing  pipes  being  now  constantly  under  pressure,  no^ 
gas  reek  or  other   impurities  can  enter  them,   and  being 
connected   at   each  end  of  the  street  with  the   adjoining 
mains,  there  is  a  constant  circulation  throughout  the  whole 
system,  whereby  stagnation  is  prevented,  as  the  water  is 
always  on  the  move  towards  the  point  of  greatest   con- 
sumption. 

Very  great  improvements  have  also  been  made  under 
the  constant  system,  in  the  construction  of  the  sluice  valves 
for  shutting  off"  the  water  for  repairs  at  any  particular  point 
Under  the  intermittent  system,  the  sluice  valves  were  only 
made  to  shut  against  the  pressure  from  otic  side,  whilst 
they  are  now  universally  made  to  shut  against  the  pressure 
coming  from  either  side  or  in  any  direction.  These  valves, 
which  are  called  "double  faced,"  are  the  invention  of  Mr. 
James  Nasmyth,  so  well  known  in  connection  with  the 
steam  hammer.  The  writer,  then  an  articled  pupil  to  the 
late  Mr.  Wicksteed,  engineer  to  the  East  London  Water- 
works, had  the  privilege  of  assisting  Mr.  Nasmyth  in 
preparing  the  first  rough  drawing  of  these  "  double-faced  " 
sluice  valves ;  and  he  well  remembers  the  instantaneous 
rapidity  with  which  that  great  mechanician  not  only 
grasped  the  point  to  be  attained,  but  within  an  hour  had 
so  completely  solved  the  difficulty  to  be  overcome,  that 
whilst  alterations  have  been  made  in  minor  details,  no 
practical  improvement  has  been  effected  in  that  first  design 
of  his. 

The  method  of  connecting  the  house  services  with  the 
main  pipes  has  also  undergone  a  great  improvement  In 
early  times  the  connection  was  made  by  driving  a.  brass 
ferrule  into  a  hole  chipped  or  drilled  through  the  main 
pipe.  These  ferrules  were  apt  to  be  dislodged,  and 
frequently  blew  out,  and  the  fixing  of  them  obliged  the 
water  to  be  shut  off  from  the  whole  street  during  this 
occasionally  tedious  operation.  These  connections  are 
now  made  by  screw  threaded  ferrules,  tapped  securely  into 
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the  pipe  by  an  instrument  which  obviates  the  necessity  for 
any  stoppage  of  the  supply  to  other  houses  whilst  the 
operation  is  being  performed. 

The  arrangements  also  for  the  supply  of  water  for  fire 
extinction  have  been  very  greatly  improved  since  the 
introduction  of  the  constant  supply  system.  In  former 
times,  in  the  event  of  a  fire,  the  first  thing  was  to  find  the 
turncock  to  turn  the  water  into  the  main.  This  done,  the 
old  wooden  plug  had  to  be  knocked  out,  often  a  work  of 
time  and  difficulty  ;  and  then  until  all  the  empty  tubs  and 
tanks  were  filled  up  in  the  street  there  was  practically  very 
little  pressure  at  the  plug,  and  the  supply  was  consequently 
scanty  for  some  time.  Thus  most  precious  moments  were 
lost.  Now,  on  the  contrary,  the  fireman  goes  to  the  nearest 
hydrant,  inserts  his  standpipe,  turns  on  the  water  from  the 
constantly  charged  main  pipe,  and  in  a  much  less  time 
than  it  previously  took  to  call  the  turncock,  he  has  a 
stream  of  water  pouring  into  or  over  the  burning  building 
at  the  rate  of  200  or  300  gallons  a  minute,  and  under  a 
pressure  sufficient  to  knock  a  strong. man  down  at  a 
distace  of  fifty  yards  from  the  nozzle  of  the  fire-hose,  and 
that  without  the  intervention  of  any  fire-engfine. 

Another  little  machine  which  has  proved  itself  to  be  of 
great  value  in  connection  with  constant  supply,  is  the 
"  Waste  Water  Detector,"  invented  by  Mr.  Deacon,  the 
engineer  to  the  Liverpool  Corporation  Waterworks.  This 
machine  indicates  and  registers  the  flow  of  water  passing 
through  any  particular  pipe  at  any  moment  of  time,  and  by 
its  agency  all  undue  waste  and  leakage  are  easily  detected 
and  traced.  Thus  the  modem  appliances  in  connection  with 
distribution,  if  properly  used  and  directed,  are  now  nearly 
all  that  can  be  desired. 

Except  in  very  special  cases,  the  writer  is  not  an  ad- 
vocate for  the  "  Dual  System,"  that  is  a  system  under 
which  two  classes  of  water  are  introduced  into  a  town ; 
the  one  for  dietetic  purposes,  and  the  other  for  washing, 
street-watering,  sewer-flushing,  fire-extinguishing  purposes, 
&c.     The  dual  system  necessarily  involves  the  layltv^cjS."^ 
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duplicate  set  of  mains,  and  the  fixing  of  a  duplicate  set 
of  house  fittings,  with  all  the  attendant  annoyance  and 
expense. 

There  may  be  cases  where  the  circumstances  are  so 
peculiar  as  to  make  the  dual  system  a  necessity,  and  then 
the  difficulty  must  be  faced  ;  but  generally  it  will  be  found 
cheaper  and  better  to  manipulate  the  supply  so  as  to  make 
sure  that  none  but  water  of  a  high  class  shall  ever  enter  the 
mains,  and  so  as  to  effect  the  whole  work  of  distribution  by 
one  set  of  pipes  and  fittings. 


WATER  SUPPLY   FOR   FIRE 
EXTINCTION. 

By  J.  H.  Greathead,  M.Inst.C.E. 

When  it  is  considered  how  vast  is  the  havoc  wrought 
by  fire  every  year,  and  that  we  depend  upon  a  supply  of 
water,  in  all  cases,  to  prevent  much  greater  ravages,  the 
importance  of  this  subject  will  be  at  once  recognised. 

In  London  alone,  it  has  been  calculated  on  reliable  data 
that  the  destruction  of  property  in  1882  amounted  to  at 
least  24-  millions  sterling,  and  last  year  it  was  probably 
more ;  and  it  has  been  stated  by  a  very  good  authority, 
Mr.  Edward  Atkinson,  of  the  Boston  Manufacturers* 
Mutual  Insurance  Company,  that  the  losses  by  fire  in  the 
United  States  and  Canada  in  the  five  years  ending 
January  ist,  1879,  amounted  to  82-J-  millions  sterling,  while 
the  cost  of  insurance  companies  and  fire  departments  in  the 
same  period  amounted  to  55  millions  more,  or  together  to 
an  average  of  27  millions  sterling  per  annum. 

It  is  difficult  for  the  mind  to  grasp  such  figures  ;  the 
last,  however,  is  about  equal  to  the  whole  rateable  annual 
value  of  the  metropolis. 

If  such  losses  as  these  were  inevitable,  it  would  be  of 
little  profit  to  refer  to  them,  but   it  is   because  I  believe 
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them  to  be  to  a  large  extent  preventible,  that  I  have 
ventured  to  bring  the  subject  of  water  supply  for  fire 
extinction  before  you. 

In  the  remarks  which  I  am  about  to  make,  I  purpose  to 
refer  largely  to  the  case  of  this  metropolis  as  being  likely 
to  add  additional  interest  to  the  general  subject,  and 
because  the  reasoning  which  applies  to  this  will  apply  in  a 
greater  or  less  degree  to  all  other  similar  cases. 

It  may  be  useful  at  once  to  define  what  are  the  require- 
ments necessary  to  be  fulfilled  in  a  water  supply  for  fire 
extinction  purposes. 

In  order  to  reduce,  as  far  as  possible,  the  destruction  of 
life  and  property  by  fire,  the  fire  extinguishing  service 
should  have  water — 

(i.)  In  copious  supply. 

(2.)  In  close  proximity  to  the  property. 

(3.)  Easily  accessible. 

(4.)  Having  sufficient  and  reliable  pressure. 

In  nearly  all  cities  the  water  supply  has.  been  introduced 
and  distributed  without  reference  to  the  fulfilment  of  these 
conditions.  The  quantity  of  water  required  for  the  ex- 
tinction of  fires  is  so  infinitesimal  as  compared  with  the 
quantity  required  for  all  other  purposes,  that,  except  where 
the  conditions  have  been  naturally  favourable,  the  water 
service  is  devoid  of  some  at  least  of  the  qualities  necessary 
to  fit  it  for  fire  purposes.  The  result,  in  such  cases,  has 
been  that  mechanical  contrivances  have  had  to  be  provided 
to  make  good  whatever  deficiencies  existed  in  the  supplies, 
and  dwellers  in  cities  have  become  familiar  with  fire-plugs 
and  fire-engines. 

There  are,  however,  some  cities  in  this  country  where, 
the  conditions  having  been  favourable,  the  authorities 
having  control  of  the  water  supplies  have  availed  them- 
selves wisely  of  Nature's  gifts. 

The  most  notable  instances  are  those  of  Glasgow,  Dublin, 
Liverpool,  and  Manchester.  In  all  these  cases  the  water 
supply  is  almost  entirely  by  gravitation,  and  the  result  is 
that  over  the   greater   and  most   important  parts  of  the 
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cities  there  is  a  good  pressure  and  a  copious  supply  of 
water,  which  has  been  made  easily  accessible  by  the  intro- 
duction of  numerous  hydrants  in  close  proximity.  Here, 
then,  we  have,  as  nearly  as  may  be,  in  four  of  the  most  im- 
portant cities  of  the  United  Kingdom,  a  fulfilment  of  the 
necessary  conditions  of  water  supply  for  fire  extinction. 

\\  An  ordinary  hydrant   may  be   shortly  described    as  a 

stop-cock  on  a  water-pipe  or  main,  to  which  hose  may  be 
attached  for  fire  extinction,  or  other  purposes.     If  for  fire 

I  extinction,  without  the  intervention  of  a  fire-engine,  the 

j!i|  hose  will,  at  its  other  end,  be  provided  with  a  branch  and 

nozzle.  Upon  opening  the  stop-cock,  the  water  from  the 
main,  or  pipe,  will  issue  from  the  nozzle  as  a  jet.  The 
height  of  the  jet  will  depend  upon  the  pressure  in  the  main, 
the  quantity  of  water  available,  the  length  of  hose  em- 

1  i  ployed,  and  the  size  and  shape  of  the  nozzle. 

A  fire-plug  is  a  wooden  plug  driven  tightly  into  a  socket 
or  opening  in  a  water-pipe  under  the  road.  When  water  is 
required  for  fire  extinction  the  plug  is  withdrawn,  and  the 
water  issues  from  the  opening,  either  into  the  street,  where 
it  is  usually  received  by  a  portable  tank,  or  into  a  stand- 
pipe  inserted  in  place  of  a  plug.  It  is  obvious  that  plugs 
cannot  be  used  where  the  supply  is  constant  with  a  good 
pressure,  and  they  have  not  been  placed  upon  the  con- 
stantly charged  mains  (the  best  existing  supply  for  fire 
extinction)  in  the  metropolis.  Several  forms  of  hydrants, 
.  and  a  fire-plug  and  stand-pipe,  may  be  seen  in  the  Water 
Companies*  Pavilion  in  the  Exhibition. 

In  order  to  obtain  a  good  jet  from  a  hydrant,  it  is 
necessary  that  the  pressure  of  water  at  the  hydrant,  while 
flowing,  should  be  about  65  lbs.  per  square  inch.  This 
will  provide  for  overcoming  the  friction  of  the  water  in 
passing  through  an  average  length  of  hose,  and  will  give  a 
jet  about  80  feet  high  from  an  inch  nozzle.  From  the 
elaborate  reports  of  the  chief  officer  of  the  Dublin  Fire 
Brigade,  which  he  has  kindly  furnished  to  me,  it  appears 
that  all  the  fires  in  Dublin,  except  those  extinguished  by 
small  hand  pumps,  are  put  out  by  jets  direct  from  the 
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hydrants,  and  that  the  prevailing  pressure  is  about  60  lbs. 
per  square  inch. 

So  much  has  been  written  and  said  about  hydrants,  and 
the  advantages  to  be  derived  from  their  use,  during  the 
last  twenty  years,  that  it  is  hardly  necessary  for  me  to 
discuss  their  merits  as  compared  with  fire-plugs.  It  is 
generally  conceded  that  in  all  cases,  whatever  the  water 
supply  may  be,  whether  constant  or  intermittent,  high 
pressure  or  low,  hydrants  are  superior  to  plugs  as  a  means 
of  letting  the  water  out  of  the  pipes.  But  it  has  been 
contended  that  so  long  as  it  is  merely  a  question  as 
between  hydrants  and  plugs,  the  advantages  of  the  former 
over  the  latter  are  not  sufficiently  great  to  justify  any 
large  expenditure  upon  them.  When,  however,  the  question 
becomes  one  as  between  hydrants  and  fire-engines,  a  wider 
view  becomes  necessary.  Hydrants  with  a  constant  and 
copious  supply,  and  good  pressure  of  water,  are  recognised 
as  being  incomparably  better  agents  for  extinguishing 
fires  than  fire-engines,  and  the  result  of  the  introduction  of 
hydrants  into  Manchester  may  be  given  in  illustration. 
Mr.  Bateman,  the  eminent  engineer  of  the  Manchester 
Waterworks,  has  stated  publicly  on  more  than  one 
occasion,  that  the  introduction  of  hydrants  with  a  good 
pressure  of  water  has  resulted  in  a  reduction  of  the  losses 
from  fire  in  Manchester  to  a  small  fraction  (viz.,  one- 
seventh)  of  what  they  were  before  the  introduction  of  the 
hydrants.  And  according  to  the  report  of  Captain  Tozer, 
the  superintendent  of  the  Manchester  Fire  Brigade,  the 
amount  of  property  destroyed  has  only  averaged  4*3  per 
cent,  of  that  at  risk  during  the  last  ten  years,  while  it  will 
be  seen  presently  that  in  places  having  no  efficient  hydrant 
services  the  losses  are  many  times  greater. 

In  Liverpool,  the  fire  brigade  is  a  branch  of  the  police. 
The  water  supply  is  mainly  by  gravitation  from  reservoirs 
(from  400  to  600  feet  above  the  low  parts  of  the  town),  and 
there  are  numerous  hydrants.  There  are  3  steam  and 
14  manual  fire-engines.  The  population  in  1881  was 
548,650,  and   the  area  is   8]  square  miles.     Of  the    180 
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firemen,  170  do  regular  police  duty.  The  average  annual 
cost  of  the  brigade  for  the  three  years  1880,  1 881,  and  1882, 
was  ;^5325,  or  £g  14s,  per  1000  of  the  population.  The 
average  annual  number  of  fires  in  the  same  p)eriod  was 
219,  but  the  loss  by  fire  was  not  ascertained. 

In  Glasgow,  there  is  a  good  supply  of  water  by  gravita- 
tion ;  there  are  about  5000  hydrants,  and  the  majority  of 
the  fires  are  extinguished  direct  from  the  mains.  There 
are  3  steam  and  17  manual  fire-engines.  The  66  officers 
and  firemen  are  supplemented  by  an  auxiliary  force  of  52 
policemen.  The  area  of  the  city  is  9^  square  miles,  and 
the  population  in  1881  was  510,816.  The  cost  of  the 
brigade  to  the  ratepayers  in  1882  was;g'5266,  or  ;£'io  6s, 
per  1000  inhabitants ;  while  the  annual  average  loss  from 
fire  in  the  same  period  was  ;£^i  10,000,  or  about  ^^215  per 
1000  of  the  population. 

In  Manchester,  the  supply  is .  also  by  gravitation  from 
reservoirs  at  a  considerable  elevation  (200  feet  to  600  feet 
above  the  Exchange),  and  there  is  a  constant  high  pressure 
supply.  There  are  about  17,000  hydrants  in  the  city 
and  suburbs.  Two  steam  and  5  manual  fire-engines  are 
retained,  but  are  seldom  used.  The  population  in  1881 
was  341,500.  The  area  of  the  city  is  6^  square  miles,  but 
the  fire  brigade  extend  their  operations  beyond  the  city. 
There  are  sixteen  stations,  and  the  average  annual  cost  to 
the  ratepayers  for  the  fire  brigade  during  the  three  years 
1880,  1 88 1,  and  1882,  was  £3S47»  ^^  equal  to  ;^io  Ss.  per 
1000  of  the  population.  The  average  estimated  annual 
value  of  property  destroyed  in  those  three  years  was  about 
;^8o,oc)0,  or  about  ;^235  per  1000  of  the  population. 

In  Dublin,  the  supply  of  water  is  again  by  gravitation, 
and  the  pressure  varies  from  about  40  lbs.  to  80  lbs.,  being 
generally  60  lbs.  when  the  water  is  flowing  through  the 
hydrants.  There  are  numerous  hydrants,  and  though 
there  are  2  steam  and  3  manual  engines,  they  do  not  appear 
to  have  been  used  in  the  three  years  (1880- 1882),  within  the 
city.  The  brigade  consists  of  32  officers  and  men.  The 
population  in  188 1  was  249,602,  and  the  area  of  the  city  is 
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6  square  miles,  but  the  operations  of  the  brigade  are  not 
confined  to  that  area.  The  average  annual  cost  of  the 
brigade  for  expenses  and  wages  for  the  three  years 
in  question  was  ;g'3286,  or  about  ;£"  13  3^,  per  1000  of  the 
population.  The  estimated  value  of  property  destroyed 
averaged  ;f  31,144  per  annum,  or  about  ;f  125  per  1000  of  the 
population. 

In  Birmingham,  the  whole  of  the  water  supply  is 
pumped,  therein  differing  from  the  cases  already  referred 
to ;  but  a  system  of  fire  hydrants  has  been  recently 
introduced.  The  population  (average  of  1882  and 
1883)  is  411,690,  and  the  area  13  square  miles.  The  fire 
brigade  consists  cf  27  officers  and  men,  and  there  are 
2  stations  and  8  police  stations,  with  apparatus.  One 
steam  and  5  manual  fires-engines  are  retained,  none 
of  which  were  used  for  fire  extinction  in  1882,  and  engines 
were  used  twice  only  in  1883.  The  total  water  supply  is 
ii-J^  million  gallons  daily,  with  a  pressure  of  40  lbs.  to  60 
lbs.  per  square  inch.  The  average  annual  cost  of  the  fire 
brigade  to  the  ratepayers  during  1882  and  1883  was  ;£" 3250, 
or;^7  1 8s.  per  1000  of  the  population,  while  the  average 
annual  loss  in  the  two  years  was  ;£"  10,931,  or;g'26  11^.  8^. 
per  1000  of  the  population,  and  this  loss  was  equivalent 
to  3  per  cent,  only  of  the  value  of  the  property  "  at  risk." 

Having  now  described  the  operations,  and  their  results  in 
cities  having  efficient  hydrant  services,  I  propose  to  direct 
attention  to  some  of  the  more  important  of  the  cities  having 
no  such  services,  and  more  particularly  to  New  York  and 
London. 

In  New  York,  the  water  supply  is  very  copious,  but  it 
has  not  sufficient  pressure  for  fire  purposes  without  the 
intervention  of  fire  engines.  Hydrants  have,  to  some 
extent,  been  introduced,  and  it  is  stated  with  benefit,  as 
they  permit  more  speedy  access  to,  and  prevent  waste  of, 
the  water.  The  total  supply  is,  according  to  the  report  of 
the  fire  department,  about  100  million  gallons  daily  ;  the 
population  in  1880  was  1,206,300,  and  in  1881  probably 
1 ,240,000.     The  area  served  by  the  fire  brigade  is  about  39 
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square  miles.  In  1882,  there  were  50  engine  company  and 
19  hook-and-ladder  company  stations,  besides  look-outs, 
fuel  dep6ti5,  and  store  houses.  There  were  57  steam  fire- 
engines  but  no  manuals  In  the  period  1880-82  the  average 
force  was  939  officers  and  men,  and  the  average  annual 
expenditure  was  ;^288,i90,  or  ;^230  %s.  per  1000  of  the 
population.  In  the  same  period  the  average  annual  fire 
losses  were  ;f  880,000,  or  about  ;£'7io  per  1000  of  the  popu- 
lation. The  quantity  of  water  used  by  the  fire-engines 
was  about  40,000,000  gallons  annually  in  the  period  1 880-2, 
or  about  i -900th  part  of  the  total  supply. 

In  London,  the  whole  of  the  water  supply  is  pumf)ed, 
and  the  average  pressure  is  quite  inadequate  for  fire  ex- 
tinction without  the  intervention  of  fire-engines.  A  large 
number  of  observations  were  made  all  over  the  metrof)olitan 
area  by  the  Board  of  Works,  in  1876,  and  it  was  found  that 
the  average  pressure  was  only  about  30  lbs.  per  square  inch, 
when  there  was  no  extraordinary  draught  on  the  pipes, 
such  as  that  required  for  fire  extinction.  It  is  not  sur- 
prising that  this  should  be  so.  The  pressure  given  by  the 
water  companies  is  that  required  by  statute,  or,  otherwise, 
by  the  customers  of  the  companies,  and  even  if  they  desired 
to  do  so  it  is  doubtful  whether,  in  the  words  of  the 
Select  Committee  of  1876-7,  the  companies  would  be 
"justified  by  their  constitution  in  incurring  expenditure  for 
fire  purposes,"  for  which  purposes  alone  it  would  be  neces- 
sary for  them  to  increase  their  pressure. 

The  quantity  of  water  delivered  for  all  purposes  is 
sufficient  to  meet  the  demands  for  fire  extinction.  There 
are,  according  to  Captain  Shaw's  reports,  very  few  cases  of 
short  supply,  and  constant  supply  is  being  gradually 
extended  voluntarily  by  the  water  companies.  Hydrants 
have  been  put  down  by  the  Corporation  throughout  the 
City,  and  connected  directly  by  branches  with  the  con- 
stantly charged  mains  of  the  New  River  Company,  and 
they  have  on  several  occasions  been  found  useful,  though 
the  pressure  is  not  such  as  to  admit  of  fire-engines  being 
dispensed  with  in  all  cases.     A  few  hydrants  have  also 
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been  recently  introduced  by  the  Metropolitan   Board  of 
Works  to  other  parts  of  the  metropolis. 

In  the  matter  of  pressure,  however,  as  already  stated, 
the  general  metropolitan  water  supply  is  undeniably 
deficient.  There  is  a  copious  supply  of  water,  contiguous 
to  the  property  to  be  protected,  but  it  cannot  be  brought 
to  bear  upon  a  fire  without  the  intervention  of  fire- 
engines. 

The  population  of  the  metropolis,  in  1881,  was  3,814,571, 
and  the  Metropolitan  Board  of  Works  area  is  about  121 
square  miles,  including  the  City's  one  square  mile.  There 
are  55  land  fire-stations,  12  street,  127  fire-escape,  and  4 
floating  stations  ;  and  the  brigade  consists  of  588  officers 
and  men.  The  annual  average  cost  of  the  fire  brigade  for 
the  three  years  1880-2,  was  ;£" 99,880,  or  £$6  4J.  per  1000 
of  the  population.  It  is  somewhat  difficult  to  arrive  at  the 
value  of  the  property  destroyed  by  fire  in  the  metropolis, 
but  a  calculation  based  upon  the  contributions  of  the 
insurance  companies  to  the  support  of  the  fire  brigade,  and 
upon  evidence  g^ven  by  Captain  Shaw  and  others  before 
the  Select  Committee  on  the  Fire  Brigade,  in  1877,  would 
make  it  appear  that  in  1882  the  value  of  insured  and  un- 
insured property  destroyed  by  fire  was  probably  consider- 
ably in  excess  of  2 J  millions  sterling,  or  about  ;^588  per 
1000  of  the  population.  As  compared  with  the  efficiently 
hydranted  places  already  referred  to,  it  will  be  seen  that 
the  cost  of  the  fire-extinguishing  service,  and  the  fire  losses 
are  very  high  in  London.  This  will  be  made  very  apparent 
upon  an  inspection  of  the  appended  Table  A  (page  562), 
which  gives,  in  addition  to  the  cost  of  the  fire  services  and 
fire  losses  in  the  several  places  referred  to,  a  statement  of 
what  the  cost  and  losses  would  be  in  the  metropolis,  were 
the  rates  of  cost  and  loss  the  same  as  in  the  other  places. 

It  will  be  asked  why  the  metropolis  should  have  been 
allowed  to  remain  year  after  year  subject  to  the  preventible 
drain  of  wealth  indicated  by  these  figures.  The  reply  is 
that,  the  past  and  existing  state  of  things  have  not  been 
submitted  to  in  ignorance  or  willingly,  but  the  difficulties 
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surrounding    the    subject    in   the    metropolis    have 
practically  insurmountable. 

More  than  twenty  years  ago,  the  Select  Committee 
Fires  in  the  Metropolis  directed  attention  to  the  extra- 
ordinary facilities  for  extinguishing  fires  then  existing  in 
Liverpool,  Manchester,  and  Glasgow,  and  to  the  efficiency 
and  small  cost  of  the  fire  services  in  those  places  ;  and 
more  recently,  in  1S76-7,  the  Select  Committee  on  the 
Metropolitan  Fire  Brigade,  having  heard  evidence  as  to  the 
advantages  of  the  hydrant  systems  referred  to,  recom- 
mended that  hydrants  should  be  put  down  in  the  metropolis 
at  once  wherever  a  constant  supply  was  given,  and  that  the 
water  supply  should  be  improved  so  as  to  give  every- 
where constant  service  and  increased  pressure.  But  it  was 
found  that  to  comply  with  these  recommendations  a 
permanent  expenditure  g\ £iy^ ,<XX)  per  annum  beyond  the 
cost  of  the  fire  brigade  would  be  involved.  Of  this  annual 
sum  about  ;f  150,000  represented  the  increased  cost  of 
pumpiug  alone  ;  and  since  the  quantity  of  water  required 
for  fire  purposes  is  infinitesimal  as  compared  with  the 
quantity  supplied  for  all  other  purposes,  it  is  obvious  that 
this  expenditure  of  power,  if  the  whole  had  to  be  pumped 
to  the  requisite  height,  would  be  out  of  proportion  to  the 
result  obtained.  I  have  made  a  calculation,  based  upon 
the  relative  quantities,  and  upon  the  evidence  given  before 
the  Committee,  from  which  it  appears  that  for  the  purpose 
of  discharging  water  through  a  hydrant  upon  a  fire  in  this, 
way,  about  170  horse-power  would  be  required  for  ev» 
gallon  of  water  thrown.  And  there  would  be  the  attend, 
disadvantages  tliat  all  the  house  fittings  would  have  to  be 
altered  and  strengthened,  and  the  mains  and  pipes  would 
have  to  be  taken  up,  and  relaid  of  greater  size  and  strength, 
and  at  enormous  inconvenience  to  the  householders  and 
the  traffic  in  the  streets  ;  and  the  pressure  would,  in  the 
greater  part  of  the  metropolitan  area,  be  inconveniently 
great.  This  proposal  also  involved  the  great  disadvantage 
that  it  couid  not  be  carried  out  until  the  water  companies 
should  have  been  ranged  under  otic  control. 
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As  long  ago  as  1862,  the  late  Mr.  James  Easton,  who 
held  the  view  that  no  satisfactory  supply  of  water  for  fire 
extinction  with  constant  high  pressure  could  be  secured  in 
connection  with  the  ordinary  domestic  supply,  proposed  to 
lay  down  a  completely  new  set  of  mains  to  be  used  ex- 
clusively for  fire  purposes,  but  the  cost  would  have  been 
enormous.  His  estimate  was  £72,000  per  square  mile, 
and  his  proposal  only  extended  to  forty  square  miles  of 
the  metropolis.  This  area  alone  would  have  involved  an 
annual  cost  for  interest  and  working  expenses  of  /^  150,000. 
A  somewhat  similar  proposal  was  put  forward  by  the 
Metropolitan  Board  of  Works,  on  the  advice  of  Sir  J.  Bazal- 
gette,  Sir  F.  Bramwell,  and  Mr.  Edward  Easton,  in  1877, 
but  with  the  addition  that  the  water  was  to  be  taken  from 
the  chalk  formation  at  about  fifteen  or  twenty  miles  from 
the  centre  of  London,  instead  of  from  the  water  companies' 
mains  as  was  proposed  by  Mr.  Easton,  and  that  the  supply 
was  to  be  used  for  potable  and  culinary  purposes  after 
being  pumped  to  the  greatest  attainable  elevation  in  order 
that  it  might  have  sufficient  pressure  for  fire  extinction 
purposes.  It  was  estimated  that  the  introduction  of  such 
a  system  of  hydrants  would  have  resulted  in  an  annual 
saving  of  i^6o,ooo  in  the  existing  expenses  of  the  fire 
brigade.  This  scheme,  involving  a  dual  supply  to  every 
house,  was  taken  to  Parliament,  but  was  withdrawn  ;  and 
in  their  annual  report  of  1878,  the  Board  said  that  they 
"came  to  the  conclusion,  in  view  of  the  disfavour  with 
which  the  scheme  appeared  to  be  regarded  by  most  of  the 
local  authorities  of  the  metropolis  and  others,  not  to  bring 
it  before  Parliament  again  in  the  following  session."  Looked 
at  purely  from  a  fire  extinction  point  of  view  there  is  one 
great  objection  to  all  the  proposals  that  have  been  hitherto 
made,  viz.,  that  owing  to  the  great  variations  of  level  in  the 
metropolis,  there  would,  in  many  localities,  be  insufficient 
pressure,  while  in  others  the  pressure  would  be  excessive. 

In  any  water  supply  for  fire  purposes,  it  is  certainly 
desirable  that  the  pressure,  in  addition  to  being  sufficient, 
should  also  be  moderately  uniform  in  the  hose,  whateM^\ 
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may  be  the  elevation  of  the  locality.  This  uniformity  is 
practically  obtained  at  present  by  the  use  of  fire-engines, 
but  with  the  great  drawback  that  the  power  requisite  for 
giving  the  pressure  is  not  available  on  the  instant  that  the 
i  •  occasion  for  its  use  is  discovered.     The  diagram  B  (on  the 

3 1  wall)   illustrates   among  other  things    the   result    of   the 

vigorous  efforts  made  by  the  fire  brigade  to  reduce  this  evil 
to  a  minimum.  It  shows  that  since  the  year  1870,  when 
Captain  Shaw  first  began  to  publish  the  distances  travelled 
by  his  engines — the  distances  run  have  increased  from 
II  miles  per  fire  in  1870  to  34:}-  miles  in  1882.  The 
number  of  journeys  made  has  increased  from  8000  to 
29,000,  and  the  total  distance  run  from  22,000  miles  to 
66,000  miles  in  the  year. 

According  to  the  evidence  given  before  Sir  H.  Selwin 
Ibbetson's  Committee  in  1877,  the  fire-engines  were  then 
used  for  pumping  at  about  one-fifth  of  the  fires  only.  If 
that  was  still  the  case  in  1882,  then  it  follows  that  for  each 
time  the  engines  were  used  for  pumping  upon  a  fire  they 
must  have  run  on  an  average  172  miles. 

When  it  is  considered  under  what  unfavourable  con- 
ditions, and  how  uselessly  the  journeys  are  often  made, 
some  idea  may  be  formed  of  the  superiority  of  a  system  of 
hydrants  where  the  power  as  well  as  the  water  is  always 
on  the  spot  ready  for  instant  application.  The  same 
diagram  illustrates  also  another  feature  of  the  fire  brigade 
service,  viz.,  the  growth  of  its  cost  from  the  commencement 
of  the  old  fire-engine  establishment  in  1833.  It  will  be 
seen  that  the  growth  has  been,  and  is  very  rapid  as  com- 
pared with  the  growth  of  the  population.  In  the  first  year 
of  the  Metropolitan  Board  of  Works'  administration  of  this 
service,  the  cost  of  the  brigade  was  under  ;^4i,ooo  ;  in  1882 
it  was  ;^  1 06, 5  5  2,  or  an  increase  in  the  period  of  sixteen 
years  of  160  per  cent,  while  the  population  increased  only 
28  per  cent.,  and  the  number  of  fires  44  per  cent.  In  the 
year  1883,  the  cost  had  further  increased  to  over  ;£"!  15,00a 
It  must  not  be  supposed  for  a  moment  that  this  increase  is 
to  be  regarded  as  unnecessary  under  existing  conditions. 
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The  cost  of  the  London  Fire  Brigade  is,  thanks  to  Captain 
Shaw's  admirable  organisation,  still  small  as  compared 
with  some  other  unhydranted  cities.  In  New  York,  as 
already  stated,  the  cost  is  very  much  greater  for  less  than 
a  third  the  population  and  area.  There  the  average  annual 
cost  for  the  three  years,  1880-3,  was  over  ;f  288,000,  and  it 
appears  to  be  growing  almost  as  rapidly  as  that  of  London, 
though  on  the  other  hand  the  population  there  is  growing 
more  rapidly.  Paris,  also  another  practically  unhydranted 
city  with  half  the  population,  spends  proportionately  more 
than  London  for  fire  extinction. 

In  Paris,  the  water  supply  is  partly  pumped,  and  partly 
acts  by  gravitation.  Street  hydrants  have,  to  some  extent, 
been  introduced.  In  certain  cases,  where  the  pressure  is 
sufficient,  they  are  used  without  the  intervention  of  fire- 
engines,  but  the  water  supply  is  not  such  as  to  admit  of 
this  being  done  generally.  It  is  intended,  however,  to 
increase  the  number  of  hydrants  to  8000,  and  ultimately  to 
make  them  universal,  and  to  dispense  with  fire-engines. 
The  total  daily  supply  of  water  is  about  82  million  gallons. 
The  population  is  2,269,000,  and  the  area  29  square  miles. 
The  fire-brigade,  numbering  1743  officers  and  men,  is  an 
armed  force  lent  for  this  special  service  by  the  Minister  of 
War,  and  is  not  called  out  for  purposes  of  war.  There  are 
1 1  barracks,  10  steam  fire-stations,  and  80  small  stations  in 
addition  to  40  look-outs  ;  there  are  also  12  steam  and  80 
manual  fire-engines.  The  average  annual  cost  of  the  fire 
extinguishing  service  is  ^86,600  for  the  two  years,  1883  ^md 
1884,  or  about  £i^  y.  per  1000  of  the  population,  but  this 
cost  does  not  include  the  rent  and  repairs  of  the  barracks, 
quarters,  &c.,  which  belong  to  the  Prefecture  of  the  Seine. 
The  estimated  annual  average  losses  for  the  three  years, 
1880,  1881,  and  1882,  were  ^^43 1,300,  or  about  ;^I22  \os. 
per  1000  of  the  population. 

The  question  of  the  cost  of  fire  extinction,  again,  is  no 
the  sole  consideration  ;  behind  that  there  is  the  question 
of  fire  loss,  or  the  destruction  of  property  by  fire,  and  the 
loss  of  life.     Putting  aside  the  last  and  highest  question  as 


being  one  not  altogether  dependent  upon  the  extinguishing 
service,  I  propose  now  to  direct  attention  to  the  question 
of  fire  losses  as  affected  by  the  absence  or  presence  of 
efficient  hydrant  services. 

In  describing  the  hydranted  cities,  I  have  already  given 
tlic  fire  losses  in  four  of  them,  viz.,  Glasgow.  Manchester. 
Dublin  and  Birmingham,  in  accordance  with  the  published 
estimates,  and  1  have  shown  that  the  losses  are — in 
Glasgow  :t2i5,  in  Manchester  ^^234.  in  Dublin  ^£125.  and 
in  Birmingham  ^£26  iij.  per  1000  of  the  population.  In 
the  case  of  New  York,  the  losses  are  published  in  detail, 
and  amount  to  about  .£710  per  lOOO  of  the  population, 
as  compared  with  £$SS,  the  loss  in  the  metropolis,  as 
estimated  by  myself 

The  Table  A  (on  p.  562),  has  been  prepared  in  accordance 
with  the  facts  I  have  stated  ;  but  in  order  to  give  the  figures 
a  practical  bearing  in  the  case  of  the  metropolis,  I  have 
added  two  columns  which  give  the  costs  and  losses  of  a 
place  having  the  population  of  London,  at  the  same  rales 
as  each  of  the  places  considered.  It  will  be  seen  that  the 
annual  cost  of  extinction  by  hydrants,  if  it  were  at  the 
same  rate  as  Liverpool,  Glasgow,  Manchester,  and  Bir- 
mingham, would  be  from  ^£30,000  to  ;iJ40,ooo  ;  and  at  the 
same  rate  as  Dublin,  ^50,000 ;  while  if  it  were  at  the  same 
rate  as  New  York,  the  cost  would  be  ;f  886,000,  instead  of 
;f  99.880,  the  average  annual  cost  in  London  in  the  years 
1880-3. 

The  diagram  H  (shown  on  the  wall)  has  been  prepared 
from  Captain  Shaw's  table  already  referred  to,  and  it 
seems  to  place  the  value  of  efficient  hydranting  in  a  very 
striking  light.  From  the  table  referred  to  have  been 
compiled  the  figures,  giving  the  cost  of  the  fire  brigades  in 
a  number  of  important  towns  at  the  date  of  the  com- 
pilation of  the  table  (1877).  The  cost  in  the  hydranted 
cities,  viz.,  Glasgow,  Liverpool,  Manchester,  and  Dublin, 
has  been  shown  in  red.  The  blue  line  shows  the  cost  in  a 
number  of  American  cities.  Pans  and  London,  having 
populations  respectively  twice  and  over  threefold  as  great 
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as  New  York,  are  not  shown,  but  from  the  table  and  the 
remarks  upon  it,  it  will  be  gathered  that  in  both  those 
cases  the  cost  would  be  far  above  the  rates  shown  by  the 
red  colour,  which  has  been  extended  to  embrace  a  place  of 
the  size  of  New  York. 

In  the  foregoing  remarks,  I  have  simply  taken  popula- 
tion as  the  basis  of  comparison  between  the  several  places. 
I  do  not  pretend  to  say  that  there  are  not  exceptional 
considerations  apart  from  the  question  of  water  supply, 
such  as  areas,  character  and  proximity  of  buildings,  habits 
of  people,  and  so  on,  which  would,  and  no  doubt  do, 
materially  influence  results,  but  the  distinction  between  the 
hydranted  and  unhydranted  places  is  so  broad  and  marked 
where  the  places  are  of  such  different  characters  on  the  one 
hand  as  Glasgow,  Liverpool,  Manchester,  and  Dublin,  and 
on  the  other  hand  as  London,  New  York,  Paris,  and 
Birmingham,  that  it  must  appear  to  all  that  the  absence  or 
presence  of  efficient  hydranting  far  outweighs  any  other 
consideration. 

It  now  remains  for  me  simply  to  add  that,  having  for 
some  years  devoted  much  study  to  the  subject,  I  believe 
that,  notwithstanding  all  the  difficulties,  only  the  chief  of 
which  have  been  adverted  to  here,  there  are  methods — or 
perhaps  I  ought  rather  to  say  there  is  a  method — by  which 
such  cities  as  London,  New  York,  and  Paris  may  be 
efficiently  hydranted  at  a  comparatively  small  cost,  and 
practically  with  very  trifling  inconvenience,  which  method 
I  have  already  described  in  papers  read  at  the  last  meeting 
of  the  British  Association,  and  before  the  Institution  of 
Mechanical  Engineers. 

It  is,  however,  obviously  impossible,  within  the  limits  of 
a  single  paper,  to  discuss  the  whole  question.  I  therefore 
content  myself  on  this  occasion  by  advancing  the  proposi- 
tion that  efficient  hydrants  form,  as  far  as  our  experience 
goes,  the  only  effective  weapon  with  which  fire  brigades 
can  successfully  cope  with  fires. 
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REMARKS  ON  THE  DISTRIBUTION  OF 

WATER. 

By  Joseph  Quick,  Jun.,  M.InstC.E. 

Next  to  the  importance  of  securing  a  supply  of  water  of 
good  quality  for  the  requirements  of  a  city  or  town,  is  that 
of  its  distribution,  for  however  superabundant  the  source 
may  appear  to  be,  the  advantages  to  be  derived  from  its 
use,  and  the  number  of  those  whom  it  may  benefit,  must 
necessarily  be  in  a  great  measure  dependent  upon  the  way 
in  which  it  is  distributed. 

The  author  does  not  propose  to  enter  here  into  the 
question  as  to  the  works  necessary  to  bring  an  ample 
supply  of  water  into  a  city  or  district,  but  assumes,  for 
present  purposes,  that  such  works  have  been  well  executed, 
and  that  properly  proportioned  distributory  pipes  have 
been  laid,  and  service  reservoirs  or  other  means  provided 
for  affording  a  supply  of  water  at  high  pressure  throughout 
the  district  to  be  supplied. 

The  history  of  the  water  supply  in  England  is  eminently 
instructive,  as  showing  not  only  the  various  phases  through 
which  it  has  passed  as  refinement  and  sanitation  have 
advanced ;  but  also  as  proving  the  absolute  necessity  of 
proper  control  being  exercised  with  regard  to  its  dis- 
tribution. 

Not  to  weary  my  hearers  with  unnecessary  detail  on  this 
point,  it  may  suffice  to  refer  to  the  discussions  which  have 
taken  place  during  past  times,  as  to  the  relative  merits  and 
practicability  of  the  systems  known  as  "  intermittent "  and 
"  constant "  supply  respectively. 

It  is  within  the  author's  recollection  when  it  was  the 
exception,  instead  of  being,  as  it  is  to-day,  the  rule  for 
towns  in  England  to  enjoy  the  advantages  of  constant 
supply ;  but  up  to  this  moment  there  are  many  instances, 
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notably  in  the  metropolis  itself,  where  the  intermittent 
supply  still,  either  whplly  or  partially,  prevails.  It  is 
hardly  necessary  to  explain  that  by  "  constant "  as  opposed 
to  "  intermittent "  supply,  the  author  refers  to  the  difference 
between  the  mains  and  house-service  pipes  being  always 
charged  with  water,  so  that  it  can  be  drawn  off  direct  from 
the  main  at  any  hour  of  the  day  or  night  by  the  consumer, 
instead  of,  as  on  the  intermittent  system,  the  supply  being 
only  turned  on  for  a  limited  time,  varying  from  half-an- 
hour  to  two  hours  per  day,  during  which  time  any  re- 
ceptacles, cisterns,  &c.,  provided  by  the  consumer,  have 
to  be  filled,  and  suffice  for  use  until  the  operation  of  re- 
filling them  is  repeated  on  the  next  and  subsequent  days. 

Of  the  advantages  of  the  constant  supply  for  domestic 
purposes,  independent  of  its  being  immediately  in  case  of 
fire,  it  is  almost  needless  to  speak,  especially  for  the  poorer 
class  of  houses  in  cities  and  towns,  whose  only  receptacle 
frequently  consists  of  a  dilapidated  and  uncovered  water- 
butt,  the  water  in  which  is  exposed  to  all  the  evils  of 
contamination  from  the  atmosphere  and  other  sources. 
No  one  who  has  travelled  by  the  railway  in  any  part  of 
London  can  have  failed  to  observe,  in  the  crowded 
districts  traversed,  innumerable  instances  of  this  kind, 
which  are  amongst  the  most  prolific  causes  of  disease 
amongst  the  lower  classes  of  the  population.  It  is,  indeed, 
little  short  of  a  crime  on  the  part  of  those  responsible  for 
this  order  of  things,  that  human  beings  should  be  com- 
pelled to  obtain  their  drinking  water  from  such  contami- 
nated receptacles  ;  and  it  is  doubly  wrong  that,  after  the 
suppliers  of  water  have  done  all  in  their  power  to  improve, 
by  filtration  and  other  means,  the  quality  of  the  water, 
and  to  prevent  its  pollution  at  its  source,  it  should,  after 
delivery  to  the  consumers,  be  allowed  to  thus  become 
deteriorated  in  quality,  and  a  source  of  danger  to  health. 

One  of  the  great  advantages  offered  by  the  constant 
supply  system,  as  already  stated,  is  to  abolish  the  necessity 
for  any  of  these  miserable  receptacles  ;  and  it  is  diflficult  to 
imagine  a  greater  blessing,  or  one  more  conducive  to  sani- 
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tation,  than  the  introduction  in  their  place  of  water  direct 
from  the  water  mains  to  the  consumer's  tap. 

Although  the  author  has  alluded  thus  prominently  to 
the  evils  attendant  upon  the  butts  so  frequently  found  in 
the  dwellings  of  the  poorer  classes,  it  is  not  to  be  supposed 
that  the  evil  is  limited  to  them  ;  on  the  contrary,  in  some 
houses  of  the  best  class,  where  cisterns  are  employed,  the 
same  evils,  although  in  a  minor  degree,  prevail.  The 
author  feels  justified  in  asserting,  as  the  result  of  upwards 
of  twenty  years*  day-to-day  experience  in  connection  with 
the  water  supply  of  London,  that  the  periodical  cleansing 
of  cisterns,  from  which  it  is  impossible  to  exclude  a  certain 
amount  of  dust  and  dirt,  even  in  first-class  houses,  is  the 
exception  rather  than  the  rule,  and  that,  in  a  large  per- 
centage even  of  the  better  class  of  dwellings,  a  further 
serious  evil  arises  in  consequence  of  the  overflow  pipes 
from  such  cisterns  communicating  direct  with  the  drains, 
without  the  intervention  of  a  proper  trap,  thus  allowing 
the  foul  gases  from  the  drains  to  communicate  with,  and 
thereby  contaminate,  the  water  in  the  cistern. 

The  obvious  question  arises,  under  the  above  circum- 
stances, why  the  constant  supply  is  not  universal  through- 
out the. length  and  breadth  of  the  land  ?  This  is  a  question 
which  has  puzzled  many  a  Parliamentary  Committee,  and 
although  it  has  made  great  progress,  it  is  still  but  im- 
perfectly understood.  The  difficulty  has  usually  been 
ascribed  to  either  the  inability  or  unwillingness  of  the 
water  authorities  to  adopt  it,  on  the  score  of  expense  ;  and 
this  has  frequently  been  brought  forward  as  one  of  the 
reasons  in  favour  of  the  transfer  of  the  management  of  the 
water  supply  from  private  companies  to  a  public  body ; 
but,  on  closer  investigation,  and  to  the  few  professionally 
familiar  with  the  subject,  it  is  apparent  that  the  real  diffi- 
culty is  not  to  be  attributed  to  this  cause,  which  would 
have  been  almost  equally  difficult  to  cope  with  had  the 
water  supply  been  under  public  instead  of  private  control. 

The  real  difficulty  in  effecting  the  change  of  system 
consists  in  having  to  graft  it  on  to  the  old  state  of  things, 
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which  involves  the  re-arrangement  of  the  various  pipes, 
taps,  closet  apparatus,  &c.,  in  the  houses  in  such  a  manner 
as  to  prepare  them  to  receive  the  constant  supply,  and  at 
the  same  time  prevent  waste  of  water. 

It  was  a  long  time  before  the  absolute  necessity  of 
stringent  regulations  to  prevent  waste  was  understood  or 
appreciated,  except  by  those  immediately  conversant  with 
the  practical  everyday  working  of  waterworks  ;  but  eventu- 
ally it  became  evident,  even  to  those  most  clamorous  for 
the  new  system,  that  the  enforcement  of  such  regulations 
was  absolutely  necessary  to  ensure  its  successful  working. 
When  once  this  was  officially  recognised  and  admitted  by 
Parliament  to  be  indispensable,  the  necessary  powers  were 
granted,  both  to  the  metropolis  and  in  the  provinces,  of 
which  the  latter  afford  some  instances  of  a  highly  successful 
result,  both  in  the  changing  of  the  system  from  intermittent 
to  constant  supply  at  the  same  time,  and  the  effecting  of  a 
large  reduction  in  the  quantity  of  water  required,  after 
providing  an  ample  supply  for  all  purposes  to  the  in- 
habitants. 

The  author  may  mention  as  an  example,  the  town  of 
Portsmouth  and  surrounding  districts  of  Portsea  and  South- 
sea,  where  the  Water  Company  supply  a  population  of 
140,000,  occupying  27,545  houses,  of  which  a  large  number 
are  of  a  very  small  class.  The  company  was  established  in 
1857,  and  until  the  year  1876  the  supply  was  intermittent 
throughout  the  borough  ;  but  in  1873  an  Act  of  Parliament 
was  obtained,  under  the  advice  of  the  author's  firm,  entitling 
them  to  make  the  necessary  regulations  to  prevent  waste, 
and  these  regulations  were  sanctioned  by  the  arbitrator 
appointed,  Dr.  Pole,  F.R.S.,  in  April,  1876. 

It  will  be  seen  by  these  regulations  that  while  ample 
power  is  given  to  the  company  to  require  waste-preventing 
apparatus  to  be  used,  the  company  are  restricted  from 
requiring  alterations  of  fittings  until  the  existence  of  such 
waste  is  actually  proved  ;  the  effect  of  this  has  been  to 
necessitate  more  frequent  inspection,  and  to  some  extent 
to  cause  delay  in  introducing  the  new  system  ;  nevertheless, 
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the  activity  of  the  company's  resident  engineer,  Mr.  H. 
Smith,  was  such  that  in  March,  1880,  or  within  four  years 
from  the  official  approval  of  the  regulations,  the  constant 
supply  was  given  to  the  whole  borough,  and  has  continued 
without  interruption  to  the  present  time.  Owing,  however, 
to  the  very  extensive  supplies  for  trade  and  public  purposes, 
and  for  the  use  of  her  Majesty's  Dockyard  given  by  the 
company,  the  actual  supply  for  all  purposes  still  amounts 
to  30  gallons  per  head  per  day  ;  but  there  is  every  reason 
to  believe  that  by  the  means  the  company  are  still  taking 
to  detect  cases  of  waste,  as  hereafter  described,  the  con- 
sumption will  be  still  further  considerably  reduced. 

Probably  the  extent  to  which  waste  of  water  exists  is 
best  tested  by  asking  the  question — "  What  is  the  quantity 
really  required  per  head  per  diem,"  and  comparing  it  with 
the  quantity  actually  supplied  to  any  particular  town  or 
district ;  the  answer  to  the  former  will  of  course  depend 
upon  local  circumstances  ;  for  instance,  in  a  manufacturing 
town,  or  one  where  unusually  large  quantities  of  water  are 
required,   for   Government    establishments,    breweries,    or 
trades   requiring    considerable  supplies,  the  consumption 
per  head  per  day  will  be  much  greater  than  in  a  purely 
residential   town   or  district.     When  new  waterworks  are 
being  constructed  for  a  district,  it  is  usual  to  estimate  for 
works  calculated   to  supply  thirty  gallons  per  head  per 
day ;  but  this  is  not  because  in  well-regulated  works  the 
consumption  reaches  to  that  quantity,  but  to  provide  for  a 
maximum  supply  being  at  hand  during  the  driest  season  of 
the  year,  when  the  consumption  is  at  its  greatest     This 
quantity,  however,  is  in  many  cases  exceeded,  notoriously 
so  at  Glasgow  and  New  York,  while  in  London  it  amounts 
to  upwards  of  twenty-eight  gallons  per  head  per  day.     But 
as  examples  of  what  it  should  be  where  proper  regulations 
to  prevent  waste  are  adopted,  it  has  been   incontestably 
proved  (by  Mr.  Ayris  M.  Inst  C.E.)   that  in  the  case  of 
Norwich  and  Sheffield,  that  a  supply  in  the  former  case  of 
fifteen  gallons,  and  in  the  latter  of  eighteen  gallons  per 
head  per  day  suffices  for  all  wants,  domestic  and  otherwise. 
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It  is  evident,  therefore,  that  by  a  proper  system  of  super- 
vision, and  the  enforcement  of  the  use  of  proper  waste-pre- 
venting apparatus,  the  supply  may  be  kept,  under  ordinary 
circumstances,  within  the  above  limits,  without  any  way 
stinting  the  supply. 

Another  notable  case  is  that  of  the  city  of  Amsterdam, 
where  the  author's  firm  constructed  the  works.  The 
supply  is  constant,  and  there  are  no  less  than  1 1 37  tread 
consumers  supplied  by  meter,  but  the  total  consumption 
per  head  per  day,  for  all  purposes,  even  in  the  hottest 
seasons,  does  not  exceed  fourteen  gallons.  This  company, 
unlike  the  London  Water  Companies,  had  the  great  advan- 
tage of  prescribing  proper  fittings  from  its  commencement, 
in  1856  ;  and  this  circumstance,  combined  with  the  fact 
that  the  w.c's  are  not  connected  with  any  system  of  main 
drainage,  accounts  for  the  small  quantity  of  water  supplied, 
which,  however,  is  ample  for  the  wants  of  the  inhabitants, 
notwithstanding  the  notorious  fact  that  the  consumption  of 
jil  water  for  washing  purposes,  in  Dutch  households,  is  abnor- 

mally large. 

The  most  fertile  sources  of  waste  of  water,  and  yet  the 
most  easily  preventible,  are  those  from  the  W.c,  and  the 
overflow  pipe  from  cisterns,  which  frequently  leads  direct 
to  the  drain  ;  the  former  is  remedied  by  the  employment 
of  a  service  box  placed  between  the  supply  pipe  and  the 
W.c  ;  and  the  valves  for  the  ingress  and  egress  are  so 
arranged,  that  before  the  latter  is  opened,  the  former  must 
be  closed,  so  that  no  direct  communication  can  take  place 
between  the  main  and  W.c.  itself  The  waste  from  the 
overflow  pipe  is  avoided  by  breaking  the  connection  between 
the  pipe  and  the  drain,  by  converting  the  overflow  into  a 
warning  pipe,  fixed  in  such  a  position  that  whenever  an 
overflow  or  waste  of  water  takes  place,  it  can  be  seen  by  an 
inspector  from  the  outside  of  the  premises  ;  or  it  is  so 
arranged  as  to  flow  into  some  inconvenient  place  ;  in  either 
case  it  insures  the  cause  of  waste  being  speedily  discovered 
and  the  cause  removed. 

The    "  detection "   of  waste    is    more   difficult    than    its 
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prevention  ;  for  whereas  the  latter  can,  when  once  discovered, 
be  checked  or  stopped  by  well  known  simple  mechanical 
contrivance  {e,g,^  those  above  referred  to  and  described 
in  Clauses  11,  12,  and  20  of  the  Portsmouth  Water 
Company's  regulations  annexed  hereto),  it  must  be  re- 
membered that  only  a  certain  portion  of  the  apparatus  for 
conveying  the  water  from  the  main  to  the  house  is  exposed 
to  the  view  of  the  inspector  of  fittings  on  behalf  of  the 
water  authority ;  for  instance,  it  frequently  happens  that, 
especially  in  certain  soils,  the  service  pipes  are  defective, 
and  certain  leaks  may  exist  and  remain  undiscovered  for 
years  ;  the  waste  of  water  from  this  cause  the  author  believes 
to  be  much  greater  than  that  usually  attributed  to  it,  and  he 
believes  much  of  it  to  be  due  to  the  employment  of  wrought- 
iron  service  pipes  of  inferior  strength  and  quality.  Many 
(hundreds  of)  instances  could  be  quoted  where  such  pipes 
have  been  found,  after  only  a  few  years'  use,  to  be  decom- 
posed from  the  outside,  leaving  the  fibres  of  the  iron 
stretched  like  violin  strings,  and  barely  holding  together  ; 
imperfectly  made  joints  or  connections,  or  careless  work- 
manship, or  broken  pipes  from  unequal  subsidence,  are  also 
causes  of  underground  leakages.  To  ascertain  their  extent 
and  position  forms  an  important  feature  in  any  thorough 
system  of  water  inspection. 

Until  a  few  years  since,  the  detection  of  underground  or 
concealed  waste  of  water  by  scientific  or  semi-self-acting 
means  was  comparatively  unknown,  but  since  the  advantages 
of  the  constant  service  system  have  been  more  generally 
acknowledged,  and  the  absolute  necessity  of  preventing 
water  waste  admitted,  much  attention  has  been  paid  to  the 
subject,  and  reliable  mechanical  means  are  now  available 
for  detecting,  isolating,  or  concentrating  at  any  particular 
point  or  district  any  waste  that  may  be  going  on.  The 
instrument  known  as  '*  Deacon's  Waste  Water  Meter,"  the 
invention  of  Mr.  G.  F.  Deacon,  M.InstC.E.,  is  at  once  not 
only  a  waste  detector  and  localiser,  but  also  a  self-acting 
silent  registrar  of  the  exact  extent  and  amount  of  the  waste 
at   any  particular  spot.    A   detailed   description  of  t\j>aN. 
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instrument  was  given  in  a  paper  read  by  Mr.  Deacon  at  the 
Society  of  Arts,  on  May  I7tli,  1882  ;  it  is  therefore  un- 
necessary to  repeat  it  here,  further  than  briefly  to  describe 
it  as  a  self-acting  registrar  of  the  velocity  at  which  the 
water  is  passing  through  it  any  moment,  the  result  bemg 
registered  by  a  diagram  on  a  sheet  of  paper,  placed  on  a 
drum  worked  by  clockwork.  This  instrument  is  so  sensi- 
tive that,  in  the  words  of  the  inventor,  "  in  a  main  supply- 
ing 3000  or  4000  persons,  the  opening  of  a  single  tap  is 
shown  by  a  sudden  fall  in  the  line,  and  the  quantity  per 
hour  by  the  difference  in  the  flow  before  and  after  the 
opening ;  if  the  closing  of  the  tap  is  shown,  the  duration  of 
the  flow  is  obvious  also." 

The  extent  to  which  waste  has  been  reduced  in  Liver- 
pool and  other  large  cities  by  the  employment  of  this 
meter,  is  matter  of  notoriety  in  the  waterworks  world  ;  the 
author  beg[s  to  add  his  personal  testimony  to  the  advantages 
gained  by  its  use  at  Portsmouth,  as  shown  in  the  following 
table  :— 


BOROUGH  OF  PORTSMOUTH  WATERWORKS  COMPANY. 
Table  Showing  Results  of  Use  op  Deacon's  Waste  Water  Meters. 


Diiiricl. 

Number  0 

S„i..,.d 

Daieof  fiiiiiE  Diacon' 

Reduciion 
per  hud 

Supply. 

Tou] 

""""" 

pa  5.7- 

GiUoni. 

G^OHL 

Queen-slreel ,     . 

217 

,,oSS 

Ociob«,  tSS2      . 

3 

3.*SS 

Duiiel-sireei.      . 

626 

3.130 

September,  igg2  . 

'3 

40,690 

Notth-slreet  .      . 

55° 

a.  750 

Jnne,  1882      .     . 

3 

8,250 

Chariot  te-itreet  . 

5.55° 

November.  l8Sa  . 

66.6^ 

King'a-road   .     . 

'796 

f.lV- 

May,  1883.      .      . 

57.312 

Fratlon -street     . 

BS7 

4,!85 

July.  .883. 

9 

Islses 

S'2 

J.S60 

9 

33,040 

St.  James'-streel. 

S30 

»,6So 

May.  1882' 

24 

63,600 

Hanovcr-alreet   . 

360 

.,800 

April,  iSSi 

18 

32.400 

Ilflvanl -street      . 
Broad-slreel  .      . 

227 
352 

;■:£ 

June,  1882 
Januiry.  18S2 

'4 
43 

■i:X 

iJnrrack.str<:el      . 
Wflrblinglon .      . 

420 

<"i 

February,  1882    . 

a 

15.625 
58.800 

■   Waterworks  authorities   have   now,   therefore,    at  their 
command  both  the  means  of  detecting  waste,  and,  having 
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detected  it,  of  requiring  proper  waste-preventing  apparatus 
to  be  used,  />.,  assuming  that  they  possess  the  necessary 
statutory  powers ;  in  cases  where  such  powers  do  not  exist, 
their  necessity  is  so  obvious  that  there  is  but  little  difficulty 
in  obtaining  them  from  Parliament,  under  proper  restric- 
tions. In  the  case  of  the  metropolis,  the  necessary  regula- 
tions were  determined  by  a  Committee  appointed  by  the 
Board  of  Trade,  in  1871,  and  the  operation  of  the  clauses 
in  the  Metropolis  Water  Act,  1852,  requiring  the  London 
water  companies  to  furnish  constant  supply,  which  had  lain 
dormant  since  that  time,  at  once  commenced,  and  consider- 
ing the  Herculean  proportions  of  the  districts  included 
within  the  radius  which  those  companies  supply,  great 
progress  has  been  made.  From  52,265  houses  receiving 
the  constant  supply  in  1873,  the  number  have  increased  as 
follows : — 

1874 59,281 

1875 70,160 

1876 75,016 

1877 97,343 

1878 ...   122,242 

1879 •     •     •     •  138,624 

1880 160,674 

1881 185,076 

1882 203,443 

1883 226,376 

Hitherto  the  author  has  only  dealt  with  the  supply  as 
affecting  private  consumers,  whose  use  of  the  water  is 
presumably  limited  to  domestic  purposes.  We  have  now 
to  consider  the  question  also  of  the  supply  to  manu- 
facturers and  those  cases  where  water  is  consumed  for  other 
than  domestic  purposes. 

The  introduction  of  water  meters,  for  the  purpose  of 
measuring  the  quantity  of  water  actually  supplied  to  any 
consumer,  has  materially  simplified  the  mode  both  of 
supplying  and  charging  for  water  employed  for  manu- 
facturing, or  purposes  other  than  domestic.  Formerly,  it 
was  exceedingly  difficult  to  form  an  accurate  idea  of  the 
quantity  used,  especially  at  public   institutions    or    l^xs^^ 
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I  works,  where  frequent  inspection  was  almost  impracticable  ; 

re-surveying  of  premises,  to  ascertain  whether  additional 
supplies  were  being  used,  and  the  alteration  of  the  annual 
I '  I  charge  for  water,  was  a  source  of  perpetual  disagreement 

1 1  between  the  suppliers  and  the  supplied.     The  water  meter 

has,  however,  put  an  end  to  this,  and  proved  equally 
advantageous  to  all  parties  interested  By  its  introduction 
an  enormous  amount  of  waste  of  water  has  also  been 
detected,  in  many  instances,  to  a  large  extent.  One 
notorious  case  occurred  in  the  metropolis.  At  a  well-known 
popular  restaurant,  the  water  company  having  erected  a 
meter,  the  quantity  registered  as  passing  it  was  so 
enormously  in  excess  of  the  amount  previously  paid  by  the 
1 1  proprietor,  that  he  naturally  complained  to  the  comp>any. 

The  meter  was  thereupon  tested,  but  found  to  be  accurate. 
Unconvinced,  however,  the  proprietor  threatened  to  have 
the  supply  cut  off,  and  to  resort  to  a  very  fine  spring  which 
he  had  in  the  basement  of  his  premises.  He  commenced 
operations  accordingly,  only  to  find  that  the  "very  fine 
spring "  consisted  of  a  leakage  from  a  broken  pipe,  which 
had  been,  doubtless,  running  for  years,  and  which  of  course 
accounted  at  once  for  the  abnormal  consumption  recorded 
by  the  meter. 

As  regards  the  most  desirable  water  meter  to  be  used, 
it  is  so  large  a  question  as  to  be  worthy  of  a  distinct  paper. 
Speaking  generally,  however,  those  in  practical  use  may 
be  divided  into  three  classes  : 

No.  I.  The  low-pressure  meter. 

No.  2.  The  inferential  meter. 

No.  3.  The  positive  meter. 

The  disadvantage  of  the  low-pressure  meter,  which  is 
constructed  much  upon  the  same  principle  as  the  gas 
meter,  the  quantity  being  measured  by  the  filling  and 
emptying  of  compartments  in  a  revolving  drum,  is  that  it 
must  of  necessity  be  fixed  at  (or  rather  above)  the  highest 
point  where  the  supply  of  water  is  required,  thus  making 
it  more  expensive  to  fix,  in  consequence  of  the  extra  length 
of  service  pipe  required,  and  more  difficult  of  access   for 
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inspection  ;  it  also  affords  the  opportunity  to  the  consumer 
of  fraud,  by  making  connections  to  the  pipe  between  the 
main  and  the  meter ;  and  although  this  latter  may  not  be 
considered  in  the  great  majority  of  cases  an  objection,  it  is 
at  any  rate  not  desirable  that  the  opportunity  should  be 
given.  On  the  other  hand,  there  are  many  instances  in 
which — especially  where  large  quantities  of  water  are 
supplied  in  bulk  into  a  large  reservoir  from  one  community 
to  another — this  meter  may  be  applied  with  peculiar  and 
especial  advantage. 

The  second,  or  inferential  meter  (usually  known  as 
Siemen's  meter),  is  based  upon  the  principle  of  the  re- 
action turbine,  or  Barker's  mill,  and  is  set  in  motion  by  the 
passage  of  water  through  it,  the  velocity  of  rotation  being 
checked  by  veins,  or  plates,  projecting  from  the  revolving 
drum. 

The  author  has  some  thousands  of  these  meters  now  at 
work  under  his  charge,  and  taken  as  a  whole,  their  accuracy 
is  surprising ;  it  is  quite  true  that,  under  very  exceptional 
circumstances,  i,e.y  when  the  water  is  drawn  off  in  minute 
quantities  (or  the  capacity  of  the  meter  is  much  greater 
than  its  work),  a  certain  quantity  can  be  passed  without 
registration  ;  but  in  practice  this  does  not  take  place  to 
any  appreciable  extent,  except  in  the  case  of  large-sized 
meters,  as,  if  the  draw-off  outlet  is  reduced  to  such  an 
extent  as  to  affect  the  working  of  the  meter,  the  quantity 
passing  is  so  small  as  not  to  reach  the  minimum  annual 
water  rent  which  the  consumer  is  usually  bound  to  pay, 
even  if  the  consumption  has  been  below  a  certain  amount 
These  meters  have  the  advantage  of  being  moderate  in 
price,  compact,  and  liable  to  a  comparatively  small  amount 
of  wear  and  tear. 

3.  The  positive  meter,  of  which  there  are  many  varieties 
— e.g.y  Kennedy's,  the  Manchester,  and  Tylor's, — measures, 
as  its  name  implies,  the  actual  quantity  of  water  displaced 
by  one  or  more  pistons,  which  are  themselves  worked  by 
the  pressure  of  the  water.  These  meters  are,  however 
(with  the  exception  of  Tylor's)  more  expensive  and  more 
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bulky  tlian  the  inferential  meters ;  they  a 
machines  and  require  the  attention  of  machines  ;  at  the 
same  time,  under  proper  management,  they  are  not  liable 
to  get  out  of  order,  nor  more  costly  for  repair.  At  one 
waterworks  which  the  author  designed,  every  house  is 
supplied  by  a  Kennedy's  water  meter,  at  a  price  per  looo 
gallons  ;  a  minimum  rent  being  paid  to  the  Water  Com- 
pany, proportionate  to  the  size  of  the  premises  supplied. 

In  the  foregoing  remarks  the  author  has  endeavoured, 
he  fears  somewhat  imperfectly,  to  compress  within  tlie 
limits  assigned  to  this  paper  a  synopsis  of  the  various 
primary  points  in  connection  with  the  distribution  of  water. 
Were  he  to  have  attempted  to  go  into  detail,  the  paper 
could  have  been  materially  extended,  but  he  trusts  that  he 
has  said  enough  to  draw  the  attention  not  only  of  those 
connected  with  water  and  water  supply,  who  are  already 
aware  of  the  difficulties  of  the  subject,  but  of  those  who  are 
the  recipients  of  the  water  supply  provided  for  them  at  so 
much  outlay,  foresight,  and  troubie,  to  the  very  great  im- 
portance of  preventing  the  waste  and  misuse  of  so  valuable 
an  element  It  is  a  notorious  fact  that  all  the  available 
watersheds  are  being  gradually  occupied,  and  that  year 
after  year  witnesses  large  communities  being  compelled  to 
go  to  long  distances  for  additional  supplies  of  water. 
Glasgow  to  Loch  Katrine,  Manchester  to  Thirlmere, 
Liverpool  to  Vymwy,  and  the  metropolis  itself  bound  in 
the  near  future  to  resort  to  other  sources  as  auxiliary  to, 
or  even  possibly  in  substitution  of,  a  portion  of  its  present 
supply,  all  afford  instances  of  this  necessity ;  and  hence 
the  question  of  economy  in  the  consumption  of  water  is 
one  the  importance  of  which  cannot  be  overrated.  By  all 
means  let  every  individual,  rich  or  poor,  use  abundantly  all 
that  is  neccessaiy  for  every  legitimate  purpose,  but  beyond 
this  kt  them  be  equally  careful  that  no  waste  should  be 
allowed.  This  is  not  only  a  duty  of  the  consumers  to  the 
suppliers  of  water,  but  to  their  fellow-men,  and  while  all 
who  neglect  it  will  deserve  the  reprobation,  the  gratitude 
of  the  community  will  be  eminently  due  to  those  who  will 
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not  allow  one  of  the  greatest  blessings  afTorded  to  us  to 
be  diverted  from  its  career  of  usefulness  and  benefit  to 
humanity.  To  an  audience  like  the  present,  largely  composed 
of  brother  professionals,  the  author  is  aware  that  a  great  deal 
contained  in  this  paper  will  not  be  new ;  but,  on  the  other 
hand,  there  are,  doubtless,  those  amongst  the  visitors  to 
whom  the  subject  is  wholly  or  partially  foreign,  and  he 
wishes  this  paper  to  be  regarded  not  so  much  as  a 
scientific  as  a  practical  paper,  addressed  to  the  community 
at  large  on  an  important  domestic  subject,  in  which  every 
man  has  a  direct  interest 


DISCUSSION. 

Mr.  T.  SUFFIELD  wished  to  enforce  the  recommendation 
often  made  by  Sir  Francis  Bolton,  as  to  the  arrangement  of 
overflow  pipes  of  cisterns.  The  ends  of  such  pipes  should 
discharge  into  the  open  air,  or  into  a  rain-water  pipe  un- 
connected with  the  drains.  He  thought  it  would  be  well 
for  water  companies  to  make  an  arrangement  with  plumbers, 
and  offer  small  rewards  to  their  workmen,  for  the  discovery 
and  prevention  of  waste  of  water.  The  fittings  of  cisterns 
were  frequently  defective,  the  ball-cocks  being  badly  made 
and  badly  fitted.  He  objected  to  the  removal  of  standing 
waste  pipes  ;  he  thought  that  the  upper  ends  of  such  pipes 
should  be  closed,  and  then,  by  lifting  them  out,  the  means 
was  provided  for  cleaning  out  the  cistern.  The  drains 
should  be  more  frequently  flushed,  with  a  view  to  the  re- 
moval of  the  causes  of  the  stoppages.  He  laid  great  stress 
on  the  importance  of  a  constant  supply. 

Mr.  E.  K.  BURSTAL  desired  to  say  a  few  words  with  regard 
to  the  use  of  the  waste-water  meter.  He  would  not  cry 
down  the  use  of  that  most  useful  apparatus  which  Mr. 
Deacon  had  invented,  but  he  was  quite  certain  that  useful 
results  could  be  obtained  without  that  instrument.  He  had 
known  himself,  in  two  towns,  that  inspectors  had  to  be  sent 
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round  because  that  instrument  merely  showed  that  there 
was  a  waste,  and  they  then  had  to  send  inspectors  round  to 
see  where  the  waste  was.  He  maintained  that  the  use  of 
that  expensive  contrivance  might  be  dispensed  with,  and 
they  might,  by  sending  inspectors  round  with  sounding  rods 
and  the  necessary  appliances,  find  out  where  the  waste  was, 
and  check  it,  without  using  that  apparatus.  He  might  be 
thought  old-fashioned  in  saying  so,  but  he  believed  that  to 
be  the  case.  With  regard  to  the  cisterns  which  were  gene- 
rally in  use  for  the  supply  of  closets,  he  was  much  disap- 
pointed when  he  looked  upon  the  exhibits  of  the  London 
Water  Companies  in  the  Exhibition,  and  found  the  assort- 
ment of  curiosities  they  had  brought  together.  They  had 
brought  forward  vacuum  systems,  and  every  sort  of  auto- 
matic system  imaginable,  but  there  was  not  one  single  in- 
I  j  stance  of  the  double  valve  system,  which  had  been  intro- 

||  I  duced  by  Mr.  Aris,  some  of  which  were  now   in   use  in 

f'  I  Yarmouth,    Lowestoft,    Norwich,    Derby,    Leicester,    and 
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Oxford,  and  in  all  the  towns  noted  for  having  a  model  con- 
;  'I  sumption  of  water.     In  the  towns  of  which  he  was  manag- 

ing engineer,  they  did  not  allow  this  automatic  apparatus  to 
be  used,  because  they  found  they  were  waste-producers, 
not  waste-preventers.  In  fact,  to  show  how  imperfect  they 
were,  one  of  the  syphon  systems  could  be  set  to  run  con- 
tinuously, and  that  was  a  system  which  one  of  the  London 
Water  Companies  was  recommending  for  use.  He  really 
thought  that,  instead  of  introducing  these  patents  to  the 
public — and  the  public  were  consequently  getting  rather 
puzzled  to  know  what  to  use — they  should  adopt  such  a 
plain  double  valve  system  as  was  placed  before  them,  so 
that  they  could  not  both  open  at  the  same  time.  The  ad- 
vantage of  a  cistern  upon  that  principle  was  that  they 
would  have  for,  say,  a  fourth  or  a  fifth  flushing,  eight  or  ten 
gallons  in  reserve,  and  assuming  a  constant  supply,  if  the 
water  happened  to  be  turned  off  for  half  an-hour  during  the 
day,  they  would  still  have  a  reserve  in  the  cistern,  and  that 
would  render  the  use  of  large  loo  gallons  or  so  cisterns  un- 
necessary.    They  would  then  only  have  to  put  their  taps 
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on  their  rising  service,  and  they  would  not  want  any  cisterns 
at  the  tops  of  the  houses  at  all.  That  could  be  done  at 
very  little  cost  in  provincial  towns,  and  it  could  be  done  in 
London.  The  remedy  for  the  difficulty  rested  with  the 
ratepayers,  but  the  class  of  ratepayers  who  were  the  owners 
of  small  properties  were  the  great  obstructives.  With 
regard  to  the  water  supply  for  fire  extinction,  the  size  of  the 
service  mains  had  not  been  taken  into  consideration  for  that 
purpose.  It  had  been  provided  in  all  the  local  legislation 
that  proper  water  mains  should  be  laid  down,  and  very  few 
mains  of  less  than  4  inches  in  diameter  had  been  laid  down 
since  1847  ;  therefore,  it  was  not  right  to  say  that  provision 
had  not  been  made  for  protection  against  fire;  i^  inch 
mains  were  sufficient  for  domestic  purposes,  but  they  wanted 
4  or  6-inch  mains  for  an  efficient  fire  supply.  Mains  of  that 
size  had  been  laid  in  the  town  with  which  he  had  been  con- 
nected from  1849  down  to  1855.  With  regard  to  the  dual 
system,  they  knew  it  was  impossible  to  construct  a  service 
upon  a  principle  of  that  kind.  If  one  tap  was  placed  be- 
side the  other,  no  one  could  ever  tell  which  tap  to  go 
to,  and  the  expense  was  a  very  strong  reason  against  its 
adoption  ;  and  if  what  they  had  heard  with  regard  to  the 
quality  of  the  water  from  the  alarmists  was  true,  which  he, 
however,  did  not  think  was  the  case,  it  would  not  be  a 
proper  thing  to  put  in  the  power  of  servants  to  give  them 
contaminated  water  from  the  tap  on  the  right  hand  sink 
when  they  were  supposed  to  give  them  pure  water  from 
the  tap  on  the  left 

Mr.  Chadwick  would  say  a  few  words  with  regard  to 
the  paper  on  fire  prevention.  In  Liverpool,  where  a  great 
deal  of  incendiarism  prevailed,  the  chief  magistrate  came  to 
ask  his  advice  as  to  what  they  should  do  in  the  way  of  pre- 
vention, and  he  suggested  that  they  ought  to  put  the  water 
on  the  constant  system,  hydrant  the  streets,  and  place  the 
keys  of  the  hydrants  in  the  hands  of  the  police,  so  that  on 
the  occurrence  of  a  fire,  there  might  be  no  loss  of  time,  no 
running  to  distant  stations,  as  the  men  would  be  able  to 
apply  it  at  once.     That  system  had  been  adopted  also  in 
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Manchester,  Glasgow,  and  in  other  places.  A  Committee 
of  the  House  of  Commons  had  also  sat  upon  the  subject, 
and  it  was  shown  that  the  effect  of  the  adoption  of  that 
system  was  that  they  could  bring  the  water  to  bear  in  about 
three  minutes  on  the  average;  whereas,  by  sending  for  a 
distant  fire  brigade,  however  well  organised,  it  was  twentj' 
or  twenty-five  minutes  before  thcyarrivedat  thefire.  They 
afterwards  improved  their  organization,  and  brought  the 
time  down  to  fifteen  minutes,  but  Mr.  Braithwaite,  the  late 
Chief  of  the  Fire  Brigade,  stated,  that  for  the  efficient  pro- 
tection of  life  and  property,  you  must  have  the  assistance 
within  five  minutes,  and  this  system  brought  it  within  three 
minutes.  What  had  been  the  authenticated  experience  of 
its  employment  ?  Why,  it  had  reduced  the  insurance  risks 
in  Manchester,  Liverpool,  and  Glasgow,  where  this  system 
was  carried  into  effect,  by  fully  two-thirds,  or  rather  more, 
and  the  loss  of  life  had  been  reduced  in  the  same  propor- 
tion. The  Board  of  Works  had  raised  objections  to  putting 
the  keys  of  the  hydrants  in  the  hands  of  the  police.  There 
were  4,000  men  always  on  duty,  patrolling  the  streets  at 
night,  but  they  objected  to  their  having  them,  and  said  they 
must  keep  the  control  to  themselves.  It  appeared  that  in 
the  mere  greed  of  power,  which  had  not  hitherto  been  with- 
stood, they  would  keep  everything  in  a  condition  of  inse- 
curity to  the  public,  by  keeping  the  keys  out  of  the  hands 
01  the  police,  who  could  act  immediately  upon  receiving  in- 
formation of  a  fire,  and  that  in  the  face  of  the  experience 
as  to  the  saving  of  two-thirds  of  the  losses  by  fire !  There 
were  double  as  many  police-stations  as  there  could  be  fire 
brigade  stations,  and  he  could  not  imagine  how  anybody 
could  insist  upon  their  separation  for  this  purpose,  at  the 
expense  of  an  enormously  great  destruction  of  life  and  pro- 
perty by  fire.  That  system  should  also  be  applied  in  the 
theatres  ;  the  police  had  to  be  there  for  ensuring  order,  and 
they  ought  to  have  charge  of  all  waterworks  and  appliances 
for  the  immediate  extinction  of  fire.  The  most  scandalous 
thing  he  knew  was  the  ignorance  of  members  of  Parlia- 
ment, who  could  go  on  acquiescing  with  the  maintenance 
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of  the  present  system  in  the  face  of  such  facts.  As  to  the 
dual  principle  of  water  supply,  if  they  had  any  recherchi 
system  as  to  quality  and  quantity  of  water  that  was  applic- 
able, they  might  have  a  separate  dual  system,  but  they  had 
heard  that  the  result  of  softening  the  water,  and  bringing  in 
soft  water  for  consumption  by  a  separate  system,  was  that 
water  would  be  brought  in  for  washing  and  ablutionary 
purposes  and  for  baths — for  everything  in  fact  which  would 
be  benefited  by  the  introduction  of  soft  water — yet  in  fact, 
though  the  benefit  would  be  great,  it  was  obvious  enough 
that  the  streets  could  be  washed  with  common  water ;  and, 
on  the  whole,  he  had  expressed  the  opinion  that  the  separa- 
tion was  not  worth  while,  and  to  that  opinion  he  still  ad- 
hered. In  one  district,  where  an  inspector  was  sent  to  ex- 
amine the  effects  of  drinking  the  Thames  water  from  a 
place  highly  polluted  with  sewage,  the  people  laughed  at 
the  idea  that  they  drank  water ;  in  fact  they  drank  beer, 
and  beer  generally  was  drunk  by  the  whole  of  the  wage- 
earning  classes.  Such  was  their  dread  of  drinking  the 
water  in  one  case,  that  when  he  went  to  look  at  a  place  in 
London  where  the  finest  water  was  delivered,  viz.,  the  Kent 
water,  he  was  warned  against  drinking  the  water  on  account 
of  the  gases  from  cesspools  making  it  a  source  of  g^eat 
danger.  The  reasoning  was  that  the  death-rate  there, 
where  they  had  the  purest  water  of  all,  viz.,  the  Kent  spring 
supply,  was  higher  than  it  was  in  other  places,  and  the  de- 
duction from  that  was  that  the  water  was  positively  un- 
wholesome. But  it  proved  to  be  nothing  of  the  kind,  for 
the  people  did  not  drink  the  water.  It  was  the  rarest  thing 
for  them  to  do  so ;  even  when  a  mother  went  out  with  her 
children,  she  was  very  careful  to  provide  beer  for  them,  for 
fear  of  the  danger  from  drinking  the  water. 

Mr.  Jabez  Hogg  said  it  was  very  evident  children  did 
drink  the  water,  and  no  doubt  Jto  that  fact  was  due  the 
increase  in  the  death-rate  among  the  infant  population. 
With  regard  to  the  arrangement  of  the  filter-beds  shown 
in  the  building,  no  two  of  them  were  alike — no  two  water 
companies  adopted  the  same  size  and  proportion  of  filtering 
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materials ;  some  gave  six  or  eight  inches  of  sand  for  a 
surface  layer,  and  others  gave  four  or  five.  There  was  no 
uniformity  in  the  arrangements  for  filtering  water,  and  that 
showed  that  filtration  was  of  far  less  importance  than  it 
was  generally  supposed  to  be.  The  water  companies 
evidently  felt  that  it  was  a  matter  of  very  slight  im- 
portance whether  they  gave  a  filter  bed  of  six  or  eight 
inches  of  sand  or  four  or  five  feet.  One  of  the  readers 
of  a  paper  had  remarked  upon  the  companies  comi>elling 
people  to  remove  their  waste  pipes ;  he  should  like  to  ask 
practical  engineers  a  question  upon  that  point.  Water 
companies  were  not  agreed  as  to  the  use  of  the  waste 
pipes.  Some  years  ago,  he  removed  his  own  waste  pipe, 
which  went  into  the  sewer  pipe,  and  converted  it  into  a 
I  3  surface  overflow  pipe.      Two   years   ago,  the    New  River 

j  I  Company  sent  him    a   compulsory  order  to  remove   this 

I  I  pipe,  and  put  in  another  overflow  pipe  at  the  top  of  the 

cistern.  He  had  to  alter  all  his  fittings  at  considerable 
expense,  and  at  the  end  of  two  or  three  weeks  he  found 
the  effects  of  the  overflow  pipe  was  to  inundate  his  house, 
for  on  a  fire  breaking  out  in  the  neighbourhood,  during  the 
night,  the  cistern  overflowed,  and  the  water  came  down  the 
staircases  and  spoiled  his  carpets.  He  expected  to  get 
nothing  from  the  water  company  in  the  shape  of  compen- 
sation for  the  damage  done  by  the  overflow ;  nor  for  the 
great  damage  done  to  the  basement  by  the  damp.  But 
for  the  company  insisting  upon  the  removal  of  old  pipes, 
which  had  been  working  efficiently  in  his  house  for  some 
years,  the  damage  referred  to  would  not  have  happened, 
and  the  only  excuse  for  removal  was  that  the  company 
was  going  to  give  him  a  constant  supply  of  water  ;  two 
years  had  elapsed  and  the  constant  supply  was  still 
promised.  A  fifteen  minutes'  supply  at  1 1  o'clock,  and 
no  other  supply  for  the  day,  unless  a  fire  happened  in 
the  neighbourhood,  when  the  water  was  turned  on  again, 
and  he  was  liable  to  an  overflow,  unless  great  care  was 
exercised  in  the  examination  of  ball-cocks.  Then  there 
were,  again,  dead   ends  of  streets,  and  dead  ends  of  the 
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companies'  pipes,  which  greatly  polluted  our  water  cisterns, 
and  as  one  gentleman  had  stated,  when  these  got  emptied, 
they  occasioned  a  semi-putrescent  rush  of  waters  into  the 
sewers,  or  into  house  cisterns. 

Mr.  Chadwick  said  there  was  one  point  he  would 
mention  with  regard  to  waste  prevention.  In  Manchester 
they  had  got  it  down  to  17  gallons  a  head,  and  in  other 
cases  the  same  thing  had  been  done.  But  these  were  cases 
where  the  water  belonged  to  the  Corporation,  and  it  was 
the  officer  of  the  Corporation  who  went  in  to  examine, 
and  not  of  any  trading  company.  That  difference  was 
the  great  reason  for  the  failure  of  any  attempt  towards 
the  reduction  of  waste  in  London.  If  things  were  done 
there  as  in  Manchester,  Liverpool,  and  other  towns,  he 
had  no  doubt  that  waste  in  the  metropolis  might  be 
reduced  even  more  than  was  anticipated.  They  antici- 
pated a  reduction  of  one-third  in  the  waste,  and  if  the 
matter  were  under  a  public  authority,  who  ought  to  have 
the  control  of  the  whole  apparatus,  not  merely  of  the 
mains  at  the  doors,  but  the  capillaried  works  within 
the  houses,  that  reduction  could  be  effected,  but  until 
they  were  placed  on  a  public  footing  there  would  be  no 
economy  secured. 

Mr.  Walker  had  intended  to  confine  his  remarks  to 
the  subject  of  waste,  but  he  wished  to  answer  one  or 
two  remarks  of  the  previous  speakers.  A  remark  had 
been  made  about  the  warning  pipes.  They  were  led  to 
infer,  because  there  was  no  flow  from  the  warning  pipe, 
it  indicated  a  want  of  supply.  As  a  waterworks  manager, 
he  would  say  it  indicated  that  the  fittings  were  in  good 
order.  At  the  same  time  it  was  not  necessary  for  works 
to  belong  to  a  company  to  have  efficient  supervision  ;  and 
to  show  how  these  matters  were  looked  after  by  a  corpo- 
ration, he  would  read  part  of  Rule  16  of  the  Reading 
Corporation  Waterworks  regulations.  "  Every  cistern  shall 
be  provided  with  an  efficient  ball-valve  and  warning  pipe, 
and  shall  be  fixed  in  such  a  position  as  to  be  easy  of 
access  for   inspection."      If  warning   pipes  were  fixed   in 
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such  a  position  that  when  there  was  an  overflow,  or  wot 
they  indicated  that  some  of  the  fittings  were  out  of  order, 
and  caused  damage  to  the  property  of  the  consumer,  he 
would  say  that  the  company's  officers  were  to  btame  for 
allowing  the  warning  pipes  to  be  fixed  in  such  a  position 
that  they  would,  by  overflowing,  destroy  any  property  of 
the  consumer.  Then,  again,  with  regard  to  filtered  water, 
the  supply  with  which  he  had  to  deal  came  from  a  river 
He  had  tried  several  experiments  with  reference  to 
filtration,  and  he  had  found  that  filtration  took  place 
almost  at  the  surface  of  the  sand.  If  they  had  a  bed 
of  sand  two  feet  in  thickness,  they  would  find,  after  a 
few  weeks'  use,  if  they  let  the  filter  dry,  they  could  lift 
the  film  off  as  if  they  were  drawing  a  piece  of  damp 
paper  off  a  table.  He  would  not  say  that  the  thickness 
of  sand  should  be  reduced  to  a  few  inches  or  under  two 
feet,  but  through  even  two  feet  of  sand  sometimes  they 
would  find  living  things  in  the  mains.  Perhaps  a  con- 
sumer would  come  and  make  a  complaint  about  finding 
a  fish  or  an  eel  in  his  supply,  but  it  did  not  follow  from 
finding  them  in  the  mains  tliat  the  water  was  impure. 
He  thought,  however,  when  they  found  leeches  in  the 
water,  they  were  justified  in  preventing  children  drinking 
it.  Much  had  been  said  in  the  course  of  the  morning 
with  reference  to  cisterns,  but  as  the  morning  had  been 
wholly  devoted  to  reading  papers,  and  the  discussion  had 
been  left  to  gentlemen  who  were  well  acquainted  with  the 
subject  of  water  supply,  he  had  refrained  from  saying 
anything.  The  remedy  he  thought  was  to  have  a  constant 
supply  laid  on.  If  they  were  to  take  a  bottle  of  river 
water  that  had  passed  through  a  filter,  to  all  appearance 
it  would  be  clear  and  bright  ;  but  put  a  stopper  in  that 
bottle,  and  seal  it  down,  and  in  a  month  or  so  afterwaj 
they  would  find  there  was  a  considerable  deposit  at  I 
bottom  of  the  bottle,  and  to  ail  appearance  they  would 
say  it  was  very  bad  or  very  impure  water.  Impure  water 
for  public  use,  he  would  say,  was  water  that  fish  would  not 
live  in  ;  and  water  that  fish  would  live  in  was  not  impure. 
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The  conversation  where  he  was  sitting  during  the  morning, 
turned  on  water  supply  to  houses,  and  a  lady  said  she  had 
had  the  cistern  in  her  house  cleaned  out,  and  the  deposit 
found  in  it  consisted  principally  of  soot  from  the  tiles,  but 
that  did  not  show  that  the  water  was  impure.  Then  with 
regard  to  the  remark  as  to  water  supply  for  fire  ex- 
tinguishing purposes,  the  diagram  on  the  wall  was  an 
answer  to  that.  A  dual  supply  is  not  required.  A  town 
having  a  constant  supply,  and  the  fire  brigade  arrange- 
ments being  under  the  control  of  the  police,  they  could, 
in  a  few  minutes  after  the  alarm  was  given,  fix  a  standpipe, 
and  begin  playing  on  the  fire,  and  if  the  pressure  was 
sufficient,  they  could  do  much  in  keeping  down  a  fire 
before  the  engines  arrived.  With  reference  to  waste 
prevention,  he  believed  the  best  means  of  effecting  that 
is  to  have  a  thorough  code  of  regulations,  and  to  have 
those  regulations  properly  carried  out  Much  had  been 
said  with  reference  to  Deacon's  meters.  There  were  no 
doubt  a  good  many  waterworks  managers  present,  and 
other  persons  who  must  have  received  circulars,  in  which 
it  was  stated  that  managers  were  exceedingly  pleased 
with  the  efficiency  of  Mr.  Deacon's  invention.  One 
gentleman  had  stated  that  previously  to  the  introduction 
of  that  apparatus  there  was  a  waste  of  80,000  gallons  a 
day  going  on  in  one  district  He  should  think  if  there 
was  a  waste  existing  in  any  town  of  18,000  gallons  a  day, 
it  showed  ignorance  on  the  part  of  the  engineer  or  the 
Board  of  Directors,  and  that  there  must  have  been  g^eat 
neglect  In  reference  to  that  subject,  he  would  read  a 
return  with  regard  to  the  town  he  was  connected  with, 
viz.,  Reading,  which  stated  that  in  1874,  the  nett  con- 
sumption was  4771  per  head  per  day ;  in  1876,  with  an 
increase  of  population  and  an  increase  of  services,  it  was 
reduced  to  30*24  gross,  or  a  nett  consumption  of  16*99. 
But  the  circumstances  which  affected  one  town  would  not 
apply  to  another ;  some  towns  had  a  much  larger  trade 
supply  than  others,  and  they  could  not,  therefore,  draw  a 
fair  comparison  on  that  account     In  1884,  with  a  popula- 
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tion  supplied  of  52,000,  the  gross  consumption  per  head 
during  the  hot  weather  was  34*61,  and  the  nett  i8"2& 
This  increase  was  due  to  the  fact  that  a  very  great 
quantity  of  water  was  used  in  Reading  for  road-making 
and  for  new  paving  works  which  were  now^  being  carried 
on;  and  in  addition  they  supph'ed  i30,ocx>  g^lons  per 
day   to    one    railway   company,    also   23,00x5    g^allons  for 

ll'  sewer  flushing,  and   in   the   town  there  were  upwards  of 

8,430  water-closets.  All  this  was  done  without  waste- 
preventing   meters,  and   if  waste-preventing    meters  were 

|!  I  used,  they  must  increase  the  cost  of  management.     With 

all  those  circulars  which  were  sent,  they  had  not   stated 
j  anything  as  to  any  saving  in  working  expenses,  and  he 

!  considered  that  to  be  a  very  important  matter  indeed. 

^   ^  i  Mr.  E.  K.  BURSTAL  said  he  had  heard  instances  of  six 

towns  which,  under  companies'  management — although  two 
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|:  ]  had   recently  been  transferred  to  corporations — were   the 


best    managed   towns    in   England — Nottingham,    Derby, 
j:  I  j  Norwich,  Stourport,  and  Sheffield  ;  and  in  fact  he  believed, 

in  two  cases,  they  had  been  transferred  to  the  corpK>rations 

I  because  they  were  so  well  managed. 

Mr.  Dickson  said  Mr.  Burstal  had  made  some  observations 

I  with  regard  to  the  exhibit  of  the  water  companies,  compli- 

menting them  on  the  admirable  collection  of  curiosities  they 
had  shown,  but  complaining  that  they  had  not  submitted  to 
the  public   those   apparatus   which   they   considered    best 
adapted  to  the  purposes  of  the  population.     He  would  re- 
mind the  Conference,  however,  that  when  the  Commission 
sat  in  1 87 1,  the  whole  weight  of  evidence  tended  to  show 
that  it  was  desirable  that  companies  should  have  the  t)ower 
of  inspecting,    examining,   and   approving   fittings    to    be 
erected  in  the  houses  ;  but,  to  the  surprise  of  most  j>eople 
who  followed  the  inquiry,  the  Commissioners,  at  the  end  of 
it,  said  they  felt  bound  to  recommend  that  no  such  f>ower 
should  be  given,  because  they  feared  it  would  have  a   de- 
pressing effect  on  inventions  and  improvements  of  water 
apparatus.      Consequently,    while    Manchester     had     the 
power  of  approving  the  apparatus  to  be  used,  the  London 
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companies  had  no  such  power,  and  any  kind  of  water  fittings 
which  complied  with  the  standard  of  ordinary  intelligence 
was  deemed  to  be  an  efficient  apparatus.  The  magistrates  of 
the  metropolis  were  the  authorities  to  whom  this  question 
was  relegated,  and  they  were  very  reluctant  to  fine  persons 
for  having  a  defective  water  apparatus,  if  it  could  be  shown 
that  it  would  do  what  would  in  their  opinion  be  ordinarily 
expected  of  some  such  apparatus.  The  consequence  was 
that  companies,  knowing  this  weakness,  were  obliged  to  pass 
fittings  which,  if  they  had  proper  authority,  they  would 
possibly  be  able  to  exclude.  The  companies,  therefore, 
were  not  in  a  position  to  bring  before  the  public  any  ex- 
hibit which  they  could  recommend  for  adoption,  for  if  they 
did,  there  would  be  an  outcry  on  the  part  of  this  or  the 
other  inventor  that  his  invention  was  superior,  and  the 
companies  would  incur  a  great  deal  of  odium  in  addition  to 
what  they  at  present  experienced  With  reference  to  the 
question  of  warning  pipes,  he  would  remind  Dr.  Hogg  that 
the  regulation  in  this  respect  said  that  the  overflow  in  con- 
nection with  drains  should  be  removed  within  a  certain 
time,  or  at  the  option  of  the  consumer  should  be  converted 
into  a  warning  pipe,  and  that  every  warning  pipe  so  con- 
nected with  the  cistern  should  be  placed  in  such  a  position 
as  to  be  easy  of  access  and  inspection  by  the  company's 
inspector ;  and  he  doubted  not  the  reason  of  the  remon- 
strance of  the  New  River  Company  to  Dr.  Hogg  on  this 
point  was  that  the  pipe  which  he  placed  to  his  cistern,  in 
substitution  of  the  overflow  pipe,  was  not  so  arranged  that 
it  could  be  seen  by  the  inspector,  otherwise  he  should  not 
imagine  any  water  company  would  require  a  consumer  to 
provide  an  overflow  pipe.  In  fact,  every  water  company 
would  be  glad  to  see  any  overflow  pipe  in  the  sense  of  one 
which  took  an  overflow  from  a  defective  valve-cock,  done 
away  with.  A  warning  pipe  was  a  very  useful  thing,  if 
properly  placed  and  connected,  as  a  sanitary  convenience 
as  it  introduced  fresh  air  to  the  surface  of  the  water.  With 
reference  to  the  paper  on  fire  extinction,  he  thought  there 
was  rather  too  sweeping  a  condemnation  of  the  London 
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supply,  which  the  writer  said  was  deficient  in  {rre^Sn 
It  was  stated  that  in  London  the  whole  water  supply 
was  pumped  which  would  very  likely  be  misunderstood ; 
the  author  was  comparing  the  cities  where  the  supply 
was  by  gravitation  with  other  places  where  it  was 
pumped.  In  London,  as  far  as  the  fire  supply  was  con- 
cerned, it  might  be  stated  to  be  by  gravitation,  t>ecause  the 
water  was  pumped  into  reservoirs,  which  formed  a  head  for 
the  fire  supply,  just  as  much  as  in  other  towns  where  the 
supply  was  by  gravitation  without  pumping.  Then  the 
writer  stated  that  the  average  pressure  was  quite  inadequate 
for  fire  extinction  without  the  intervention  of  fire-engines., 
and  again  further  on,  he  said  the  supply  was  undeniably 
deficient  He  might  appeal  to  the  memory  of  Mr.  Chad- 
wick,  who  was  present  at  the  inquiry  referred  to,  whetbcf 
the  general  effect  on  the  mind  of  the  committee  was  not 
that  the  average  pressure  was  quite  sufficient  for  ordinary 
requirements  of  the  fire  brigade.  The  pressure  in  any  town 
would  scarcely  be  such  as  would  enable  the  public  autho- 
rities to  do  without  engines  ;  in  fact,  it  would  be  the  most 
injudicious  thing  for  any  authority  in  London  to  have  such 
a  high  pressure  as  to  do  without  engines  entirely.  He 
would  recommend  the  author  of  the  paper  to  inquire  of  the 
fire  brigade  authorities  for  the  results  which  accrued  from 
the  adoption  of  hydrants  in  the  City  of  London.  He 
could  inform  him  that  at  the  large  fire  opposite  the  General 
Post-office,  there  were  a  set  of  hydrants  provided  by  firm.i 
on  their  own  premises  which  were  found  to  be  of  great  use. 
and  certain  property  would  inevitably  have  been  destnayed 
had  it  not  been  for  those  hydrants.  Again,  with  rt^ard  to 
the  Kent  Company,  it  was  shown  before  the  committee 
that  the  pressure  throughout  the  company's  district  was 
quite  adequate  for  the  purpose  of  the  Fire  Brigade  if 
hydrants  were  provided,  but  the  Metropolitan  Boanj  would 
not  provide  them  until  the  company  said  that  if  they  did 
not  they  would  exercise  the  power  of  the  Act  enabling 
them  to  do  it  themselves,  and  thereupon  they  put  up  a 
few  hydrants  which  were  tried  at  large  fires  on  the 
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side,  where  they  were  used  without  the  intervention  of  steam 
engines,  and  the  Metropoh'tan  Board  has  since  admitted 
that  the  pressure  was  adequate,  and  they  had  recently 
given  an  order  for  200  hydrants  to  be  erected  in  different 
parts  of  the  whole  district  within  the  metropolitan  area 

Mr.  Deacon  said  he  had  only  heard  part  of  the  dis- 
cussion,  and  none  of  the   papers,  and  would  not  have 
spoken  had  he  not  felt  it  desirable  to  throw  in  his  experience 
against  the  objections  which  had  been  raised  to  cutting  of! 
sewer  overflows  from  cisterns  or  replacing  them  by  warning 
pipes.     He  had  been   instrumental   in   giving  a  constant 
service  to  a  population  of  700,000  or  800,000,  in  one  place, 
and  he  believed  at  much  less  cost  per  head  than  had  ever 
before  been  found  sufficient     The  quantity  supplied  was 
much  less  than  under  the  previous  intermittent  service,  and 
the  methods  he  had  adopted  were  now  applied  to  many 
millions    of   persons,    both    here    and    in    America.      In 
Liverpool,  the  work  had  necessarily  been  done  with  com- 
paratively little  alteration  of  fittings.    There  were  no  such 
powers  there  as  were  possessed  by  some  towns,  notably 
Norwich    and    Manchester,    where    the    corporations    of 
companies  had  practically  unlimited  power  to  require  the 
removal  of  fittings  and  to  order  any  others  to  be  put  in. 
The  secret  of  ultimate  success  in  Liverpool,  and  in  many 
other    places,    without    oppressive    regulations,  was    the 
multiplication,  by  a  method  often  described  but  not  always 
understood,  of  the  means  of  detecting  actual  cases  of  waste 
by  a  given  staff  of  inspectors,  and  the  inclusion  of  hidden 
as  well  as  visible  waste.     Of  all  methods,  that  must  always 
be  the  best  which  can  produce  the  required  result  at  the 
least  cost,  and  with  the  least  annoyance  to  all  concerned 
Those  who   still  believed   in  the  antiquated   method  of 
house-to-house  inspection  had  not  tried  the  more  modem 
method,  and  were  not,  therefore,  qualified  to  speak  con- 
cerning it    The  many  who  had  tried  it  on  a  large  scale 
were,  he  believed,  unanimous  concerning  its  much  higher 
economy  and  efficiency.     With  respect  to  the  difficulty  of 
not  getting  convictions  from  magistrates,  there  was  cota- 
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paratively  little  necessity  for  going  before  the  magistrates, 
when  the  facility  for  detecting  waste  was  so  greatly 
increased.  Persistent  cases  of  waste  were  soon  brought  to 
bay,  when  the  delinquents  found  that  the  trouble  and 
expense  to  them  of  attempting  to  evade  the  doing  of  what 
was  reasonably  required  by  the  ofBcials  was  not  worth 
their  while  incurring.  The  warning  pipe  was  one  of  the 
instruments  by  which  they  succeeded,  and  he  was  exceed- 
ingly surprised  to  hear  it  su^ested  that  some  form  of 
warning  pipe  should  not  be  used.  There  was  no  doubt 
whatever  that,  unless  you  had  some  overflow  apparatus 
which  either  made  cistern  waste  a  nuisance  to  the 
individual  or  visible  outside  to  the  public,  that  waste  would 
go  on  to  a  very  much  larger  extent  than  would  otherwise 
be  the  case.  It  was  not  necessary  to  turn  to  Liverpool,  as 
they  were  now  discussing  matters  concerning  London. 
The  same  thing  had  been  done  here.  In  the  Lambeth 
district  the  waste  had  been  so  far  reduced  that,  where  the 
same  methods  were  applied,  the  consumption  and  waste, 
instead  of  being  between  30  and  40  gallons  per  head,  as 
formerly,  was  now  down  to  something  between  15  and  16 
gallons  on  constant  service.  If  people  had  all  the  water 
they  would  take  under  high  pressure  and  constant  service, 
they  hjd  all  that  it  was  possible  to  give  them.  There 
should  be  no  desire  on  the  part  of  the  authorities  to  prevent 
the  use  of  water,  but  only  to  prevent  deliberate  harmful 
waste.  If  this  were  done,  sanitary  advantages,  as  he  had 
elsewhere  shown,  must  inevitably  follow,  as  they  had 
followed  in  Liverpool  and  elsewhere.* 

Mr.  Maxwell  said  this  question  of  waste  was  a  very 
clastic  one.  They  talked  about  getting  the  supply  to 
under  20  gallons  per  head,  but  in  some  of  the  American 
towns  it  was  up  to  60,  80,  lOO,  and  120  gallons.  If  you 
had  a  family  of  four  or  five,  each  of  whom  had  a  separate 
bath  in  the  morning,  using  40  to   50  gallons  each,  that 

•  See  final  remarks  in  discussion  upon  the  paper  by  G.  F.  Deacon, 
read  lo  ihe  Society  of  Arts  on  the  17th  May,  1S83. 
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would  soon  mount  up.  He  was  engineer  to  a  town  where 
the  water-works  belonged  to  the  corporation,  a  dead  level 
town.  If  he  were  the  officer  of  a  private  company,  it 
would  be  his  duty,  probably,  to  try  and  keep  down  all 
waste,  to  have  no  dribbling  taps,  and  no  water  running 
otherwise  than  for  some  beneficial  purpose ;  but  the  health 
of  such  a  town  as  Hull  depended  on  the  water  flowing  into 
the  drains,  and  as  they  could  pay  their  way  very  well  with- 
out being  so  sparing  of  water,  and  as  they  always  had  it  to 
spare,  he  did  not  set  himself  so  very  dead  against  waste. 
They  did  set  themselves  against  it  in  one  way,  which  he 
^  would  explain.  Inspection  was  of  two  sorts  ;  inspectors 
"flight  go  in  and  threaten  and  frighten  people,  but  their 
inspectors  did  not ;  they  kept  all  their  consumers'  valves, 
and  washers,  and  ball-taps  in  order,  and  they  found  it  paid 
them  to  do  sa 

Mr.  Tarbotton,  said  he  wished  to  say  a  few  words  on 
the  general  question,  and  principally  with  regard  to  dual 
supply.  In  all  these  public  supplies,  whether  water,  gas,  or 
the  disposal  of  sewage,  a  dual  system,  as  a  general  principle, 
was  to  be  condemned.  They  all  knew  the  practical 
difficulties  attached  to  these  undertakings,  and  they 
also  knew  how  very  dangerous  it  was  to  allow  a  double 
system  to  be  in  operation.  Of  course  there  were  ex- 
ceptional conditions,  and  there  were  towns  in  Germany,  and 
many  other  places,  where  it  was  perfectly  easy  to  supply 
two  classes  of  water  ;  but  in  English  towns  he  hardly  knew 
an  exception,  except,  perhaps,  certain  parts  of  the  metro- 
polis, where  it  would  be  possible  and  safe  to  carry  out  and 
introduce  a  double  system.  They  knew  what  plumbers 
were  in  large  mansions  or  institutions,  and  also  what  they 
were  in  small  poor  houses,  and  he  was  quite  satisfied  that 
two  supplies  ought  never  to  be  undertaken  in  London. 
The  same  thing  applied  to  gas.  You  could  supply  gas  at 
i2-candle  power,  or  18  and  20,  but  it  meant  duplication  of 
services  and  mains  throughout  the  whole  system,  and  when 
you  examined  the  amount  of  capital  which  had  been 
expended  on   gas  and  water  undertakings,  it  would   be 
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found,  as  a  general  rule,  that  the  cost  of  the  distributive 
service  was  4-loths  of  the  whole,  and  that  would  have  to 
be  multiplied  by  two  if  a  double  system  were  carried  out 
With  regard  to  the  general  question,  he  believed  in  the 
principle  of  constant  high  pressure  service  They  had  had 
a  high  pressure  service  at  Nottingham  for  nearly  fifty 
years,  without  a  single  intermission,  the  pressure  varying 
from  40  to  120  lbs.  in  all  parts  of  the  town,  which  system 
had  been  introduced  by  Mr.  Hawksley.  With  r^ard  to 
the  prevention  of  waste,  in  a  district  which  comprised  a 
population  of  a  quarter  of  a  million,  they  had  a  very 
effective  system  of  daily  inspection  carried  out  by  specially 
trained  men,  and  by  that  means  they  had  reduced  the 
domestic  supply  to  a  volume  of  something  like  12  gallons 
per  head  ;  the  total  supply,  including  manufactories,  being 
under  20.  At  one  time  it  was  something  like  55.  The 
same  thing  had  prevailed  in  some  other  towns,  where  a 
similar  reduction  had  been  accomplished  by  the  same 
means.  The  fire  service  was  very  effective,  but  they  relied 
in  a  great  measure  on  the  pressure  in  the  mains,  which  was 
sufficient  to  send  the  water  over  the  highest  warehouses 
and  buildings ;  that,  however,  was  supplemented  by  an 
efficient  fire  brigade. 

Mr.  Smartt  said  he  had  a  miniature  farm  or  garden,  by 
experiments  with  which  he  found  that  sewage  water  passed 
through  boulder  clay  lost  very  little  of  its  nutritious 
qualities. 

The  Chairman  said  he  must  now  bring  the  discussion 
to  a  close,  though  several  other  gentlemen  had  sent  up 
their  names,  for  only  a  few  minutes  remained  for  him  to 
offer  some  remarks  on  the  chief  points  which  had  been 
discussed  that  day.  It  would  be  presumptuous  in  him  to 
attempt  to  go  over  anything  like  the  large  range  of 
subjects  which  had  been  dealt  with  ;  but  he  could  not 
refrain  from  saying  a  word  or  two  on  the  question  of  the 
quality  of  water,  which  had  been  one  of  the  most  prominent 
subjects  under  discussion.  They  must  all  regret  that  the 
very  admirable  paper  of  Dr.  Odiing  had  not  been  presented 
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in  extenso  in  print,  and  that  they  had  not  been  enabled  to 
examine  the  facts  upon  which  he  was  quite  certain  the 
arguments  had  been  based,  which  had  led  Dr.  Odling  to 
the  conclusions  he  gave  at  the  close  of  his  paper.     With 
regard  to  some  of  those  conclusions,  they  would  be  all  of 
one  accord,  viz.,  that  the  purity  of  water  should,  in  the  first 
instance,  be  considered  by  the  chemist  in  its  entirety ;  that 
what  chemists  called  impurities  did  not  necessarily  relate 
to  unwholesomeness :  that,  taking  the  actual  proportion  of 
organic  matter  existing  in  water,  it  was  so  small  as  to  be  of 
no   importance  in   considering  the  quality  of  water  for 
potable  purposes,  and  also  that  organic  matter  which  at 
one  time  might  have  resulted  from  decay,  might  possibly 
have  no  real  importance  with  reference  to  the  quality  of 
water  ;  that  it  might  exist  to  a  considerably  greater  extent 
in  what  was  considered   as  the  most  wholesome  spring 
water,  than  in  the  water  of  a  stream.     Again,  with  regard 
to  his  fourth  conclusion,  all  who  had  studied  the  subject  of 
so-called  self-purification  of  water  had  come  to  the  conclusion 
that  this  self-purifying  power  of  a  stream  was  very  g^eat 
indeed,  and  that  the  oxygen  dissolved  in  the  water,  and 
continually  re-absorbed  by  it — an  action  favoured  by  the 
agitation  of  the  water  in  its  flow — ^had  the  power  of  remov- 
ing, to  a  considerable  extent  by  oxidation,  the  organic 
impurities  with  which    the    stream   might  have  become 
polluted.     But  when  they  came  to  the  last  two  conclusions 
at  which  Dr.  Odling  had  arrived,  he  must  say  that,  in  the 
absence  of  the  facts  upon  which  they  had  been  founded, 
they  still  remained  debatable ;  these  conclusions  being — that 
there  was  an  absence  of  evidence  as  to  the  injurious  nature 
of  organic  matter  which  might  sometimes  be  found  even  in 
carefully  filtered  waters,  and  that  there  was  no  evidence 
that     disease-producing     organisms    were    developed    or 
propagated  in  waters  so  filtered,  so  as  to  be  prejudicial  to 
life.    All  who  had  given  any  attention  to  the  subject  of  the 
influence  of  water  in  promoting  disease,  would  be  inclined 
to   hesitate  before  accepting  the  latter  proposition  ;   and 
they  must,  therefore,  look  forward  with  great  interest  to 
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the  publication  of  the  complete  paper,  which  would,  no 
doubt,  give  the  facts  and  reasoning  upon  which  this  state- 
ment was  based.  It  had  been  within  his  experience  that 
water  which  had  been  considered  as  of  the  very  highest 
quality,  and  which  the  advocates  of  deep  wells  would 
unhesitatingly  pronounce  to  be  of  a  high  quality,  had,  after 
its  supply  for  house  use,  proved  a  source  of  disease.  This 
led  him  to  refer  once  more  to  the  question  of  tanks.  There 
had  been  a  much  greater  unanimity  of  opinion  than  on  any 
former  occasion  with  regard  to  the  mischievous  results 
which  might  arise  in  consequence  of  the  storage  of  water  in 
houses,  Mr.  Hogg  had  explained  that,  in  hesitating  to 
adopt  the  statement  that  tanks  or  reservoirs  were  injurious, 
he  did  not  refer  to  open  tanks,  butts,  or  reservoirs,  but  to 
closed  tanks,  which  he  looked  upon  as  harmless.  Even  so 
far  he  must  confess  he  did  not  feel  inclined  to  agree  with 
Mr.  Hogg,  from  the  very  fact  he  had  already  alluded  t<^ 
that  a  house  supplied  with  one  of  the  purest  of  L.ond<:m 
waters — a  deep  well  water — was  visited  by  disease  such  as 
Mr.  Hogg  pointed  out  as  consequent  on  the  pollution  of 
water  by  matters  connected  with  zymotic  diseases,  although 
the  tank  was  apparently  perfectly  closed.  There  was  not 
the  least  doubt  that  this  was  due  to  the  causes  insisted  on 
bj  Mr.  Chadwick,  that  wherever  tanks  existed  there  might, 
unless  very  great  precautions  were  taken,  be  a  possibility 
of  pollution  by  gaseous  emanations  from  sources  of 
pollution.  This  being  the  case,  there  could  not  be  a  doubt 
that  the  constant  supply,  and  the  absence  of  cisterns,  were 
fundamental  points  in  the  supply  of  wholesome  water. 
How  far  measures  could  be  taken  to  guard  against  waste, 
he  must  leave  to  those  competent  to  deal  with  this  part  of 
the  subject,  by  some  of  whom  it  had  been  shown,  during 
the  discussion,  that,  at  any  rate,  considerable  advances  had 
been  made  in  this  direction.  He  should  tm^ine  that  no 
householder  would  hesitate,  if  he  desired  to  obtain  a  high- 
class  water,  to  adopt  such  precautions  as  might  be 
reasonably  within  his  power  to  guard  against  waste,  and 
that  everyone  would  willingly  bind  himself  to  use  the  water 
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carefully,  provided  he  were  perfectly  sure  of  the  quality. 
Even  though  certain  arrangements  which  had  been 
suggested  might  be  inconvenient  or  unsightly,  there  was  no 
doubt  the  advantage  they  would  secure  in  promoting  the 
supply  of  thoroughly  pure  Water  at  a  comparatively 
moderate  cost,  would  counterbalance  any  of  these  disadvan- 
tages, in  the  opinion  of  all  sensible  people.  They  had 
discussed  as  far  as  possible  the  question  of  the  advantages 
and  disadvantages  of  a  dual  supply,  partly  in  reference  to 
the  large  consumption  of  water  for  ordinary  purposes,  and 
partly  in  reference  to  the  application  of  water  to  fire 
extinction,  but  the  question  evidently  still  required  much 
further  consideration.  There  had  been  one  or  two 
advocates  of  a  dual  supply ;  but  others  had  pointed  out, 
and  he  thought  correctly,  that  very  great  difficulties  existed, 
which  some  were  inclined  to  think  insurmountable.  The 
distinct  supply,  on  a  very  large  scale,  of  water  of  ordinary 
quality,  such  as  they  would  not  use  for  potable  or  other 
domestic  purposes,  would  involve  an  enormous  outlay  of 
capital,  and  it  would  be  very  difficult  to  insure  the  use  of 
such  water  in  a  manner  which  would  be  really  safe  to 
householders.  It  was  gratifying  to  find  that,  since  they 
last  held  a  Conference,  there  had  been  a  considerable 
assimilation  of  views  amongst  those  who  were  formerly 
much  opposed  on  the  chemical  aspects  of  the  question. 
There  was  now  a  very  considerable  concordance  of  views 
amongst  chemical  authorities,  and  so  he  believed  they 
would  find  that,  amongst  practical  men,  some  of  the 
difficulties  which  appeared  insurmountable  would  gradually 
vanish,  and  that  by  comparing  ideas  and  experience,  they 
would  speedily  arrive  at  a  very  great  advance  in  connection 
with  the  water  supply  of  large  towns.  He  regretted  that 
the  special  attention  which  London  had  received  in  the 
discussion  had  led  to  very  little  being  said  about  the  water 
supply  of  villages  or  small  towns.  This  was  a  subject  which 
no  doubt  required  so  much  earnest  consideration  that  it 
would  be  desirable,  before  long,  to  have  a  Conference  at 
which  to  discuss  the  subject  on  the  still  broader  basis  of  a 
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national  water  supply.  In  connection  with  this  there  were 
several  important  subjects  which  had  not  been  exhaustively 
discussed,  such  as  the  question  of  the  value  of  different 
systems  of  wells  which  were  applicable  on  a  small  scale  with 
comparative  readiness,  and  the  very  important  question  of 
the  extent  to  which  purifying  agents  could  be  applied  to 
water  for  small  communities.  They  knew  how  valuable  had 
been  the  results  of  Dr.  Clark's  process  when  applied  so 
intelligently  as  it  was,  many  years  ago,  by  Mr.  Homersham 
and  since  by  various  others,  such  as  Mr.  Porter  and  Mr. 
Atkins.  In  some  instances,  water  which  it  was  almost 
impossible  to  use  for  domestic  purposes,  on  account  of  its 
exceeding  hardness,  had  become  an  excellent  water  by 
application  of  this  method  of  treatment.  He  had  personal 
experience  of  this,  inasmuch  as  he  took  part  in  experiments 
which  Dr.  Clark  made  when  he  softened  water  at  the 
works  at  Plumstead,  about  thirty  years  ago,  and  had  since 
had  the  supervision  of  softening  works  erected  for  the 
supply  of  water  from  deep  wells  to  the  Herbert  Hospital 
at  Shooter's  Hill.  What  had  been  so  successfully 
accomplished  at  this  place,  and  elsewhere  more  recently  by 
improved  processes,  had  demonstrated  how  readily  water 
might  be  treated  when  the  supply  required  was  compara- 
tively moderate.  The  same  system  had  even  been  applied  to 
towns  and  districts  of  some  considerable  size ;  but  the 
question  still  remained  to  be  determined  whether  it  would 
be  possible  to  apply  this  excellent  process  upon  so  lai^e  a 
scale  as  would  be  necessary  in  order  to  supply  London,  or 
the  more  important  districts  of  it,  with  softened  water. 
That  the  Kent  Company  had  hesitated  to  apply  this 
system  to  the  deep-well  water  supplied  to  Woolwich  and 
elsewhere,  which  was  most  beautiful  and  wholesome  to 
drink,  but  ill  adapted  to  other  domestic  purposes,  seemed 
to  indicate  that  practical  difficulties  still  existed  which  had 
to  be  encountered,  not  merely  by  the  application  of 
capital,  but  by  science  combined  with  practical  knowledge. 
With  regard  to  other  methods  of  purifying  water,  consider- 
able improvements  had  been  effected  in  recent  years  in  the 
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application  of  filtering  media,  such,  for  instance,  as  charcoal 
preparations,  and  iron  in  a  more  or  less  finely  divided 
condition.  If  water  were  aflfected  chemically  by  treatment 
with  either  precipitating  or  oxydising,  or  otherwise 
purifying  agents,  such  treatment  must  be  efficient  in 
proportion  to  the  amount  of  surface  of  water  brought  into 
contact  with  the  agent  applied  If  iron  exerted  a  purify- 
ing influence  on  water,  it  would  obviously  exert  that  to  the 
greatest  extent  within  a  given  time,  if  the  surfaces  of  the 
iron  and  the  water  coming  in  contact  were  constantly 
renewed.  That  this  was  done  to  a  considerable  extent  in 
a  filter  there  could  be  no  doubt,  but  when  a  column  of 
water  was  passed  through  a  column  of  filtering  material, 
the  latter  must  present  channels  in  parts,  admitting  of  the 
free  passage  of  the  water.  By  passing  through  these  the 
water  must  to  some  extent  escape  being  purified ;  but  if 
you  took  the  same  purifying  agent,  and  agitated  it  for  a 
short  time  with  water,  you  renewed  the  surface  of  contact 
between  the  water  and  it  continually  and  rapidly,  and  so, 
as  a  matter  of  course,  effected  in  a  short  time  what  you 
had  to  apply  a  considerable  amount  of  time,  and  a 
comparatively  very  large  amount  of  purifying  material,  to 
effect  to  anything  like  the  same  extent  by  the  ordinary 
methods  of  purification  by  filtration.  There  could  be  no 
doubt  that  the  action  of  charcoal  as  a  purifying  agent, 
quite  apart  from  its  action  as  a  simple  filtering  agent,  was 
much  promoted,  like  that  of  iron,  by  constantly  renewing 
the  surface  of  contact  between  the  charcoal  and  the  water, 
and  so  he  should  imagine  that  filtering  on  the  principle 
devised  by  Mr.  Maignen,  or  other  filters  based  on  similar 
principles,  would  act  more  efficiently  and  rapidly  than  the 
mere  passage  of  water  through  charcoal  en  masse.  No 
doubt  much  had  to  be  learnt  with  regard  to  the  treatment 
of  water  by  means  of  domestic  filters,  which  would  always 
be  important  in  connection  with  the  supply  of  small 
communities,  and  that  of  groups  of  people  like  soldiers 
on  active  service.  A  filter  was  popularly  expected  to 
accomplish    two    things:     in    the    first   place,   it   simply 
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strained  or  clarified  water,  by  separating  suspended  matter, 
and  a  properly-built  filter  might  be  relied  upon  to  cany 
out  this  operation  for  a  considerable  period,  until,  in  fact, 
the  passage  of  the  water  was  too  much  impeded  by 
the  cl<^ging  effect  of  the  impurities  deposited  in  the 
filter.  Secondly,  some  filters  would  to  a  small  extent 
purify  water  of  dissolved  matters,  but  it  was  important 
to  bear  in  mind  that  that  power  could  only  be  retained 
by  a  filter  for  a  comparatively  brief  period.  Many 
people  bought  a  filter,  and  having  set  it  up,  they  did 
not  care  much  what  the  source  of  water  was  which 
they  used,  being  satisfied  that,  by  having  bought  one  of 
the  best  forms  of  filter,  and  drinking  nothing  but  the 
water  filtered  through  it,  they  were  secure  against  all  evils 
ascribable  to  water.  But  that  filter  might,  and  was  gener- 
ally, filled  month  after  month,  and  even  year  after  year,  and 
was  supposed  to  continue  perfect  as  long  as  the  water  ran 
through  it,  and  was  not  even  suspected  of  being  inefficient 
until  it  became  actually  choked  up.  This  was  one  of  the 
most  dangerous  points  connected  with  the  application  of 
filters  to  domestic  purposes,  and  too  much  stress  could  not 
be  laid  upon  it  He  begged,  in  conclusion,  to  congratulate 
the  Society  upon  the  useful  nature  of  the  discussion,  elicited 
by  the  valuable  papers  which  had  been  brought  before 
the  Conference. 

Mr.  Edwin  Chadwick  then  proposed  a  vote  of  thanks 
to  the  Chairman,  which  was  carried  unanimously,  and  the 
proceedings  terminated. 


The  following  letter  from  Mr.  W.  Whitaker  refers  to  his 
pai>er  read  on  the  first  day  (see  atile  p.  364J : — 

There  having  been  no  time  for  the  authors  to  reply  to 
the  points  raised  in  discussion,  I  send  the  following  note  on 
what  fell  from  Mr.  Baldwin  Latham,  and  from  Mr,  Kinsey, 
in  regard  to  the  chalk  marl  on  the  south  of  London  and 
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near  Petersfield,  allowing  of  the  passage  of  water  between 
the  chalk  above  it  and  the  upper  green  sand  below.  In  my 
paper  the  suggestion  that  another  colour  might  have  to  be 
added  to  those  already  used  on  my  maps  to  separate  the 
chalk  marl  from  the  rest  of  the  chalk,  is  not  of  universal 
application  ;  but  refers  only  to  those  parts  where  the  chalk 
marl  is  so  clayey  as  to  be  practically  water-tight  and  not 
water-bearing.  The  district  in  my  mind  was  not  that  on 
the  southern  side  of  the  London  basin,  but  that  on  the 
northern  side,  where,  for  very  many  miles  in  Hertfordshire, 
Bedfordshire,  Cambridgeshire,  and  part  of  Norfolk,  this 
basal  part  of  the  chalk  is  so  impermeable  as  to  throw  out 
water  from  the  permeable  bed  of  hard  and  somewhat  sandy 
chalk  that  overlies  it  The  outcrop  of  that  permeable  bed, 
known  as  the  Tottemhoe  stone,  and  which  has  been  largely 
used  in  building,  is  marked  by  a  line  of  springs  the  occur- 
rence of  which  has  determined  the  site  of  the  many  villages 
to  be  found  along  the  base  of  the  chalk  hills  from  Hertford- 
shire to  Cambridgeshire.  The  conditions  here  are  clearly 
different  from  those  that  hold  on  the  southern  side  of  the 
London  basin  ;  but  I  doubt  if  in  the  latter  district  the  chalk 
marl  everywhere  allows  the  passage  of  water  through  it, 
and  evidence  in  this  direction  is  given  by  the  experimenta* 
drift-way  of  the  Submarine  Continental  Railway,  near 
Dover,  which,  driven  through  chalk  marl,  was  practically 
dry.  To  show,  however,  the  varying  nature  of  this  bed,  as 
regards  water,  we  need  only  cross  the  Channel,  to  the  corre- 
sponding experimental  works  of  the  French  Company, 
where  many  springs  were  met  with  in  the  chalk  marl.  At 
Dover  the  only  fluid  found  was  champagne,  and  it  is  said 
that  this  was  dry  ! 
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AbeL|  Sir  F.,  his  plan  of  purifying  water,  510-513 

Accidents  in  mines,  great  number  of,  353 

Accrington,  notification  of  infectious  diseases  at,  236 

Aeration,  a  desideratum  of  drinking  water,  462,  469 

Air,  as  an  infecting  medium,  145,  146 

Alcohol,  high  death  rates  due  to,  125 

Algae,  confervoid,  great  numbers  of,  in  river  water,  491 

Alluvium,  how  far  permeable,  369 

Alyn  river,  case  of  alleged  abstraction  of  water  from,  397,  398 

Ambulance,  War  Office  definition  of,  316  ;  need  of  proper,  in  towns,  325  ;  for 
infectious  cases,  325 ;  ambulance  carriages  of  the  Metropolitan  Asylums 
Board,  326 ;  the  American,  327  ;  at  Liverpool,  327,  328 ;  ambulance 
material  not  so  valuable  as  trained  men,  327  ;  future  of  ambulance  work, 
331  ;  a  permanent  museum  of  ambulance  material  needed,  332  ;  value  of 
ambulances  in  small-pox,  334;  systems  of  Boston,  New  York  and 
Philadelphia,  347 ;  ambulance  instruction,  value  of  to  policemen,  firemen, 
shipbuilders,  sailors,  soldiers,  mothers,  railway  porters,  miners,  320,  321 ; 
individual  examples  of,  329,  330;  ambulances  save  limbs,  350; 
ambulance  school  needed  in  every  village,  348 ;  evils  of  want  of  them, 
350-352  ;  save  money  of  employers,  353 

Ambulance  volunteers  in  Kent,  Yorkshire,  at  Leicester,  Leamington,  &c.,  329 

Ambulance  wharves,  339 

America,  ambulance  system  in,  347 ;  provision  for  accidents  on  railroads  in, 

347 
Animals  met  with  in  fresh  water,  the  chief,  488 ;  proportion  of  near  Thames 

sewage  outfalls,  489 
Anthrax  fever,  119,  120,  135  ;  communicated  by  flies,  153 
Antwerp  waterworks,  509-511,  517 
Aqueduct  at  Paris,  533 

Architects,  often  deficient  in  sanitary  knowledge,  35,  40,  44 
"  Ashford  litter,"  the,  328,  329 

Bacteria,  fimction  of,  263  ;  brought  up  by  worms,  309 

Bagshot  beds,  as  source  of  water  supply,  368,  406 

Ballard  v.  Tomlinson,  case  cited,  373 

Bath  rooms,  waste  pipes  of^  improperly  fixed,  59 

Bath  water,  &c.,  proper  disposal  of,  40 

Battle-fields,  cremation  on,  294,  295 

Basements  objectionable,  7I1  72 
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Bitmingham,  notification  of  infectious  disease  at,  i.3.%  ;  (ire  brigade  at,  553 

Bischof,  Professor,  his  method  of  purifying  water,  509—513,  517 

Blackburn,  Dotilica.tioa  of  iofeclious  disease  at,  237 

Bolton,  Sii   F.,  extract  from  his  report,  417 

Bond,  Dr.,  on  the  'The  Home  of  Ihe  Agricultural  Labourer,'  quoted,  $8 

Bond,  Di.  Francis,  his  view  as  to  notification  of  infectious  disease,  loS 

Boulder-clay  in  relation  to  water  supply,  36S,  369 

"  Bournes,"  what,  440 

Boston  {U.S.A.)i  compulsory  notificalion  of  disease  at,  353 

Bovine  tuberculosis,  discussion  of,  179,  1S9,  196 

Bradford,  notification  of  infectious  disease  at,  224 

Brick-earth,  in  relation  10  water  supply,  367,  368 

Brighton,  water  supply  of,  442 

British  Association,  Undei^ound  Water  Committee  of,  381 

Brooks,  Shirley,  a  founder  of  the  Cremation  Society,  187 

Browne,  Sir  T.,  on  cremation,  301 

Brussels,  compulsory  notificalion  of  disease  at,  254 

Building  new  houses,  importance  of  regulating,  31 

Burial,  a  rational  process  of,  270 ;  Mr.  Seymour  Hadcn's  plan,  274  ;  deep  sea 

burial,  275,  fire-burial,  275-311.     (.Saf  also  Interment,  Dead.) 
Burial  grounds  not  unhealthy,  309 
Butler,  as  a  source  of  intection,  172,  173 
Bye-laws,  Model,  of  Ihe  Local  Government  Board,  31 

Calves,  throat  disease  of,  159,  182 

Cameron,  Dr.,  his  speech  in  Parliament  on  cremation,  286 

Carbon,  proportion  of  in  water,  49S,  499,  500 

Centralisation  needed,  SS,  S9 

Chadwick,  Mr.  E.,  (C.B.),  his  report  on  Interment  in  Towns,  268 

Chalk,  area  of  as  source  of  Water  Supply,  364-373.  439.  597  !  parts  with 
water  slowly,  383  ;  extent  of  areas  from  the  Medway  to  the  Meon,  385  ; 
result  of  a  survey  of  the  chalk  in  Sussex,  3S7  ;  contamination  of  water 
from  the  chalk,  396  ;  borings  in  chaJk  supplemented  by  driving  adits, 
441 

Charcoal  as  filtering  and  puri^ng  agent,  595,  596 

Chaumont  dc.  Professor,  opinion  on  cremation,  287 

Chicken-pox  conveyed  by  clothes,  148 ;  by  letters,  149  ;  mistaken  for  small- 
pox, 187 

Cholera  traced  to  polluted  water,  151 

Cinerary  urns,  291 

Cisterns,  importance  of  position  of  29,  30;  defects  of,  416,  417  ;  dangers  of 
456-458.  460.  514.  5  "6 

Cleansing  of  houses,  how  enforced,  10 ;  powers  as  \.a  in  rural  districts,  55 

Clergy,  the,  their  opinion  on  cremation,  299 

Clothes  as  infecting  medium,  14S;  to  cattle,  198 

Closets,  defects  of,  62-64 

Commissioners  of  Sewers,  their  committee  on  cremation,  2S6,  299 

"Contagious  Diseases  (Animals)  Act,"  authorities  administering,  i6j 
Contagious  disease,  notice  of,  how  enforced,  1 1 
Cooking,  should  be  done  by  gas,  36 
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Cottage  hospitals,  value  of,  317,  353 

Coralline  crag,  as  source  of  water  supply,  368 

Combrash,  marks  sites  of  villages,  375 

Corpses,  infection  from,  how  conveyed,  266 

Cremation  not  illegal,  283  ;  not  now  considered  impious,  276-7  ;  decision  of 
Mr.  Justice  Stephen,  277,  280 ;  possible  concealment  of  crime  by,  277, 
301 ;  to  be  performed  after  coroner's  certificate,  278 ;  cost  of,  286,  289, 
291 ;  speeches  in  Parliament  on,  286 ;  cremation  versus  inhumation, 
divisions  on,  281 ;  objections  to  cremation  disappearing,  281  ;  speeches  in 
favour  of,  in  Germany  and  Italy,  282 ;  improper  cremations,  295 ; 
cremation  should  be  compulsory  after  death  from  infectious  disease,  308  ; 
report  of  committee  of  the  Commissioners  of  Sewers,  286,  299 

Cremation  Society  of  England,  the,  283,  285,  286 ;  when  founded,  287 ; 
founders  of,  287 

Cremation  Societies  of  France,  Spain,  Portugal,  Holland,  Sweden,  America, 
291 

Crematorium  at  Woking,  283,  285,  286,  290  :  at  Gotha,  291,  293  ;  at  Milan, 
at  Rome,  291  ;  of  Mr.  Le  Mon,  297 ;  temporary  crematory  in 
Dorsetshire,  293 ;  design  of  Sir  W.  Siemens  for  a  crematory,  292 ; 
ancient  Roman  crematories,  293  ;  various  patterns  of  crematories,  292 

Crime,  possible  concealment  of,  by  cremation,  277,  289,  298,  301 

Cubic  space,  difficulty  of  securing  adequate,  on  account  of  expense,  87  ;  cubic 
^ace  in  cowsheds,  170 

Cyclops,  fecundity  of,  489 

Dairies,  inspection  of,  180 

"  Dairies,  cowsheds  and  milk  shops  order,"  the,  164,  193 

Dairy  farms,  requirements  as  to  desirable,  170 

"  Damp  course  "  indispensable,  43,  72 

Dead,  disposal  of  the,  different  methods  of,  262 ;    nature*s  methods,   262 ; 

simple  exposure,   263 ;  by   Parsees,  263  ;  by  Chatham  Islanders,   264 ; 

sickening  abuses  of  earth  burial,  265  ;  burial  of  still-bom  children,  268 ; 

rational  process  of  earth-burial,  a,  270 ;  diseases  spread  by  burial,  290, 

29 If  305.     (&^also  Cremation.) 
Desmids  in  water,  great  numbers  of,  491 
Diarrhoea  from  Thames  water,  517 
Diatoms  in  water,  great  numbers  of,  491 
Dilke,  Sir  C,  his  opinion  on  notification  of  disease,  246 
Diphtheria,  causes  of,  14,  17,  48,  147,  152,  158,  174,  182 
<*  Disconnecting  the  drains,"  28,  47,  48,  75 

Disinfection,  importance  of,  186 ;  compulsory  at  Newcastle -on-Tyne,  239 
Distillation  of  water,  484  ;  on  ocean  steamers,  485 
Domestic  servants,  diseases  of,  128,  129 

Drainage,  "  combined,"  evils  of,  33 ;  decision  of  Court  of  Chancery  as  to,  33  I 
Draining,  how  enforced,  1 1 
Drains,  brick,  ought  to  be  re-constructed,  19 ;  "  disconnecting "  drains,  28. 

47,  48,  75 ;  defects  of  drains  in  rural  districts,  59 
Dress,  a  fever  proof,  186 
**  Dumb  wells,"  use  of,  381-383,  392  ;  care  needed  in  construction  of,  384 ; 

dumb-wells  in  India,  395  ;  useless  in  Hull  district,  448 
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Dundee,  notification  of  infections  diaeaae  at,  224 

Dust,  removal  of,  beat  airangemcnls  for,  zo  ;  iniponaacc  and  difficulty  of,  31 

33>  3^.  38,  47.  48 ;  amouQi  of "  <lusi "  ought  lo  be  diminiihei],  36^  4J 
Dusl-bins,  best  form  of,  30;  should  be  abolished,  48,  74  ^^^^_ 

EaktH  dosets,  neglect  to  use  properly,  65  ^^^^| 

Economy  In  sanitaiy  work  needed,  79,  80,  81,  82,  93  ^^^^| 

Edinbargh,  nattficalion  of  infectious  disciuc  in,  335-fi  ^^^^| 

Education,  (sanitary),  need  of,  76,  79,  So,  85,  94 
Egeling,  Dr.,  his  communication  as  to  law  of  notilicalioii  of  dUeasc  in  HoJhad, 

156-259 
Embalmment,  how  performed,  178 ;  value  of,  for  idcotificaiion  oT  cchium  it 

case  of  doubt,  378,  305 
Enteric  fever,  cause  of,  34  ;  dlSiculty  of  tracing  caus«,  152  ;  in  Cornwall,  157 
St  Sonlhsea  Barracks,  176,  1771  communicated  by  milk,  174,  1S9,  lu 
Entomostraea,  characteristics  of,  489  ;  eicretn  of,  490  ^^^^ 

Examination  of  Local  Sanitary  Officers,  90  ^^^^H 

Farijukarson,  Dr.,  M.P.,  his  speech  on  cremation,  286  ^^^H 

Fever.     Sa  Enteric,  Scukt,  Typhus.  ^^^H 

File  makers,  disease  of,  126 

Filter  beds  for  viUige  water  supply,  413  ;  forms  of,  437,  8 
Filtration  at  Wakefield  and  at  Antwerp,  415;  speed  of  filtration,  438  ;  throi^ 
iron,  509-511,  517;  worlhlessness  of  filters,  S19.  5*0,  5*4  ;  perfect  filter, 
how  obtainable,  520 
Fire  Extinction.Water  Supply  FOR:  entenloflosses  by  fire,  54S:  rcquuiies 
of  supply.  549  :  hydrants  and  fire  plugs,  550;  pressure  per  inch  re<iuiied 
for  hydrants,  550;  hydrants  superior  lo  fire-engines,  551  ;  the  UveiiK>ol 
fire  brigade,  551  ;  its  cost,  552;  statistics  of  the  Glasgow,  Maocluster, 
Dublin,  and  Birmingham  brigades,  552,  553  ;  the  New  York  bci^e, 
i53'  554 ;  '11=  London  brigade,  554,  555  ;  Select  Committee  on  fires  in 
the  metropolis,  556  ;  plan  of  the  Metropolitan  Board  of  Works,  5571 
great  increase  in  distance  travelled  by  metropolitan  fire-engints,  558; 
increase  in  cost  of  the  brigade,  558  ;  ihil  cost  is  lower  than  in  Paris  and 
New  York,  559 ;  statistics  of  the  Paris  brigade,  559  ;  compaiison  of  cotl 
of  fire  service  in  hydranled  and  unhydranted  dties,  560-5G2  ;  cvUk  ttfjtife 
London  system,  577,  578  ^^H 

Fires,  danger  of,  25,  39  ^^H 

Flannel  screens,  use  of,  134  ^^^| 

Flats,  dangers  of,  70  ;  need  not  be  unhealthy,  98  ^^^ 

Flax  dressers,  disease  of,  116 
Floors,  need  of  well  laying,  72,  73 
FrMltknd,  Dr.,   his  Sixth   Report  of  Rivers  Pollution   CommLvJon.  433 

effects  of  his  theory  of  onidation  of  river  water,  429 
Funerals,  objections  to  pomp  of,  279 ;  should  be  early  in  the  morning,  dM 
Gaillet  and  Huel  process  for  softening  water,  484 
Gas,  value  of,  for  cooking,  36 

Germs  of  disease,  question  of  their  removal  by  infusoria,  491 
Glacial  drift,  the,  3)56.  367 

Ghu^ow,  water  supply  of,  431-3  ;  dyspepsia  from,  446,  516 
Glovers,  disease  of,  117 
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Greenock,  notification  of  infectious  disease  at,  227 

Greensand  as  source  of  water  supply,  395 

Grinders,  disease  of,  1 16 

Guardians,  Boards  of,  owners  of  bad  cottage  property,  57 

Hard  water,  effects  of,  426 ;  geologic  formations  yielding,  426 

Hardness  of  water,  definition  of,  468 ;  temporary  and  permanent,  469  ;  health 

statistics  in  favour  of,  470 ;  soap  test  of,  476 
Hastings,  zymotic  disease  at,  stamped  oat  by  employment  of  a  woman  teachef 

for  the  sick  poor,  251 
Hastings,  Mr.,  his  Bill  for  notification  of  infectious  disease,  211 ;  his  silence 

on  the  question  at  Huddersfield,  212 
Havre,  notification  of  infectious  disease  at,  254 
Head  of  water,  how  measured,  378 

Hertfordshire,  water  systems  of,  386 ;  villages  without  water  supply  in,  387 
Holland,  law  as  to  notification  of  disease  in,  256-259 
Hospital  accommodation,  supplied  where  infectious  disease  is  duly  notified,  229 ; 

useless  without  notification,   229;    provision  of,  more  important  than 

notification  of  disease,  249 
Hotels,  sanitary  examination  of,  229  ;  proposed  sanatorium  for  hotel  servants^ 

253 
Huddersfield,  notification  of  infectious  disease  at,  208 

Hydrogeolpgy,  importance  of,  386,  389,  394 ;  value  of  hydrogeological  survey, 

459 
Hygiene,  Royal  Italian  Society  of,  294 

"  Impurity  "  (organic),  a  misleading  term  in  connection  with  water  supply, 

506,  507 
Incubation  of  infectious  disease,  144 
Industrial  Diseases,  101-141 
Infectious  Disease,  notice  of,  how  enforced,  1 1 ;  spread  of,  by  milk,  154- 

199 ;  compulsory  notification  of,  discussed,  200-259 
Infusoria  in  the  Medway,  491  ;  their  action  on  disease  germs,  491 
Insanitary  House,  the  model,  in  the  Exhibition,  27 
Inspection  (sanitary),  importance  of,  35  ;  defects  of  the  present,  77 
Interments,  Report  of  Board  of  Health  (1850-51)  on,  296 
Ironstone,  marking  sites  of  villages,  375 
Irritants  to  the  skin,  1 13-14 ;  to  the  lungs,  115 
Itch,  the  grocers',  bakers',  etc.,  113 

Jail-fever,  187 

Kay,  Mr.  Justice,  decision  as  to  cremation,  283 

Kennet,  pollution  of  the,  454 

Kensington  Vestry,  agree  to  principle  of  notification  of  infectious  disease,  246 

Koch,  Dr.,  hb  method  of  cultivating  spores,  513 

Kolapore,  Rajah  of,  cremation  of  his  remains,  292 

Lace-makers,  diseases  of,  117 
Lake  water,  organic  matter  in,  499 
Lancaster,  water  supply  of,  429-431 
Landlords,  difficulties  of,  11  ;  bad,  49 
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35 ;   lead   colic,  lead   paUy, 
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Lead  poisoning,    t 
ogsinsl,  106 

Legislation,  lanitajy,  premature,  deprecated,  404 

Lciceiiier,  notificatioo  of  infectious  disease  at,  235 

"  Ljbcrty  of  [he  subject  "  to  spread  diaeaie,  denied,  245 

Lime- whiting  of  houses,  how  enforced,  10 

Littlejohn,  Dr.,  his  views  as  to  Dolifieation  of  infectious  disease,  3a6 

I-och  Katrine  waler,  not  free  from  organic  raaltei,  501,  506 

London,  building  regulations,  iofeiior  to  Ibose  in  the  counlry,  31  ;  witct 
companies  (See  Water  Supply  and  Water  Distribution.  Sec  *isa  Mctio- 
polilan  Asylums  Board,  and  Metropolitan  Board  of  Works.) 

London  claj',  the,  in  relation  lo  waler  supply,  368 

MACCLesFtELD,  notilicalion  of  infectioas  disease  nt,  234 

Magistrates,  rural,  how  they  interpret  (he  Pttblic  Mealth  Ad,  85 

Maigneo  piocess  for  softening  water,  483 

Manchester,  water  supply  of,  433-43S  ;  lead  poisoning  frotn,  446  ;  ■ 
pepsia,  516  ;  fire  service  at  Manchester,  552 

Maocheiter,  Bishop  of,  in  favour  of  cremation,  300,  303 

Manchetler  Sanitary  Association,  the,  304 

Measles,  infection  of,  145  ;  frequent  viniknee  of,  190;  difliculiy  of  <]l«| 
343  ;  soon  stamped  out  on  nutilicatiun,  '. 

Medical  Ofliceis  of  Health,  powers  of  in  rural  districts,  55  ;  what  iti^  ^ 
be,  6S,  S9  ;  their  salaries,  96  :  if  lealous  arc  removed,  406 

Medical  Officers  of  Health,  the  North  Western  Association  of,  306 

Meliopolilan  Asylums  Board,  their  ambulance  carriages,  336,  334-337  ;  staff 
of  their  ambulance  stations,  335  ;  work  done  by  tbem,  337  \  ibm*n 
abw^esofBoardsof  Guardians  in  regard  to  ambulance  carriagx^,  33J,  343; 
the  ambulance  steamers  of  the  Asylums  Board,  336,  337  ;  amouat  of  woct 
done  by  them,  33S  :  their  floating  hospital  and  convalescent  camp,  339 

Metropolitan  Board   of  Works,  responsible   for  water  supply,    5a  ;  for   lM 
framing  bye-laws  as  to  drains  and  disposal  of  refuse,   51 ;  duty  of,  in 
regard  to  remains  of  infecleil  animals,  307,  310  ;  should  cslaljUsh  ctcnui- 
lorium  for  animals,  307  ;  Iheir  delay  in  Bxing  hydraois,  5S6 
"  Middle  men,"  difficulties  of,  n 

Milk,  increased  cousunipiion  of,  154;  easily  absoibs  infectiun,  1551  milk 
epidemics,  155,  156,  163  ;  precautions  against  (hem,  16S-170  ;  moJes  in 
which  milk  becomes  a  vehicle  of  disease,  I S7 ;  milk  of  infeclcd  eowssomctitBcs 
not  injurious,  160 ;  chemical  analysis  useless,  163  i  what  milk  should  no! 
be  sold,  171  ;  difficulty  in  tracing  milk  epidemics,  l8g;  milk  should  be 
refrigerated,  IjB 

Milk  purveyors  lo  be  distinguished  from  cow-kcepet»,  167  :  rc^i^latioiu 
needed  as  lo,  169;  book-keeping  by,  169,  17B,  189 

Milk  scarlatina,  characteristics  of,  160 

Milkshop,  a,  originating  epidemic  of  typhoid  fevei,  SS4 
"  Milkshops  Order."    See  Dairies. 

Millbank  Prison,  experiences  of  tpring  w.iter  in,  447,  5IS 
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Millstone  grit,  as  source  of  water  supply,  426,. 450,  434 

Model  building,  a  bad,  42 

Monuments,  what  should  be  permitted,  271 ;  cases  of  disturbance  of,  272 

Mortuary  chambers,  ought  to  be  largely  provided,  305,  310 

National  Aid  Society,  the,  315,  318 

National  Health  Society,  the,  185,  208 

Neuralgia,  caused  by  sewer  gas,  16 

New  River  Water  Company,  complaints  against,  452,  580 

Newcastle-on-Tyne,  experience  of  notification  of  disease  at,  238-241 

Normandy's  (Dr.)  patent  for  distilled  water,  485 

Notification  of  infections  diseases,  varying  opinions  as  to,  206 ;  penalties  for 
non-disclosure  at  Huddersfield  and  Bolton,  208 ;  report  of  Hospitals 
Commission  in  regard  to,  209 ;  on  whom  obligation  to  notify  should  rest, 
211  ;  object  of  notification,  212  ;  reasons  against  compulsory  notification, 
212-15 ;  prosecution  for  neglect  to  notify  should  only  be  instituted  by 
Medical  Council,  216 ;  notification  must  be  compulsory,  219-20 ;  ad- 
vantages of  in  removing  causes  of  disease,  221 ;  voluntary  notification 
useless,  222,  223 ;  extent  of  voluntary  notification  in  Birmingham,  222 ; 
experience  of  Bradford,  Macclesfield,  Oldham,  Dundee,  Leicester, 
Greenock,  Manchester,  Edinburgh,  Accrington,  Blackburn,  Newcastle- 
on-Tyne,  224-241  ;  dual  system  of  notification,  226,  227  ;  notification  by 
householder  unsatisfactory,  227 ;  compulsory  notification  no  detriment  to 
business,  232 

Nuisance,  definition  of  in  rural  districts,  55  ;  insufficient  definition  in  Public 
Health  Act,  84,  85 

Nuisance  Authority,  definition  of,  11 ;  powers  of,  10 

Oldham,  notification  of  infectious  disease  at,  224 

Oolite  as  source  of  water  supply,  394,  425,  442,  487 

Organic  matter,  proportion  of  in  water,  498,  500 ;  monthly  analyses,  501 ; 
more  in  Loch  Katrine  water  in  summer  than  in  London  water  companies*, 
502-503 ;  variations  in  amount  of,  503 ;  how  far  noxious,  504,  505  ; 
suggestio falsi  in  statements  of  "organic  impurity,"  506 

Overcrowding,  56 ;  proper  amount  of  cubic  space,  56 

Pail  system,  the,  91 

Parish  boundaries,  determined  by  outcrop  of  water-bearing  strata,  376 

Parkes  Museum,  the,  should  be  visited,  37 

Partitions,  should  be  thin,  but  solid,  25,  43 

Percolation,  variations  of,  382  ;  greatest  aAer  snow  thaws,  382  ;  increased  by 

drainage,  382  ;  imix)rtance  of  information  as  to,  392 
Periodicity  of  low  water  in  England,  395 
Permeable  and  impermeable  rocks,  effects  of  alternation  of,  380 
Permian  beds  as  source  of  water  supply,  394,  487 
Phosphorus  poisoning,  iio-i  13 
Phthisis,  an  industrial  disease,  116,  118,  126 
Pig-styes,  powers  as  to,  55 
Playfair,  Sir  L.,  his  speech  on  cremation,  286 
Pleuropneumonia  from  burial  of  infected  cattle,  308 
Poisoning,    lead,    103,    126,    135  ;  copi)er,    106 ;  arsenical,    107,    108,    136  ; 

mercurial,  108,  109;  phosphorus,  110-I13 
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Police,  ihe,  value  of  ambulance  in 

Pollution  of  watei,  is  i[  remediable  ?  363 

Pompeii,  water  lervice  of,  3*6 

Poor,  the,  classification  of,  8 ;  right  type  of  houses  for,  iz  ;  destmctive  pon,  iS 

Porous  rocks,  area  of  to  England  and  Wales,  381 

Privy  accommodation,  supply  of,  how  enforced,  11 

Puldic  Health  (Water)  Act,  the,  needs  to  be  extended,  59,  60,  83,  91 

Poriqr,  chemical,  of  water,  defined,  495-497 

Rags  spreading  smillpoi^  It8 

Jtainfall  nnprodui^ve,  377  ;  Mr.  Sjmons'  records  of,  377  j  experiniails  » 

percolatjon,  379  j  two  or  three  years'  bll  might  be  stored,  391 
Rain  gauges,  form  of,  399  ;  use  of,  403,  403 
Kain  vratci  pipes,  had  arrangement  of,  17,  34 

Ransome,  Dr.,  obtaint  committee  to  consider  r^istiatlon  of  disease,  309 
Reading,  water  supply  and  sewage,  454 ;  pollution  from  Newbury,  454 
Red  Cross  Society,  the,  315 
Red  Cross  Conference  at  Berlin,  322 
Red  Cross  Exhibition  at  Geneva,  311 
Relrigeiation  of  milk  advocated,  15S 

Refuse  water,  disposal  of,  66  ;  depetids  on  local  conditions,  67 
Reservoirs  must  be  covered,  416,  445 
"  ReservMrs  Act,  1877,"  referred  to,  414 
Rivet-drift,  the,  366,  367 
Rivers  Pollution  Commisaon,  snggestion  of  adopted,  91  ;  water  wialjses  of, 

383 
River  water,  organic  matter  in,  499 
Rome,  ancient,  enormous  water  supply  of,  538 
R00&,  defective,  powers  as  to,  55  ;  should  be  flat,  73 
Ronbaii,  water  supply  of,  534 
Rural  districts,  powers  in,  55 
Rural  Sanitary  Authorities,  need  urban  powers,  5S,  90 

Sailors,  chest  disease  among,  137 

Samariterverein,  the,  318 

Sandstone,  as  source  of  water  supply,  397,  401,  442 

Sanitary  Act,  1866,  sec.  35  of,  regulations  made  under,   g  ;  efTcct  of  such 

regulations,  10  1  effect  of  too  stringently  enforcing  regulations,  1 1 
Sanitary  Law  Amendment  Act  (1874),  powers  conferred  by,  ir 
Sanitary  authorities,  should  have  power  to  build,  97 
"  Sanitary  defects  in  villages,  &c."  quoted,  61 
Sanitary  houses,  reasons  why  they  are  not  built,  76 

Sanitary  knowledge,  needed  by  all,  43 ;  should  be  publicly  taught,  45,  Sj,  S6 
Sanitary  powers,  too  often  latent,  49 

Sanitary  reform,  involves  sacrifice  of  liberty  and  property,  Zot 
Saturation,  level  of,  380,  3S1 

Scarlet  fever,  conveyed  by  milk,  174,  175  j  ignorance  regarding  it,  1S3,  184 
Scavenging,  importance  of,  6;  ;  public,  not  needed  in  villages,  65  j  daily  in 

towns,  74 
Schools  spreading  infeclion,  173,  174 
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Science  and  Art  Department,  should  teach  sanitation,  45 

Scotland,  sanitary  legislation  required  in,  192,  193 

Sedan,  exhumation  and  cremation  of  remains  at,  294,  306 

Sewage,  consumption  of,  by  animalcules,  490 ;  fresh  sewage  not  injurious  to 
fish,  516 

Sewer  gas,  effects  of,  16 ;  enters  through  rain  water  pipes,  17 

Sexes,  separation  of,  enforced,  1 1 

Shelley,  cremation  of  his  remains,  292 

Siemens,  Sir  W.,  his  design  for  a  crematory,  292 

Sink,  proper  make  of,  75 

Slaughterhouses,  condition  of,  180,  183 

Smallpox  spread  by  rags,  Ii8  ;  carried  by  flies,  188  ;  notification  of,  205 

Soci^t^  de  secours  aux  bless^  militaires,  322 

Soft  water,  geologic  formations  yielding,  426  ;  producing  diarrhoea,  444  ;  and 
dyspepsia,  446 ;  question  whether  companies  should  be  bound  to  supply 
soft  water,  461,  462 

Softening  of  water,  history  of,  467, 468 ;  known  to  Greeks  and  Hebrews,  467  ; 
various  processes  for,  470;  softening  by  boiling  known  to  Pliny  and 
Nero,  and  in  China  and  India,  471  ;  boiling  should  be  prolonged,  471 ; 
chemical  processes  for  softening,  472 ;  Dr.  Clark's  process  explained, 
472-476  ;  it  removes  salts  of  iron  and  organic  matter,  477  ;  experiment 
at  the  Chelsea  waterworks,  478  ;  report  of  Rivers  Pollution  Commission, 
479 ;  other  patents,  478-481  ;  the  Porter  Clark  process,  482,  594 ;  the 
Atkins  and  the  Maignen  processes,  483 ;  softening  by  exposure,  485  ;  by 
freezing,  486 

Southey  on  cremation,  303 

Stagnation  of  water  supply,  447 

Steam-heating  recommended,  98 

Stillborn  children,  abuses  regarcUng  burial  of,  268 

Storage,  natural,  of  water  in  pervious  water  bearing-beds,  390 ;  two  or  three 
years'  rainfall  might  be  stored,  391 

Storage,  bad,  evils  of,  360 

Strawplaiters,  disease  of,  117 

Stretchers,  bad  construction  of,  323  ;  how  to  be  extemporised,  323  ;  different 
kinds  of,  324 ;  should  have  no  detached  parts,  324 ;  should  be  of  uniform 
size,  324 

Subsoil  drainage,  benefit  of,  92 

Sulphur,  use  of,  in  cement,  26,  40 

Sunshine,  importance  of,  42 

Sussex,  result  of  a  water-survey  in,  387-388 

Syphon,  use  of,  for  water  supply,  411,  412  ;  for  draining  marshes,  412 

Thames,  flow  of  the,  391 ;  amount  of  water  taken  from,  392  ;  pollution  of  the, 
457;  Thames  water  excellent  if  properly  filtered,  521,  522;  evils  of 
drinking  it,  579 

Thompson,  Sir  H.,  on  cremation,  282 

Trollope  Anthony,  a  founder  of  the  Cremation  Society,  287 

Tube  wells,  advantages  of,  455 

Typhus  fever,  experience  of  in  Bristol,  69,  70 ;  nearly  banished  from  London, 
244  ;  infection  of,  146 


\ 


Urban  districts,  sanituy  houses  foi  woiking  classes  in,  69,     icm 

Vaccination,  by  Court  of  Samiiury  Jorisdiction  arged,  305  ;  re-vacciiuiian, 

impoitance  of,  244 
Vegetables,  ought  to  be  stripped  of  outer  leaves  before  brought  to  Loodoo,  43 
VentiUtioD,  how  enforced,  It  ;  should  be  provided  iDdcpcndently  of  lirepkce, 

36 ;  of  space  under  ground  Boor,  43  ;  disliked,   73,   87,    133  ;  miEt  be 

automatic,  96,  133  ;  of  mines,  135  ;  of  cowsheds,  170 

Wakes,  Irish,  dangers  of,  26S,  307 

Walls,  proper  node  of  building,  73 

Wall-papers,  should  be  avoided,  73 ;  as  infecdDg  medinin,  149 

Warminster,  water  supply  of,  388 

"  Warning  pipes,"  581,  S^S  ■ 

Wait,  the  dissector's,  1 14 

Washing,  importance  of,  139,  (40 

Washing  and  drying  of  clothes  in  sleeping  and  living  rooms,  19,  37 

Waste  of  water  in  London,  443  ;  prevented  in  Manchester  and  Sheffield,  446 

Waste-pipes,  connected  with  drains,  37,  33  ;  proper  fixing  of,  41 7,  575 

Water  as  an  infecting  medium,  149,  150 

Water-closets,  flushing  of,  14,  30 ;  windows  of,  44 ;  proper  construction  of, 
74.  7S 

Water  distribution,  563-575;  next  in  importance  to  water-supply,  563  ;  evils 
of  intermittent  supply,  564,  fool  waterbatts  and  cisterns,  564,  565  ;  the 
real  difficulty  of  introducing  constant  supply,  565,  566 ;  prevention  of 
waste,  566;  example  of  Portsmouih,  566,  567  1  what  amount  of  supply 
is  needed,  567  ;  Norwich,  Sheffield,  and  Amsterdam,  567,  568  ;  cjuses  of 
waste,  568 ;  detection  of  waste,  569  ;  Deacon's  waste  water  meter,  569, 
57'^'  575  i  reduction  in  consumption  effected  at  Portsmouth,  570 ;  in- 
crease in  constant  supply  in  London  (1S74-13S3),  571  ;  various  kinds  of 
water-meters,  572-574 ;  defects  in  administration  of  London  water- 
companies,  580 ;  waste  in  London  allrtbulable  lo  want  of  prop>er  central 
authority,  581  ;  inspection  to  prevent  waste,  587,  589,  590 

Water  fittings  in  houses,  want  of  power  to  London  companies  to  approve,  584 

Water-meteis,  Deacon's,  419;  defects  of  meters,  450;  Kennedy's,  Parkin- 
son's, and  Siemens'  meters,  450 

Water-pipes,  arrangements  of,  527-529 ;  woodeh  pipes,  539,  540  ;  first  cast- 
iron  pipes,  541 

Water  rights,  value  of,  401 

Water  supply,  best  arrangements  for,  13  :  insufficient  powers  of  vestries  in 
regard  to,  13  ;  need  of  comprehensive  scheme  of,  361 ;  a  commission 
recommended,  362  ;  estimate  of  total  water  supply  of  England  and  Wales, 
376  i  geological,  chemical,  financial,  legal,  municipal,  questions  as  to 
water  supply,  363  ;  mapping  of  area  of  chalk  supply,  364-367  ;  permeable 
beds  above  chalk,  367-368 ;  impermeable  beds,  369-370 ;  mined,  or 
varying  beds,  368-369  ;  extent  of  chalk  as  water-bearing  bed,  373  ; 
sources  of  water  supply  for  modem  towns,  376 ;  local  source  of  water 
supply  in  a  town  is  often  dangerous,  377  ;  London  wells  fouled,  377  ; 
closed,  377  1  four  sources  of  supply  at  or  beneath  London,  377  ;  similarity 
of  basins  of   Paris,  Vienna,  and    Berlin,    to  the   London   bajin,  378 ; 
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Congress  of  the  Society  of  Arts,  385 ;  a  national  survey  needed,  389, 
390*  391  ;  carried  out  in  Italy,  391  ;  chalk,  chalk-marl  and  upper  green- 
sand,  form  one  continuous  source  of  water  supply,  393  ;  local  boards 
elected  to  oppose  works  for  water  supply,  405  ;  fluctuations  of  supply, 
393  ;*  summer  supply  depends  on  rainfall  of  previous  winter,  407  ;  must 
be  constant,  418 ;  ought  to  be  limited,  419  ;  how  regulated  at  Liverpool, 
419  ;  supply  by  meter,  420 ;  need  of  Government  department  to  regulate 
national  water  supply,  423  ;  different  sources  of  above-ground  and  under- 
ground supply,  425 ;  typical  examples  of  different  supplies,  429-437 ;  intakes, 
reservoirs,  and  filterbeds  of  the  London  water  companies,  436-437 ; 
London  supply  from  chalk,  440 ;  water  supply  at  Brighton,  442 ;  tabular 
view  of  advantages  and  disadvantages  of  different  water  supplies,  443  ; 
supply  by  meter,  443,  444 ;  soft  water  producing  diarrhoea,  444 ;  ad- 
vantages of  Thames  water,  444 ;  stratification  predicted  from  nature  of 
water  supply,  445  ;  ill  effect  of  stagnation,  447  ;  pollution  of  supply,  451 ; 
report  of  Royal  Commission  on,  509 ;  water  for  domestic  use,  necessary 
qualities  of,  462 ;  water  supply,  surface  and  subterranean,  463  ;  examples 
of  subterranean,  464 ;  disadvantages  of,  464 ;  disadvantages  of  surface, 
465  ;  dual  water  supply,  533-536  ;  at  Roubaix,  534 ;  dif&culty  of  intro- 
ducing dual  supply,  589,  593  ;  adoption  of  constant  supply,  543  ;  evils  of 
intermittent  supply,  545  ;  connections  with  the  main,  546 ;  waste  water 
detectors,  547 

Water  waste  preventers,  16,  37,  47 

Wells,  cleansing  of,  61  ;  evils  of  surface  wells,  362  ;  pollution  of  wells  legally 
permitted,  371 ;  London  wells  fouled,  375  ;  closed,  375 ;  rest-level  in 
wells,  378 ;  gauging  of  wells,  384 ;  wells  ought  not  to  be  sunk  without 
compensation,  392  :  most  village  wells  ought  to  be  condemned,  404 ; 
advantages  of  tube-wells,  406,  407 ;  wells  in  the  London  basin,  4^0 ; 
importance  of  estimating  minimum  supply  from  wells,  461  ;  influence  of 
wells  in  reducing  supply  to  streams,  461  ;  low  death-rates  where  well 
water  is  used,  515,  517 

Wells,  Sir  Spencer,  on  cremation,  282 

Whitewashing,  powers  ks  to,  in  rural  districts,  55 

Whooping  cough,  impossible  to  isolate  cases  of,  243  ;  the  Metropolitan 
Asylums  refuse  to  admit  cases,  243 

Woking,  crematory  at,  283,  285,  286 ;  conditions  as  to  use  of,  290 

Woolwich  and  Reading  beds,  as  source  of  water  supply,  366,  367 

Woolsorters'  disease,  119 
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OFFICIAL    HANDBOOKS. 


Health  in  the  Village. 


By  Sir  Henry  W.  Dyke-Acland,  K.C.B.,  M.D.,  D.C.L.,  F.R.S., 
etc.,  etc.     Jllusf rated.     Second  Edition.     Price  is. 

Describes  graphically  an  English  Village  in  the  *  Presanitation '  paritnl,  and  t-ic 
misery  of  the  people.  It  then  states  the  Essentials  of  Health  in  an  Agricultural 
Village  ;  Dwellings  ;  Water  Supply  ;  Removal  of  Refuse  ;  Education  j  Occupation  ; 
Recreation  ;  and  Care  in  Sickness.  It  gives  illustrations  from  the  properties  of  large 
Luiduwners,  and  corii pares  Past  and  Present.     There  are  50  Woodcut  Illustrations. 

Healthy  Nurseries  and  Bedrooms,  including 

the  Lying-in  Room,     By  Mrs.  Gladstone.     Price  \s. 

This  book  attempts  to  bring  before  the  public  the  chief  points  in  connection  with  the 
subject  it  deals  with,  in  a  popular  form.  Relying  for  scientific  facts  on  thoroughly 
trustworthy  authorities,  the  authoress  has  endeavoured  to  clothe  them  in  language  which 
will  ap|>eal  especially  to  wives  and  mothers,  while  giving  such  exact  descriptions  and 
directions  as  shall  enable  the  suggestions  to  be  carried  out  by  an  ordinary  reader. 

Healthy  a7td  Unhealthy  Houses  in  Town 

and  Country,  By  Wm.  Eassie,  C.E.,  F.L.S.,  etc.  With  an 
Appendix  upon  the  Water  Supply  and  Discharge  of  Sewage  for 
Country  Houses.  By  Rogers  Field,  B.A.,  M.I.C.E.  Illustrated, 
Second  Edition.     Price  \s. 

The  body  of  the  Handbook  deals  with  healthy  and  faulty  sites  for  houses ;  the 
arrangement  of  houses  as  regards  general  convenience ;  proper  and  improper  drain:ige ; 
with  details  of  all  kinds  of  sanitary  e<|uipments  for  a  house  from  basement  to  attic; 
ordinary  water  supply  and  flashing  of  drains,  and  instructions  to  houselloUUxs^  ^.^^'^J^ 
town  and  country,    'fhc  Appendix  treats  upon  the  SfctitVVoti  o^^  ^xA  ^^  '5»'sjj^>^  ^^%  ^-•^xr 
for  countr}'  houses,  and  for  methods  of  dis\>os\iv^  ol  >[k<&  ^il\n^<&. 


Health  Exhibition  Handbooks. 


Healthy  Schools. 

By  Charles  E.  Paget,  M.R.C.S.     Price  xs. 

Refers  to  general  considerations  of  site ;  building  and  planning  ;  TentiUtion ;  ligbti 
and  warming  ;  arrangement  of  offices  ;  and  regulation  of  desks    and  seats  in  schools 
all  kinds.     Deals  with  the  special  diseases  apt  to  arise  from  neglect  of  sach  coosidcratioi 
and  points  to  the  great  advantages  of  good  playgrounds  ;    reviews  the  qnestioas 
feeding,  school-hours,  and  the  controlling  of  infectious  illnesses. 

Healthy  Furniture  and  Decoratiofi. 

By  Robert  W.  Edis,  F.S.A.     Illustrated,      2nd  Edition.    Price  ; 

Preliminary  Remarks — Unhealthiness  of  Wooden  Houses — Ventilation  and  o 
structive  decoration — Healthiness  of  electric  lighting  in  comparison  with  gas,  oil  lim 
and  candles — Present  bad  system  of  leasehold  tenure — Diseases  attributable  to  \a. 
built  and  filled  houses — Sanitary  decoration — Healthy  treatment  of  floor  and  k 
surfaces — Influence  of  colour  on  the  optic  nerves — Paper  hangings — Washable  pipcn 
Unhealthiness  of  stuff  hangings — Constructive  fittings — Arrangement  of  different  n*.' 
— Healthy  treatment  of  walls  and  fittings. — Bedrooms  and  Nurseries — Lavat^^ries 
Mantel-pieces — Smaller  fittings  of  the  house — Ornamental  plaster-work — Leather  pap< 
etc,  for  wall  covering — Conclusion. 

Health  in  the  Workshop. 

By  James    B.   Lakeman,   one  of  Her  Majesty's    Inspectors 
Factories.     Price  \s. 

CONTENTS. 

Part  I. — Progress  of  Factory  Legislation  from  First  Act  in  1 S02  to  Last  Act 
1883 — Causes  which  led  to  each  extension — Diseases  and  mortality  consequent  one 
ployment  in  certain  trades — Successful  efforts  to  free  children  from  ignorance  i 
oppressed  toil — Improvement  in  physical  vigour  and  development. 

Part  II. — Accidents:  their  causes  and  extent — where  most  frequent — why  nn; 
more  stringent  regulations  not  reduced  in  number  nor  severity.  Dangerous  MachinLi) 
how  fenced — Cleaning  machinery  when  in  motion — Advice  to  operatives. 

Part  III. — Sanitation  :  where  most  neglected — Effect  of  employment  in  noxii 
trades — Unconverted  dwellings  used  as  workshops  prejudicial  to  health — Indosti 
where  females  are  employei  in  unsuitable  work — Degeneracy  and  deformity  of  ope 
tives — Gradual  restoration  to  former  condition  of  sturdiuess — Deficiency  of  closet  accc' 
modation,  and  appliances. 

Part  IV. — Ventilation:  neglect  of  general  defect  in  structural  arrangement 
workshops — Temperature — Overcrowding — Artificial  warming — Mechanical  ventilati 
— Diffusion  of  air — Examples  of  modes  of  ordinary  ventilation. 

Mamuil  of  Heating,  Lighting,  and  Va 

tildtion.       By    Captain     Douglas     Galton,    C.R,     F.R.S.,    A 
Illustrated,     Second  Edition.     Price  \s. 

Ventilation  and  Warming  combined  ;  Purity  of  Air  ;  Movement  of  Air  ;  Warming 
Air.  Town  air  is  impure  from  Organic  Matter  and  Smoke — Methods  for  dimini^ 
impurity,  providing  j)ure  air,  and  removing  vitiated  air  in  houses  are  shown — Heati 
by  open  fires,  warm  air,  hot  water,  steampipes,  and  gas  explained.  Li^ht  arises  frt 
incandesence — Vitiation  of  air  by  lighting  is  explained. 

Diet  in  Relation  to  Health  and  Work. 

By  Alkxander  Wvnter  Blyth,  M.R.C.S.,  RC.S.,  &c.     Price  1 

Division  I.  :  T'irst  Principles — Food  and  Work.  Division  J  I.  :  Food  Equiv.-dcr 
— Divisions  of  F()<k1 — Digestibility  of  Food.  Dii^ision  III,  :  Flesh  antl  Milk.  Dtinsk 
IV, :  Chief  Sources  of  the  Carbohydrates.  Division  V,  :  Leguminous  Vegetables 
Fruits.  Division  VI.  :  Tea,  Coffee,  Cocoa,  and  Chocolate.  Division  VII, :  T 
Principles  of  D'\el — ^IVvcl  m  Tt\^\Avvu  XviN^uxV— "Vj>\^\.vb>  \i«^^V^^menl — Diet  in  MenI 
Exertion— Diet  Vo  r educe  Yal— \i\tU  Xvi  Tsv^jis.^'^^v. 
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On  the  Principles  of  Cooking. 

By  Septimus  Berdmorb.     Price  is. 

Introduction — Elements — Utensils — Verbs  which  illostrate  Principles^ Choice  and 
Preservation  of  Meats— To  Roast— To  Bake— To  Grill— To  Fry— To  Boil— To  Simmer 
—To  Stew  (Soups)— To  Stew  (Sauces)— To  Braise— To  Baste— To  Brown  and  Clarify 
—To  Flavour — fo  Serve — Pastry — Kickshaws,  or  Hors  d'CEuvre — Salads — Conclusion. 

Food  and  Cookery  for  Infants  and  Invalids. 

By  Catherine  Jane  Wood.    With  an  Introductory  Chapter  by 

W.  R  Cheadle,  M.D.     Price  is. 

Food  :  Its  uses  in  the  economy  of  nature — Component  parts — Relative  proportions. 
Infants :  The  mistakes  in  feeding;  quantity,  time  and  manner — The  results  of  those  mistakes 
— ^In  Growth — In  Physique— £i  After  Life — Rational  Feeding  and  its  great  importance. 
Invalids:  From  what  Cause — How  affected  by  Food — Diseases  whose  aggravation  or 
core  is  affected  by  Food — Characteristics  of  Sick  Dietary— Cookery. 

Alcoholic  Drinks. 

By  John  L.  W.  Thudichum,  M.D.,  F.R.C.P.     Price  ix. 

Wines  of  France,  Germany,  Austria  and  Hungary,  Spain,  Portugal,  Atlantic 
Isfamds,  Italy,  Greece,  Cyprus,  The  Crimea,  Asia,  Africa,  America  and  Australia; 
British  or  Domestic  Wines ;    Beer ;  Distilled  Spirits ;  Liqueurs. 

Water    and    Water-Supplies;    and    Un- 

fermented  Beverages.      By  John    Attfield,   Ph.D.,  F.R.S.,  etc. 
Price  IX. 

This  Handbook  includes  a  very  full  account  of  the  sources,  natural  properties, 
qualities,  etc^  of  all  descriptions  of  water,  '*  the  basis  of  all  beverages  "  ;  treats  of  the 
water-supplies  of  the  city  and  the  country;  and  embraces  the  preparation,  purity, 
wholesomeness,  etc  of  aerated  drinks,  tea,  other  **  teas,"  coffee,  cocoa,  and  diocolate. 
A  chapter  on  milk  is  added. 

Salt;  and  other  Condiments. 

By  J.  J.  Manley,  M.A.    Price  ix. 

History  of  their  Use  in  Ancient  and  Modem  Times — ^Traditions,  Customs,  Supersti- 
tions, Associations  connected  with — Sources  of  Supply — Opinions,  Ancient  and  Modem, 
as  to  Dietetic  value^  and  Hygienic  and  Medicinal  properties. 

Legal  Obligations  in  Relation  to  the  Dwell- 

ings  of  the  Foar.    By  Harry  Duff,  M.A.     With  a  Preface  by 
Arthur  Cohrn,  Q.C.,  M.P.    Price  is. 

A  summary  of  the  law  at  present  available  for  the  prevention  of  overcrowding ;  the 
removal  of  nuisances  ;  the  demolition  and  reconstraction  of  unhealthy  houses ;  showing 
the  persons  upon  whom  such  obligations  rest,  and  the  manner  in  which  they  ought  to  be 
dischaiged,  both  in  the  metropolis  and  other  parts  of  England. 

Our  Duty  in  Relation  to  Health. 

By  a  V.  Poors,  M.D.,  F.R.C.P.    Price  is. 

This  book  is  intended  to  show  that  each  individual  is  morally  responsible  to  himself 
and  his  neighbours  in  the  matter  of  health  ;  that  national  health  depends  upon  the  health 
of  individuals  ;  that  health  largely  depends  upon  personal  thrift  and  economy,  and  that 
without  the  intellligent  assistance  of  mdividuals  public  aulhocHxe^  ^v^  ^\>N2^^   ^^  ^>». 
Duty  -  is  discussed  in  Five  Chapters,  Tlu  Hmixt^  Woter^  Atr^  The  Ki^  VJ«  of  Kt5^«». 
and 
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Laboratory  Guide  to  Public  Health  Invi 

Hgatian.       By    W.    Watson    Chbyns,    F.R.C.S.;    and  W. 

CoRFiELD,  M.D.,  M.A.9  F.R.C.P.     With  Catalogue  as  an  AppexK 

lUustraUd.     Price  ix. 

The  work  done  in  this  laboratory  deals  with  the  life  history  of  the  minote  fnip 
bacteria,  more  especially  with  those  which  are  parasitic  oo  plants  and  MwimMic  The  st 
of  fermentations  is  also  included.  The  cause  of  the  Tarions  commonicable  disease  is 
chief  matter  of  study,  as  well  as  the  study  of  the  means  required  tor  destroying  the  vi 
of  interfering  with  its  growth,  or  of  converting  it  into  a  usdful  Tsccine  material 

Physiology  of  Digestion  and  the  Digesti 

Organs.    By  Arthur  Gamges,  M.D.,  F.R.S.   Illustrated.  Pike 

Fermentation. 

By  Dr.  C.  Duclaux,  of  the  Sorbonne,  Paris.     Price  ix. 

The  object  of  this  book  is  the  general  study  of  ferments.  It  deals  soccessYdj  y 
their  functions  in  the  world,  their  influence  on  health  and  disease,  their  Tarioos  mode 
nutrition,  their  analogy  with  the  constituent  cells  in  the  bodies  of  the  higher  aaiB 
and  the  description  of  their  contest  with  these  cells. 

Infectious  Diseases  and  their  Prevention. 

By  Shirley  F.  Murphy,  M.R.C.P.    Price  is. 

Infectious  diseases  cannot  be  prevented  unless  their  nature  is  understood. — Rets 
for  believing  that  they  are  caused  by  the  growth  in  the  body  of  living  oiiganisms.— ( 
cumstances  under  which  these  may  be  introduced  into  the  body,  and  the  means  for  ] 
venting  such  introduction. — Methods  of  rendering  the  body  proof  against  infect 
— Destruction  of  infection. — General  precautions. 

Cleansing  Streets  and  Ways  in  the  Metr 

polls  and  large  Cities.     By  William  Booth  Scott,  M.Inst.C 
Price  \s. 

Lmidon   Water  Supply. 

By  Colonel  Sir  Francis  Bolton,  C.E,    Price  is. 

CONTENTS. 
General  Introduction— Notes  on  Water  Supply. — Water  Filtration. — Sysl 
of  the   London  Water  Supply :    I.  Rivers,  Springs,  and  WeUs ;   2.  The  Metropoli 
Water  Companies;  3.  The  Sources  of  Supply. — The  Water  Examiner. — Statistic 
Supply. 

History  and  Description  of  the  London  Water  Works — ^The  Kent  Wi 
Works  :  On  certain  Well  Waters  in  the  Chalk  District.— The  New  River.— The  E 
London  Water  Works.— The  Soulhwark  and  Vauxhall  Water  Works. — The  >V 
Middlesex  Water  Works. — The  Grand  Junction  Water  Works. — ^The  Lambeth  Wi 
Works.— The  Chelsea  Water  Works. 

Appendix — Memorandum. — Rates  of  Supply. — Statutory  Powers  aa  to  Divides 

The  Exhibition  of  1884. 

Fires  and  Fire  Brigades. 
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Athletics ;    or^  Physical  Exercise  and  Re- 

\  creation.    Part  L    By  the  Rev.  Edmond  Warre,  M.A.    Jllustraitd. 

I  Price  IX. 

*  Athletics,   or  physical   exercise  in  relation  to  health. — Tme  view. — Greek  and 

'     Roman. — Development  in  individoal — child,  boy,  man. — Use  and  misuse. — Development 
of  Athletics  social. — History  of,  in  England. — Public  Schools,  Universities. — Games. — 
I     Rowing. — ^Training     necessary. — Other    pastimes. — DrilL — Volonteers. — Exercise    for 
I     dbildren  and  eldeily  people.— Athletics  in  Board  Schools. — Towns. — Working  Classes. 

•  •  • 

;    Athletics.    Part  II. 

I  Cricket,  Football,  Lawn  Tennis,  and  Health.    By  the  Hon.  £. 

Lyttleton,  M.A.,  and  Gerard  F.  Cobb,  M.A.   Price  ix. 

Introductory. — Games  not  really  appreciated  in  England  ;  the  small  number  who 
play. — The  benefit  of  exercise  consderra  medicallv.— Games  fulfil  the  requisite  con- 
ditions better  than  taking  a  walk. — Importance  of  healthy  games  for  women. — Various 
difficulties  considered  :  How  to  obviate  them.— The  example  of  Germany. — How  a 
cricketer  should  live. — Mr.  Gladstone  on  the  importance  of  chewing  food. 

DresSy   and  its   Relation   to  Health    and 

CUmate.  By  K  W.  Godwin,  F.aA.  Illustrattd.  Second  Edition. 
Price  IX. 

This  Handbodc  traces  the  changing  fashions  in  dress  fix>m  B.C.  200a  As  far  as  the 
limits  of  the  work  allow,  the  modes  of  each  period  are  described ;  with  illustrations 
taken  from  contemporary  sources.  Many  fashions  are  referred  to  climatic  necessities  or 
love  of  ornament ;  in  this,  as  in  other  arts,  beauty  and  fitness  being  not  always  reached 
or  ever  quite  forgotten. 

Accidental  Injuries :  tlieir  Relief  and  Im- 

mediate  Treatment.  How  to  Prevent  Accidents  becoming  more 
Serious.  By  James  Cantlie,  M.A.,  M.B.,  F.R.C.S.  Illustrated. 
Second  Edition.     Price  ix. 

Thb  Handbook  is  intended  as  a  guide,  in  simple  language,  from  which  the  public 
may  learn  how  to  render  efficient  aid  at  the  moment  of  injury.  Not  only  are  wounds, 
bnuses,  and  broken  faMones,  events  of  every-day  occurrence,  but  a  number  of  minor 
ailments,  which  might  be  rdieved  \xf  the  knowledge  of  some  simple  common-sense  rules, 
are  taken  into  consideration,  and  dealt  with  in  a  popular  and  yet  not  in  a  superficial 
manner. 

Ambulance  Organizatio7i,  Equipment,  and 

Transport,     By  Surgeon-Major  G.  J.  H.  Evatt,  M.D.,  A.M.D. 

Illustrated,  Second  Edition.  Price  ix. 
This  Handbook  describes  in  a  popular  manner  the  system  of  Ambulance  Organiza- 
tion at  work  in  the  army  for  the  relief  of  the  sick  and  wounded  in  war.  It  also  describes 
municipal  ambulance  systems.  It  deals  briefly  with  the  Red  Cross  organizations,  and 
the  various  civil  ambulance  associations.  It  then  describes  the  various  equipments  used 
in  ambulance  aid,  stretchers,  mule  carriages,  ambulance  waggons,  railway  sick  transport, 
marine  ambulance  arrangements  and  be<h,  with  a  short  chapter  on  ambulance  tents. 

Schools    of  Art;    their    History,     Work, 

Aims  and  Influences.      By  John  Sparkes  Esq.,  Principal,  of  the 

National  Art  Training  School,  South  Kensington. 
Contents  :  National  Art  Tendencies  in  the  Past — Origin,  Progress,  and  Develop- 
ment uf  Schools  of  Art— The  Select  Committee  of  1835,  1849,  and  1864— Formation  of 
Schools  of  Design — Department  of  Practical  Art — Department  of  Science  and  Art — 
Present  Constitution  and  ObjecU  of  Schools  of  Art— Their  Influence  in  Manufacturing 
Industries  and  National  Taste,  &c 

The  Conference  Papers  and  Lectures— the  subieel%  <il  ^VvOti  *^^^,^'«^'^'^^S^^ 
in  the  folio  wing  pages— may  also  bt  obXsVaedVtis.w^^x^'^^''*"^'*^^^^ 
with  the  9hav^  HsndtK>oks. 
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The  following  is  the  arrangement  of  the  Hand 
books,  Conferences,  and  Lectures,  as  the; 
will  be  published  in  Volumes  : — 

Price  7s.  6d.  per  Volume. 


HEALTH  IN  THE  DWELLING. 

With  FiiKrACK  bv  Sir   Hhnrv  W.   Dvke-Aci.a.vd,   K,CB.,  te,  Ic 

VOLUME    I.     (PubUsh^d.) 

HEALTH    IN    THE    VILLAGE.       Bir  Sir    Henry   W.    Dyke-A^dand,  K.CJi. 

D.C.L.,  M.D.,  F.R.S.,  &t  &c.     Illitttralfd. 
HEALTHY  NURSERIES    AND  BEDROOMS.  INCLUDING  THE  LyUffr 

IN-ROOM.     By  Mrs.  Gladstone. 
HEALTHy  AND    UNHEALTHY  HOUSES   IN   TOWN  AND    COCNKT. 

By  William  Eassie,  C.E.,  with  an  Appmdii  b)>  Rogen  PielJ,  C.e~     /CtoM*^ 
HEALTHY    FURNITURE    AND    DECORATION.         By    Robac    W.  E& 

F.S.A.     IlluitnUei. 
HEALTHY  SCHOOLS.     By  Chailes  E.  Pagel,  M.R.C.S. 
HEALTH    IN    THE    WORKSHOP.        By  Jimcs    B.    Lokeman,   one  c(  Ha 


VOLUME     II. 
MANSION     HOUSE     COUNCIL     ON 
POOR.— The  LorJ  Mayor,    President ; 
Victoria  Street,  E.C. 

"  The  Popiilatian  eif  LoiuIdd  ud  iu  Histiliao 

"  Suggn'iwt  la  (he  Roya)  CDnuniuioiKii 
ROYAL  INSTITUTE  OF  BRITISH  ARCHITECTS. 

Evan    Christian,     President  t     William   H.    White,    SecretBiy. 
Street.  W. 

The  General  Suhjeoi  oTitM  Cooitruetioa  ar  HmitH  will)  regaH 


{Published.) 

THE  DWELLINGS  OF  TBS 
John   Hamer.    Secretary.     3.  Qm 

,  ■■_■■  The  Truiraeni  of  Ihe  Loadi*  fcw" 
ind  Cheap  Riilray  Pm  ' — "  Ob  (ht  &^ 
of  Sauilaiy  LcciaUtioo  ta  the  liatn«gfe' 


Doon  K  ak  to  aOurtJ  oppntuDiiy  of  Eki 


^  in    London   d 


mode  of  FinproaT  Cotbtrueflon,  Bdipted  in  vcvcrni  EmtuBcet 
oildinp"— ■'  SaniuiT  A'pect  of  Inienal  I'iiiiop  anu  Decoratioa  "— 
ilug  at  Colour*— "  ColleciiaB.  Stonfe,  Mmagtmeot,  aod  Duuibuti 


SOCIAL  SCIENCE  ASSOCIATION.— Sir  Richard  Temple.  Bart. 
CLE.,  President;  J.  L  Cliflacd-Smith,  Secretary.  l.  Ad 
Adelphi,  W.C. 

Healthy  Dwtllinf,  whuhci  <n  mi  Drh.- 
■■--■■'----■-o..l([berent'e«J  eorai 


Adelphi, 
"Whai 


and  Ko>  [u  >t 
invkh'the  . 


',& 


fftrn-te 


feaigiu  Ditcate  ihould  be  obliuconrt" — ■ 
the  duliie  oT  Medial  OAeen  ofHiHUlt* 


VOLUME    III.     {PublisJud.)  ^^H 

/ANGLO-SAXON  HOUSES.     By  Professor  J.  Frederick  HodKMts.  ^^H 

HEALTHY  HOUSES.     By  T.  Pridgin  Teale,  F.R,C.S.  ^^H 

HEALTHY  TOWN  AND  COUNTRY  HOUSES.     By  W.   Easrie,  C^^^ 

FOUL  AIR  IN  HOUSES      By  ProlcsM-r  W.  H.  Corfield.  M.D. 

VENTILATION  IN  CONNECTION  WITH  WARMING    AND  UGHTDfC 
By  Captain  DougUs  Gallon,  C.B..  F.R.S. 

HEALTHY  FURNITURE.     By  Robert  W.  Edis,  F.S.A. 

DOMESTIC   USE  OF  GAS.     By  Harold  B.  Dixon,  M.A. 

HEALTH    IN    THE    WORKSHOP.       By  James    B.    Lakeman. 
I          Majesty's  Inspectors  qC  Factories. 
1  SMOKE  ABATENlt^T,    ^  ^OT«».W.»rt,■».»..ca>. 
VNDEX  TO  VDY.UWl.. ^^^^ 
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Price  78.  6d.  per  Volums. 


HEALTH    IN    DIET. 

With  Pkefacx  hv  Professor  Arthur  Gamuee,  M.D.,  F.R.5. 
VOLUME  IV.      {PuUished.) 

PHYSIOLOGY    OF    DIGESTION    AND    THE     DIGESTIVE    ORGANS. 

By  Profnsgi  Aiihiut  Gamgec,  M.D.,  F.R.S.     llhtlraUd. 
DIET    IN    RELATIOK    TO    HEALTH   AND   WORK.     By  .lUfred   Wynla 

BIjlh,  M.R.C.S.,  F.C.S,    Itluitmted. 
ON   THE   PRINCIPLES   OF   COOKING.     By  Scplimns  Betdmore. 
FOOD    AND    COOKERY    FOR    INFANTS    AND    INVALIDS.      By   U!b 

Woiid  i  wirh  a  Pref«e  by  Robert  B.  Cbea.lle.  M.D.,  F.R.C.P. 
WATER  AND  WATER  SUPPLIES;  AND  UNFERMENTED  BEVERAGES. 

lly  I'lofessoi  AltGdJ,  Ph.D.,  P.R.S. 
SALT   AND   OTHER   CONDIMENTS.     By  John  J.  Manley,  M.A. 
ALCOHOLIC   DRINKS.     By  John  L.  W.  Thurfichnm,  M.D.,  F.R.C.P. 
VlNDEX   TO   VOLUME. 


VOLUME    V.      {Published.) 
CENTRAL     CHAMBER     OF     AGRICULTURE.— Hen ly    Chaplin.     M.P., 


Fn>dui:i 


I  urUe 


"The  Cuiuo  which  h.ve  CheckH  ih«  DrviJopntail 
L"— "  Hamc^nwii  Mul  Supply  and  Iht  lumuMI 
;' — ~lW  Meant  of  Sccurinc  iix  Supply  uT  Ueil  U 


larfily-fiBtniUlail  CestHi." 

INSTITUTE    OF    CHEMISTRY.— Profcwt   WUUbui   Odiing,   M.A.,    F.R.S^J 

Presidcnl  i      duties     £.    Giovu,     F.C.S.,     Sccrctuy.        Siuncnel     HoumI 

TetiBcc,  W.C. 

"  rood  Adulwndon  utA  Anilyik,"  urith  Appendix. 
BRITISH    DEE-KEEPERS'    A.SSOCIATION.— The   Bironew   BuiUell-CooUi 
I'lcsiilenl;    Rev.  II.  K.  Pcd,  M.A.,  Sixittnry.     Roysl  Hiitliculiural  Gntdcn 


S.W. 


urUDOel 


VOLUME    VI.      (Pul/iiJUd.) 

THE    DIGESTIVE     FERMENTS    AND     CHEMICAL    PROCESSES    Cffi 

DIGESTION.     By  Pn.fcaot  Aithur  Gimgcc,  M.D.,  F.R.S. 
REARING  OF  HAND-FED  INFANTS,     iiy  E<!mund  Owen,  M.B.,  F.R.C.S.  ' 
PRACTICAL  DIETETICS.     By  Ptofewr  F.  dc  Choumoni,  M.D. 
CHEMISTRY  OF  BREAD-MAKING.     By  Piofessot  Chwlei  Gtahwn,  D.Sc 
SCIENCE  OF  COOKERY.     By  Mattieu  W.  Williwn*,  F.C.S. 
PURE  MILK.     By  G.  W.  Wigntr,  F.I.C.,  F.C.S. 
THE  ENGLISH  DAIRY.     By  Professot  J.  P.  Shddon,  F.C.S. 
THE  DANISH  DAIRY.     By  Aleimdcr  Maciboe. 
DAIRY  MANAGEMENT.    By  Miss  M«riin  Smilhanl. 
.ESTHETIC  USE  OF  WINE.     By  John  U  W.  Thmlichum.  M.D..  F.R,C.P. 
INDEX  TO  VOLUME. 
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Price  Ts.  ed.  per  Volume. 

HEALTH  IN  RELATION  TO  CIVIC  LIFE- 

With  Pbeface  bv  Rioiit  Hun.  c;tOK<:E  Sci-^ter-Boith,  U.P. 

VOLUMK   VII.     {Pub!ishtd.) 

"OUR  DUTY"  IN   RELATION   TO   HEALTH.      By  G«*ee  VMh  Fn 

M.D..F.R.C.P. 
INFECTrOUS  DISEASE  AND  ITS  PREVENTION.     By  Shltley  F-  i*^ 

M.R.C.P. 
ACCIDENTAL  INJURIES:  THEIR  RELIEF  AND  IMMEDIATE  TRE4 

MENT.      HOW     TO     PREVENT    ACCIDENTS     OECOMING   HOI 

SERIOUS.     By  JamM  Coiillie,  M,A.,  M-B.,  F.R.C.S.      Jliiufratei. 
AMBULANCE:    ORGANISATION,     EQUIPMENT,      AND     TRAKSPOB 

By  Suti;eon-M>ior  G.  T.  H.  Evatt.  M.D.,  A.M.D.     lllnjlraltl, 
5    (:LE.\N.SING    STREETS    AND    WAYS    IN     THE     METROPOLIS    A] 

LARGE  CITIES.     By  WUltam  Borth  Sftt,  M.  Inst.  C-E. 
FIRES  AND  FIRE  BRIGADES.     By  Capiain  Ev>e  M.  Shaw.  C.B.    JBtaW 
LEGAL  OBLIGATIONS  IN  RESPECT  TO  DWELLINGS  OF  THE  fW 

By  Harry  Duff,  M.A.,   Bariistei-at-Lnn' ;  with  a   Picface  by  .Vrthn  Cal 

Q.C..  M.P. 
SCHOOLS   OF  ART.      TIIKIR    ORIGIN,    HIST'   RV.    WORK.   AND 

KLUEN'CE.     By  J"hn  Spatkcs. 
INDEX  TO  VOLUME. 

VOLUME  VIII.     {In  the  Press.) 
/SOCIETY   OF   MEDICAL   OFFICERS    OF    HEALTH  )q,.u™.  j^ 
SANITARY  INSTITUTE  OF  GREAT  BRITAIN.  W^noi  Mu CmJ 

PARKES  MUSEUM  OF  HYGIENE.  | T.  0.«  Firffck,  1 

DaniBIic    <:iniluv   AmmFmrnli    of    the    MeUopolitwl    Poor — llu    7nipfnn»nl  il 
I, —  ■■--,•«.- Domenic  Saidlaion    in  Kml  IW 


SaniLuy  ArraaeemeDU  M  MiiirapoliTui  Hauia.^DocneBiic  Sj 

— Saniu^  Hauia  for  Ihe  WoiCing  am«ei  id  UrLan   Dj.tri_ 

Spracl  at  InfKliom   Diiwiei.— IflJ    Diro  e1>  ibe  ARBey  of   Milk.— {^t   TTw»«li 

t'    cacia.-  Nolifitalion  q(  Intuelioui  Duasa.— («1  Rt  ImDenvKV  and   Iti  DiSall 
*niE  RIghl  and    (he    Duly  of   tlK   Suuc  ui  wlbrcE    ii.  — niiyji    tf    ibi  Dl 

ST.  JOHN^s'aMBU LANCE  ASSOCIATION,  St.  John's   C^e,   CIcriwnwi 
Sir  Edmund  A.  II.  Lt-chmere,  H.P.,  Chaicman. 
rin  iheCamicejnd  Rmnuval  u{  llic  Side  and  lriiund.~Oiillie  AuInil.u>oe  OrtudiK 

SOCIElV  ("K'^ARTS.'jofiQSl'rMt,  AddphL-Sii  Fretlericfc  ALel.  C.B.,  F.I 
Oinlrmim  ;   II.  Tnicman  Wood.  M.A.,  StCreWry. 
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VOLUME  IX.     {/n  Ihe  Press.) 
ANGLO-SAXON  DRESS  AND  FOOD.     By  Ptolcaor  J.  Fred«rick  HcxtMt 
HEALTH    WORK   AND    PLAY    IN    VILLAGE    LIFE.      By  Sir  Hon 

Dyke-Aclanii.  K.(  .B.,  D.C.L,,  M.D.,  F.R.S.,  &c.  &c 
RECREATION.     By  G.  D.  Dnrbiihire,  M.D. 
AMBULANCE  ORGANISATION  IN  WAR  AND  PEACE.     By  Snwev-S 

G.  J.  H.  Evatt.  M.D.,  A.M.D. 
.STREET  ACCIDENTS  AND  THEIR  AMELIORATION.     By  IubmCw 

M.-V,  M.B.,  F.R.C.S. 
THE  PREVENTION  OF  CHOLERA.     By  Professor  F.  de  Chanmnol.  JtE 
HISTORY  AND  RESULTS  OF  A  DISPENSARY  FOR  SICK  CHILDl 

THREATENED  WITH  CHRONIC  DISEASE,     By  Dr.  Gibctl,  ol  fU 
ETHICS  OF  THE  SKIN.     By  Mulcolm  Morris,  M.R-C.S. 
OUR  D0.V1EST1C  POISONS.     By  Henry  Cm,  M.  In«L  CE. 
THRIFT  IN  ITS  RELATION  TO  HEALTH;   OR,  THE  RIGHT  USE 

REFUSE.     BY<Jt«iE,eNi-Aaa.¥^««t,l\\l,,C  V„C,P. 
INDEX  TO  VOLUW*.. ^ 
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Price  78.  6d.  per  Volume. 

G ENERAL  HYGIENE. 

With  Preface  by  Captain  Douglas  Galton,  C.B.,  F.R.S. 

VOLUME  X.     {In  the  Press.) 

I  ATHLETICS,  OR   PHYSICAL  EXERCISE  AND   RECREATION.     Part  I. 
By  Rev.  Edmond  Warre,  M.A.     Illustrated, 

ATHLETICS.  Part  11.  By  Hon.  Edward  Lyttelton,  M.A.,  and  Gerard  F. 
Cobb,  M.A. 

DRESS  AND  ITS  RELATION  TO  HEALTH  AND  CLIMATE.  By  E.  W. 
Godwin,  F.S.A.     Illustrated. 

FERMENTATION.  By  Dr.  C.  Duclaux,  Professor  of  Biological  Chemistry  at  the 
Sorbonne.     Illustrated, 

PUBLIC  HEALTH  LABORATORY  WORK.  By  W.  Watson  Cheyne,  F.R.C.S., 
and  W.  H.  Corfield,  M  A.,  M.D.,  F.R.C.P.     With  Catalogue  as  Appendix. 

LONDON  WATER  SUPPLY.    By  Colonel  Sir  Francis  Bolton,  C.E. 
\  INDEX  TO  VOLUME. 

VOLUME  XI.     (///  t/ie  Press.) 

/MEDICAL     SOCIETY     OF     LONDON     AND     NATIONAL      HEALTH 

SOCIETY.— .Sir  Joseph  Fayrer,  M.D.,  F.R.S.,  Chairman;  A.  Pearce  Gould, 

Secretar)'.     Address:  ll,  Chandos  Street,  Cavendish  Square,  W, 

Dietaries — Duties  of  School  Manager-  in  relation  tu  Elpidemics — Preventive  Treatment  ot 

Epidemics  in  Public  and  Hi^h  Schools    Grammar  and  High  Schools,  their  Construction  and 

Arrangement  -School  Dormitories — Mffecta  of  Posture  in  Schools— Gymnastics  in  Schools — 

Gymnastics  Feritncolonun  -The  Health  and  Physia.l  Development  of  Idiots  as  compared 

with  mentally  sound  children. 

ROYAL  METEOROLOOICAL   SOCIETY.— R.   H.   Scott,  President ;  William 

Marriott,  Assistant  Secretary.     Address  :  30,  Great  George  Street,  S.W. 

Some  relations  of  Meteorological  Phenomena  to  Health. — English  Climatologiral  Stations.  — 

Cumulative  Temperatures,  &c.,  as  snown  on  the  Diagrams  exhibited  by  the  Meteorological 

Office  in  the  International  Health  Exhibition. — Some  occasional  Winds  and  their  Influence 

on  Health.  —The  Equinoctial  Gales — Do  they  occur  in  the  liriiish  Isles? 

ASSOCIATION  FOR  THE  ORAL  INSTRUCTION  OF  THE  DEAF  AND 
DUMB. —  The     Earl    Granville,     K.G.,     President;     A.  H.    Moses,    Hon. 
Secretary.     Address:  11,   Fitzroy  Square,   W.      Subject:  Oral  Instruction  of 
the  Deaf  and  Dumb. 
On  the  Oral  Instruction  of  the  Deaf  and  Dumb.    On  the  Education  of  Incurably  Deaf  Children 

SOCIETY  OF  TELEGRAPH  ENGINEERS  AND  ELECTRICIANS.— 
Professor  W.  Grylls  Adams,  F.R.S.,  President;  F.  H.  Webb,  Secretary. 
Address :  4,  The  Sanctuary,  Westminster,  S.W. 

Electric  Lighting  in  relation  to   Health. — Physiological  bearing  of  Electricity  in  relation  to 
Health. 

EPIDEMIOLOGICAL      SOCIETY     OF      LONDON.  —  N.    Chevers,    M.D., 
CLE.,  President.     Address  :  University  College,  Gower  Street,  W.C. 
Health  in  India— Change  of  Type  in  Epidemic  Disease — Leproiy  in  India,  and  the  bu^t  means 
of  pre\  entinf;  its  increase. 

^INDEX  TO  VOLUME. 
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Volume  XI I.     {In  the  Press.) 

/'PARASITES  OF  MEAT  AND  FOOD  (TWO  LECTURE.S).     By  T.  Spencer 
Cobbold,  M.D.,  F.R.S. 
CANDLES.     By  Leopold  Field. 
SOAP.     By  Charles  F.  Cro.ss. 

HISTORY  OF  ENGLISH  DRESS.     By  Hon.  Lewis  S.  Wingfield. 
CHILDREN'S  DRESS.     By  Miss  Ada  S.  Ballin. 
TEXTILES  GENERALLY.     By  William  Morris. 
PHYSICAL  EXERCISES  FOR  GIRLS.     By  Miss  M.  A.  Chreiman. 
OLD  AND  MODERN  POISON  LORE.    By  A.  Wynter  Blyth,  M.R.C.S. 
INDEX  TO  VOLUME.    
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The  Official  Catalogue.     Price  is. 

Coataina  n  full  list  of  ihe  Vicc-Fresidenls,  Execiili»e  Council,  Goicral  Con 
millee.  Jury  Cammissions,  etc.,  etc,  with  all  Ihe  necessary  Memoruiila  for  ih 
Guidance  of  Exhibitors.  AdeUiled  IjsI  of  Exliibiion  (ogethcr  vith  ui  indei  atOiti 

Exhibits,  elabornlcly  classified,  indexed,  and  airangcd  with  a,  view  to  asj  xtitnac* 

The  Official  Guide.    Price  jd. 

With  Coloured  Plan  aiid  Illustrations. 
This  Guide  gives  an  accurate  and  concise  account  of  the  arranscmeiit  of  On 
Buildings,  and  of  the  mosi  noteworthy  objects  contained  in  them  ;  pointing  on 
the  bcsl  Bod  most  expeditious  way  of  making  a  complete  tour  throtigh  (h«  ExhOii 
tion.  It  includes  lui  excellent  Coloured  Plan,  Coloared  Pictures  of  the  Old  Loodol 
Street  and  of  the  Grounds,  «n  exhaustive  Index  and  copious  Moi^nal  N'otei  b 
facilitate  ready  reference,  nnd  an  Introduction  setting  fotth  the  purport  and  eenen 
scheme  of  the  Exhibition. 

Daily  Programme  of  Music,  &€.    Price  id 

Contains  all  the  arrangemcnti  for  the  day,  including  Meetings  of  ihe  Cm 
fcrences  ;  Lectures,  Lessons  on  Cookeiy,  etc,  in  the  Lecture  Hall;  Practicet  ii 
the  Gymnasium  ;  Organ  Recitals,  Vocal  and  Instrumental  Ccncerts  in  the  j*ni« 
Hall;   Progiamme  of  the  Musical  Selections  performed  ia  the  fftooBdl'll 

various  Military  Bands,  Ac.,  &e.  - 


Recipes  for  Cheap  Dinners.     Price  ji 

These  handy  and  very  practical  Recipes  are  prepared  by  Mis.  Ckax.ub  CuutXI 
the  Lady  Su]iciintendenl  of  the  National  Training  School  for  Cookery,  and  ar 
in  daily  use  for  the  Cheap  Dinners  served  In  the  Dining  Rooms  in  coiuiectiaa  wit! 
the  School  at  the  Health  Exhibition.  The  work  is  prefaced  by  a  chapter  sliowin, 
the  object  and  work  of  the  National  Training  School  for  Cookery,  Suainuwy  < 
Rules,  &c. 

Handbook  to  tJu  Aquaritmi.     Price  6d. 

Second  Edition.     Profusely  illustrated. 
Contents  : — Introduction. — History  of  the  National  Fish  Cullnre  Association.— Ol^^ 
of  the  Association. — List  of  Officers. —Complimentary  Lists. — Descriptioii  of  the  Aqnuinn 

— Description  of  the  Fish  Ctilture  Department. — The  CiUtivation  of  Salmonidic Tl 

Cultivation  of  Coarse  Fishes. — The  Acclimatisation  of  Foreign  Food  Fishes. — Hint*  o 
the  Construction  and  Manigentent  of  Fish  Ponds. — Natural  Hillary  of  the  Fishi 
exhibited  in  the  Tanks.— List  of  Loan  Exhibitors. 

Catalogue  of  the  International  Health  Hx 

hibilion  Library.  Price  64. 
Thii  Catalogue  has  been  compiled  by  Mr.  Carl  A.  Thimm,  the  librariui.  Tl 
following  are  some  of  the  chief  Contents  : — DhUicn  1.  -■  Health,  Acts,  Laws,  mad  Te 
Books— <;ensU5  and  Cholera  Reports — Guide  Books  to  Health  Resorts — Mcdicad  u 
other  Treatises  on  Health— Reports  of  Sanitary  Commissioners  and  Medical  Officers 
Health — Vital  Statistic;,  &c. — Transactions  ot  Societies  and  Jooroals  relating  to  Heal' 
— Works  on  Food,  Dress,  Dwelling  House  (ineloding  Water  Supply  and  Drainage)' 
Ambulance  (including  Nursing  and  Hospitals),  Ac,  &c.  DivUian  If.  :  Eilucvtion' 
Works  on  Ped.igogy,  &c — English  Language  and  Literature,  specially  prejKired  for  Sdio 
Use,  Classical  Ijinguages  and  Literature,  Modem  Languages  and  Literature  (WmVs  £ 
the  study  oO— History,  Geography,  Mathematics,  Writing,  Drawing,  Music,  Te<iinl( 
Instruction  in  Arts,  Manufactures  and  Trades,  Zooloey,  Botany,  ChemiMry,  Klcctridl 
&C.,  &c.,  and  Reference  and  Miscellaneous  Works — English  and  For^n  JouniKia— XJ 


of  Contributors,  &c.,  Ike. 
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ISSUED  BY  THE  EXECUTIVE  COMMITTEE 


OF  THE 


INTERNATIONAL  FISHERIES  EXHIBITION. 


The  exhaustive  range  comprised  by  the  Handbooks  and  Prize  Essays, 
B^hich  are  by  writers  of  great  eminence  and  authority,  and  the  comprehensive 
nature  of  the  Papers  which  emanated  from  the  various  Conferences,  combine 
to  render  this  Series  an  exceptionally  instructive  and  condensed  Library  of 
Reference  on  all  questions  appertaining  to  Fish,  Fishing  Appliances,  and  the 
Fishing  Industries  of  all  Countries,  brought  down  to  the  date  of  the  Inter- 
national Fisheries  Exhibition  of  1883. 
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FISHERIES  EXHIBITION  LITERATI 

PUBLISHED    BY 

WM.  CLOWES  &  SONS,  LIMITED,  13,  Gh^Ing  Cross, 


THE  INTERNATIONAL  FISHERIES   EXHIBII 

LITERATURE.      Complete    in    14  Vols.,  each   fully  in 
Demy  8vo.   cloth.     Price  £6  6s. 

The  Fourteen  Volumes,  as  above,  comprise  the  whole  of  the  Impo 
Literary  Outcome  of  the  Fisheries  Exhibition,  which  is  issued  in  a  cc 
form  with  copious  Indexes,  &c.,  hy  desire  of  the  Executive  Committee. 

Any  of  the  various  divisions  of  this  work  may  be  obtained  separai 
the  following  prices  :— 

THE  HANDBOOKS.     Forming  Vols.  I.  to  IIL  ..      f    j 

THE  CONFERENCE  PAPERS.  Forming  Vols.  IV.  to  VII.     3 

THE  PRIZE  ESSAYS.     Forming  Vols.  VIII.  to  XL       . .      » 

THE  OFFICIAL  CATALOGUEi  ^       .      ,,       „„ 

AND  JURY  AWARDS.         [  Forming  Vol.  XIL     ..on 

THE  OFFICIAL  REPORT.    Forming  Vol.  XIII.  . .      01. 

THE  ANALYTICAL  INDEX.     Forming  Vou  XIV.      ..      01. 

A  Complete  List,  showing  the  contents  of  each  of  these  volumes,  i 
found  in  the  following  pages,  and  single  copies  of  any  of  the  Handl 
Conference  Papers,  or  Prize  Essays,  may  slill  be  obtained  of  the  Publish 
the  prices  affixed,  although  the  volumes  of  each  division  cannot  bt 
separately. 
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THE  FISHERIES  LITERATURE-VOL.  I. 

Handbooks — Part    I. 

CONTENTS  .-- 

THE  BRITISH  FISH  TRADK     By  Hia  Excellency  Spencer  Walpole, 

Lieut. -Govemor  of  ihc  Isle  of  Mod.     \i. 
MARINE    AND     FRESHWATER     FISHES    OF    THE    BRITISH 

ISLANDS.     By  W.  Siville  Kcui,  F.L.S..  F.Z.S.     Ii. 
THE     FISHERY    LAWS.      By    Frederick    Pollock,    Bairister-at-Law, 

M.A.,  &LC.     It. 
APPARATUS    FOR    FISHING.     By  E.  W.   H.  Holdsworth,   F.L.S., 

F.Z.S.     I/. 
THE   PLACE  OF   FISH    IN   A   HARD-WORKING   DIET,  WITH 

NOTES  ON  THE  USE   OF    FISH  IN  FORMER  TIMES.     By  W.  Slephcn 

Mitchell,  M.A.     II. 
A  POPULAR  HISTORY  OF  THE  FISHERIES  AND  FISHERMEN 

OF    ALL    COUNTRIES    FROM    THE    EARLIEST    TIMES.      By   W.  M, 

Aduns,  B.A,     II. 


THE  FISHERIES  LITERATURE-VOL.  II. 

Handbooks — Part  H. 
contents  ;— 

FISH  CULTURE.     By  Francis  Day,  F.L.S.,  F.Z.S.     is. 
ZOOLOGY  AND  FOOD  FISHES.     By  George  Bond  Howes,      is. 
THE   UNAPPRECIATED    FISHER    FOLK:    THEIR  ROUND  OF 

LIFE  AND   LAIiOUR.     By  James  G.  Betltam. 
THE  SALMON   FISHERIES.     By  Charles  E.  Fryer,     is. 
ANGLING    IN    GREAT    BRITAIN.     By  William  Senior,      is. 
INDIAN    FISH    AND    FISHING.     By  Francis  Day,  F.LS.,  F.Z.S.     is. 


THE  FISHERIES  LITERATURE-VOL.  III. 
Handbooks — Part  HI. 

CONTENTS  .— 
FISHES    OF     FANCY:     THEIR     PLACE     IN     MYTH,    FABL& 
FAIRYTALE,  AND  FOLK-LORE.     With  Nolkaof  Uic  Fishes  of  Let-endary 
Alt,  Aslrononiy,  and  Hetaldry.     By  Thil  Robinson,    u. 

ANGLING  CLUBS  AND  PRESERVATION  SOCIETIES  OF 
LONDON  AND  THE  PROVINCES.     By  J.  F.  WheeHmu     l/. 

SEA  FABLF5  EXPLAINED.     By  Henry  Lee,  F.L.S.,  F.G.S.,  F.ZA    i*. 

SEA  MONSTERS  UNMASK.ED.  By  Heniy  Lee,  F.L.S.,  F.G.S., 
F.Z.S.    1.. 

PRACTICAL  LESSONS  IN  THE  GENTLE  CRAFT.  By  J.  P. 
W'hecldon.     Ij. 
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THE  FISHERIES  LITERATURE— VOL  IV. 

Conference  Papers — Part  I. 
CONTENTS  .■— 
INAUGURAL  ADDRESS  BY  PROFESSOR  HITXLEV, 
NOTES  ON  THE  SEA  FISHERIES  AND  FISHING  PO] 

OF  THE    UNITED    KINGDOM.     By    Vke-Adtniral     H.R.H.    tit 

EJinburgli,  K.G.     is, 
PRINCIPLES    OF    FISHERY    LEGISLATION.      By  Right  Hco. 

Shaw-Lefevtc,  M.P.    6J. 
FISH    TRANSPORT   AND    FISH    MARKETS.     By  His 

Spencer  Walpole,  Lieut  .-Governor  of  the  Isle  of  Mao.    6rf. 
THE   ECONOMIC   CONDITION   OF   FISHERMEN.     By  Pn* 

Leone  Levi.  F.S.A.,  F.S.S.,  F.R.G.S.,  &c.    6d. 
A  NATIONAL  FISHERIES   SOCIETY.     By  C.  E.   Fryer. 
RIVER    POLLUTION    BV    REFUSE    FROM    MANUFACTOR 

AND  MINES;  TOGETHER  WITH  SOME  REMEDIES  PROPOSEH 

V.   B.  Barrington-Kennelt,  M.A.,  LL.M.    td. 
PR^VCTICAL  FISHERMEN'S   CONGRESS.     Under  the  Preridea 

Mr.  Edward  Birltbcct.M.P.    &/. 
SCIENTIFIC    RESULTS    OF     THE     EXHIBITION. 

Lankestcr.  M.A.,  F.R.S..  F.L.S.,  F.Z.S.,  &c.     W. 


THE  FISHERIES  LITERA.TURE-V01 

Conference    Papers— Part   II. 

CONTENTS .— 


I 


FISHERY  INDUSTRIES  OF  THE  UNITED  STATES.    ByPw 

G.  Brown  Goode,  M.A.,  &c     6<l. 
OYSTER     CULTURE    AND     OYSTER     FISHERIES     IN 

NETHERLANDS.     By  Professor  Hubrecl.t.    6rf. 
THE    FISHERIES    OF    CANADA.     By  Louis  Z.  Joncas.     &i, 
THE   FISHERIES   OF  CHINA.     By  J.  D.  Duncan  Canjpbdl, 

aiissioner  for  Cliinn.    Sd. 
A  SKETCH  OF  THE  FISHERIES  OF  JAPAN.    ByNariaoriC 

Member  of  the  Japanese  Consulate  in  London.     M. 
NEWFOUNDLAND :      ITS    FISHERIES    AND     GENERAl 

SOURCES.     By   the   Hod.    Sir   Ambrose   Shea.    K.C.M.G.,    ConnnLmia 

Newfoundland.    6t/. 
THE    SWEDISH    FISHERIES.      By    Professor    F.    A.    Smiu, 

Commissioner  for  Sweden  to  tlie  Intvinalion.-d  Fisheries  Kxhibidon.     tj 
NOTES  ON  THE  FISH   SUPPLY  OF  NORWAY.     By  Frede 

Walleni,    Eiicculive    Commijsioner   for  Norwsy   to  Iho    lolcmalioiul 

Exhibition,    fid. 
NOTES  ON    THE    FOOD    FISHES    AND   EDIBLP:    MOLL 

OF  NEW  SOUTH  WALES,  Etc     By  E,  P.  Kamsiy,   Commissioner 

South  Wales,    bd. 
THE  FISHERIES  OF  SPAIN.     By  I.ieut.-Col.  F.  G.  Soli,  Exi 

Commisnoner  for  Spain  to  the  Intcmalional  Fisheries  Exhibition.      6d. 

THE  FISHERIES  OF  THE  B.VHAMAS.  By  Augustus  J.  AJ 
Commissioner  (or  Ihe  Bahamas  In  the  International  Fisheries  Eihibilion.     I 

WEST  AFRICANS  Y\SW£^\?S.,^V^^'?K»T^^\i^-K«.  REFER 
TO  THE  GOLD  eox?.T  CCi\Ji«H.   'ftiCiV'™^- *--'**«™^.^:,» 


William  Clowes  A  sons,  limited. 
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THE  FISHERIES  LITERATURE-VOL.  VI, 

Conference  Papers — Part  III. 
■COJVT£Nrs.— 
ISH  DISEASES.     By  Professor  Huxley,  P.R.S.       6-/. 
■HE  CULTURE  OF  SALMONID.-E  AND  THE   ACCLIMATIZA- 
TION OF  FISH.     By  Sir  James  Ramsay  Gibson  MaitUiid,   Bail.    6d. 
'HE   HERRING  FISHERIES  OF   SCOTLAND.       By    R.  W.    Duff, 


M.P.    M. 

MACKEREL  AND  PILCHARD  FISHERIES.  By  Thomas  Cornish.  6^. 
SALMON  AND  SALMON  FISHERIES.    By  D.  M.  Home,F.R.S.E.   W. 
COARSE  FISH  CULTURE.     By  R.  B.  Marston.     6<f. 
THE     DESTRUCTION     OF     FISH     AND     OTHER     AQUATIC 

ANIMALS  BV  INTERNAL  FARASITES.     By  T.  Spencer  Cobbold,  M,D., 

F.R.S„F.L.S.     W. 

THE  FOOD  OF  FISHES.    By  Francis  Day,  F.L.S.,  F.Z.S.     6<I. 
MOLLUSCS,  MUSSELS,  WHELKS,  Etc,  USED   FOR    FOOD   OR 

BAIT.     By  C.  W.  Hirding,  Assoc.  M.  Inst.  C.E.     W. 
THE  ARTIFICIAL  CULTURE  OF  LOBSTERS.    By  W.  Saville  Kent, 

F.L.S.,  F.Z.S.     6J. 
CRUSTACEANS.     By  Thomas  Comish. 


THE  FISHERIES  LITERATURE-VOL.  VII. 

Conference  Papers — Part  IV, 
CO//TENTS.— 

FISH  AS  FOOD.     By  Sir  Henry  Thompson,  M.B.,  F.R.C.S.,  d-c.     6J.  I 
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